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PREFACE. 

The  contrast  between  the  mechanical  accuracy  and 
elaborate  detail  of  the  sphygmogram,  and  the  vague 
and  inconclusive  character  of  the  pulse  impressions 
hitherto  gained  by  palpation,  is  sufficient  to  explain, 
though  it  hardly  justifies,  the  relative  neglect  of  a 
valuable  clinical  method  Instead  of  being  made  to 
share  in  the  general  advance,  palpation  of  the  pulse 
has  been  almost  ignored  in  modem  investigations. 
Indeed,  this  obvious  disproportion  in  the  amount 
of  attention  bestowed  on  the  instrumental  to  the 
exclusion  of  the  digital  method,  was  the  sign  which 
told  of  something  lefb  undone,  and  which  pointed  to 
the  tactile  pulse  phenomena  as  to  a  mine  to  be 
explored. 

It  might  seem  almost  superfluous  to  dwell  upon 
the  essentially  clinical  nature  of  this  investigation. 
Every  digital  examination  of  the  pulse  is,  in  its 
procedure,  dinicaL  But  this  character  belongs  in  a 
more  special  sense  to  the  present  inquiry,  since  its 
original  idea  and  its  ultimate  object  have  been  to 
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widen  the  clinical  scope  of  pulse  observations,  by 
rendering  the  tactile  pulse  available  for  the  more 
accurate  study  of  disease.  It  is  necessary,  however, 
to  explain  why  the  results  which  are  now  to  be 
submitted,  should  comprise  only  those  which  may  be 
claimed  as  part  of  the  sphere  of  physiology. 

In  the  endeavour  to  bring  the  tactile  method  "  up 
to  date/'  and  to  compare  and,  if  possible,  harmonize 
its  indications  with  the  sphygmographic  data,  in 
connection  with  the  various  morbid  pulses,  the 
nm^mal  tactile  pulse  called  for  the  first  and,  at  the 
same  time,  for  the  most  searching  scrutiny.  A  large 
proportion  of  these  pages  had  thus  to  be  devoted  to 
a  study  of  the  latest  advances  made  in  instru- 
mental sphygmology,  and  of  the  works  of  Marey, 
Fick,  von  Kries,  von  Frey,  Eoy  and  Adami,  Ozanam 
and  others. 

As  to  the  author's  special  observations  and  practical 
results,  for  which  his  responsibility  is  undivided, 
they  are  put  forward  as  containing  the  germ  of  a 
practical  method  which,  by  reason  of  its  simplicity, 
should  develop  into  one  of  general  clinical  utility. 
Even  the  practitioner  of  medicine,  debarred  from 
using  the  sphygmograph,  might,  with  its  help,  not 
only  add  greater  value  and  interest  to  his  everyday 
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pulse  observations,  but  gain  ready  access  to  fresh 
avenues  of  research.  Crude  and  unfinished  as  the 
method  still  remains  at  this  stage,  to  have  longer 
withheld  it  from  so  many  hands  capable  of  improving 
it  and  of  working  out  its  clinical  applications,  until 
some  adequate  show  of  results  had  slowly  accrued 
from  the  author's  unassisted  labour,  would  have 
served  rather  the  literary  credit  of  his  performance 
than  the  best  interests  of  clinical  medicine. 

Even  should  these  hopes  of  clinical  usefulness  prove 
delusive,  some  good  service  may  yet  have  been  done 
by  the  comparative  study,  undertaken  in  Part  IV., 
of  the  work  and  theories  of  eminent  authorities. 
To  each  of  them,  and  to  their  publishers,  grateful 
acknowledgment  is  due  for  the  ample  references 
which  they  have  sanctioned ;  but  towards  Professor 
von  Kries  and  Professor  von  Frey  the  obligation 
incurred  is  specially  great 

In  the  arrangement  of  these  pages  the  chief  care 
has  been  to  provide  fiicilities  for  the  reader,  even  at 
the  expense  of  some  repetition,  and  to  multiply 
headings  and  diagrams  for  the  better  elucidation  of 
new  facts  and  ideas.  The  concluding  summary  of 
the  results  obtained  may  be  of  service  to  those 
lacking  time  for  a  study  of  the  theory  of  the  puke, 
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whilst    it    places  in  a  clear  light  the  distinction 
between  mere  inferences  and  facts. 

The  author  is  indebted  to  his  nephews,  Mr.  R 
Billecocq  and  Mr.  P.  de  Vaumas,  for  their  valuable 
assistance  in  the  preparation  of  some  of  the  draw- 
ings, and  to  Messrs.  Fargues  for  much  care  and 
success  in  their  reproduction.  He  also  records  with 
special  pleasure  his  obligation  to  Mr.  Springer,  of 
Berlin,  for  his  courtesy  in  connection  with  the 
illustrations  reproduced  from  Professor  von  Frey^s 
"  Die  Untersuchung  des  Pulses." 

W.  E. 

3d  CUBZON  Stbebt, 
Maypaib. 
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INTRODUCTION. 

CHAPTER  I. 

TACTILE   SPHYGMOLOGY  AND  INSTRU- 
MENTAL SPHYGMOLOGY. 

A   RETROSPECT. 

Tactile  Sphygmology,  probably  the  most  ancient 
among  the  branches  of  medical  science,  is  now  far 
behind  some  of  its  younger  sisters. 

What  is  the  pulse  ?  Is  it  round  or  oval  ?  Does 
the  artery  expand  or  not  at  each  beat  ?  These  are 
some  of  the  problems  which,  without  levity  and 
without  despair,  we  are  stiU  discussing  at  this  end 
of  the  nineteenth  century. 

Instrumental  Sphygmology — ^i.e.,  Sphygmography, 
after  claiming  for  nearly  half  a  century  the  almost 
imdivided  attention  of  students  of  the  pulse,  and 
supplying  valuable  fragments  of  information,  cannot 
yet  answer  some  of  the  more  simple  questions  con- 
nected with  the  pulse- wave. 

The  great  want  seems  to  have  been  a  systematic 
co-operation  between  the  two  methods,  hardly 
attainable  so  long  as  a  special  study  of  the  Pulse- 
Sensations  was  neglected.  To  this  we  should  now 
turn,  in  the  hope  that,  having  learnt  much  from  the 
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sphygmograph  that  has  led  to  a  better  understanding 
of  the  tactile  pulse,  we  may  likewise,  after  puzzling 
in  vain  over  the  sphygmogram,  find  help  in  the 
simpler  method. 

L 

Before  the  Sphygmograph. 

It  may  be  doubted  whether  unaided  tactile  in- 
vestigation could  ever  have  unravelled  the  mystery 
of  the  pulse,  without  the  help  of  the  sphygmograph  ; 
so  difficult  is  it  to  concentrate  sufficient  attention  on 
the  sensations  of  the  finger. 

Concerning  tactile  analysis  of  the  pulse  few  writers 
have  anything  to  say.  Galen's  unrivalled  industry 
led  him  some  part  of  the  way  in  this  direction.  For 
instance,  he  knew  so  well  how  to  recognise  the  pulse- 
wave  in  the  intervals  between  the  beats,  that  he 
warns  younger  students  not  to  take  notice  of  this 
phase  of  the  pulse.  '*  Moreover,  I  think  that  begin- 
ners should  practise  themselves  as  though  the  systole 
could  not  be  felt."  *  And  elsewhere  he  expressly  de- 
scribes a  '*  pause  in  systole'*  (by  systole  meaning  the 
period  of  contracted  or  reduced  volume  of  the  pulse). 
But  these  accurate  observations  of  fact  did  not  sur- 
vive as  long  as  some  of  his  errors. 

We  have  no  reason  to  imagine,  and  it  is  in  itself 
unlikely,  that  Galen's  analytical  knowledge  of  the 
pulse  had  ever  been  surpassed  or  even  equalled  by 
physicians  in  a  more  remote  antiquity.  After  him, 
it  cannot  even  be  said  that  sphygmology  remained  at 

*  Ad  Tirones,  cap.  iil. 
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a  standstai.  Some  of  the  old  ground  was  lost ;  and 
in  spite  of  collateral  advances  in  science,  no  fresh 
ground  was  won  in  the  direction  of  pulse-analysis, 
down  to  the  time  of  Fouquet.  Even  Harvey's  dis- 
covery made  remarkably  little  impression  on  the  pro- 
gress of  sphygmology. 

The  following  lines  by  Sir  John  Floyer,*  written  in 
an  age  o£  comparative  enlightenment,  long  after  the 
experimental  method  had  been  applied  by  Harvey  to 
the  circulation,  are  a  striking  instance,  among  many 
earlier  ones,  of  failure  of  the  best  intentions  in  this 
direction. 

"  We  were  taught  by  G^en  *  That  we  must  admit^nothing  relating 
to  the  Pulse  but  what  we  evidently  feel ;  but  I  cannot  but  believe 
his  Fancy  imposed  on  him  when  he  asserts,  that  he  felt  the  con- 
traction of  the  Artery,  which  he  endeavoured  to  prove,  because 
the  Artery  makes  an  Impression  in  the  Pulp  of  the  Fingers,  and 
he  thought  he  felt  the  receeding  of  the  Artery  from  that  Impres- 
sion ;  but  it  is  plain  that  we  can  discern  no  more  in  a  natural 
Pulsation  than  the  Stroke  given  to  the  Finger,  and  the  interval 
betwixt  each  stroke  by  the  numbering  of  the  Pulse  in  a  minute, 
whereby  we  discern  when  the  Intervals  are  longer  or  shorter. 
The  distinction  of  two  Intervals  was  too  curious,  and  not  useful. 
,  The  interior  quiet  betwixt  the  contraction  and  distention  of  the 
Artery  is  sensible,  but  the  exterior  betwixt  the  distention  and 
contraction  is  insensible ;  and  'tis  allowed  that  we  cannot  discern 
the  beginning  of  the  distention  nor  the  end  of  the  contraction, 
'tis  enough  to  consider  the  Intervals  betwixt  the  Pulsations.' " 

To  fail  to  observe  new  facts  is  a  misfortune  with 
which  we  are  all  more  or  less  familiar.  To  refuse  to 
notice  old   facts,  pointed   out  by  the  greatest  ob- 


*  "  The  Physician's  Poise- Watch  ;  or,  an  Essay  to  Explain  the  Old  Art 
of  Feeling  the  Pulse;  and  to  Improve  it  bj  the  Help  of  a  Palse- Watch." 
By  Sir  John  Floyer,  Knight.  London  :  Printed  for  Sam.  Smith  and  Benj. 
Walford,  at  the  Prince's  Arms  in  St.  Panrs-Church-Yard,  1707  (p.  6.) 
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servers,  is  something  worse.  We  should  feel  less 
sympathy  with  Floyer  s  mistake  in  rejecting  Galen's 
testimony  and  in  failing,  in  spite  of  that  testimony, 
to  recognise  the  living  facts  enacted  under  his  own 
fingers  many  hundred  times  each  day,  had  this  our 
own  time  been  free  from  the  same  reproach. 

Tbe  Xtimltations  of  the  Sense  of  Toaob. 

The  strange  fact  that  for  thousands  of  years  the 
self-same  things,  now  familiar  to  us,  were  under  the 
touch  of  sensitive  fingers,  yet  not  felt,  is  probably 
best  explained  in  connection  with  the  natural  limita- 
tions of  the  sense  of  touch,*  and  with  its  supreme 
conceit.  The  sense  of  sight,  its  superior  in  accuracy 
and  in  activity,  deprives  it  of  much  of  its  employ- 
ment. Except  by  the  blind,  and  in  some  of  the 
arts,  it  is  rarely  used  for  analytical  purposes.  For 
scientific  work  the  sense  of  touch  wants  a  special 
education  ;  and  we  need  to  be  told  even  more  what 
to  feel,  than  what  to  see. 

Anatomy  and  Physiology  are  our  real  teachers  of 
clinical  sphygmology.  Its  evolution  has  been  de- 
layed until  the  dawn  of  clearer  notions  concerning 
heart,  artery,  and  pulse-wave.  In  a  word,  pulse- 
analysis  belongs  less  to  art  and  more  to  science — ^it 
is  less  a  matter  of  intuition,  and  more  a  matter  of 
instruction,  than  has  been  generally  supposed. 

Struthins  and  Fonquet.— The  Qraphio  Method 
In  Oonneotlon  with  the  Tactile  Pulse. 

Had  we  inherited,  firom  the  great  teachers  of  the 
past,  drawings  of  the  things  felt  by  them,  aB  well  aB 

*  Cf,  p.  13  ;  and  chap.  iii.  p.  70. 
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written  descriptions  of  the  pulse,  the  history  of 
sphygraology  would  have  been  much  more  complete. 
What  the  multitude  of  our  predecessors  may 
individually  have  felt  in  the  pulse  is  to  us,  now- 
adays, mere  conjecture.  The  precision  of  a  Galen 
in.  minutely  describing  the  details  of  his  sensations ; 
the  freedom  of  a  Floyer  in  disclosing  the  limited 
scope  of  his  own — are  almost  solitary  landmarks. 
Systematic  representations  of  pulse-sensations  do  not 
occur  in  the  entire  history  of  Medicine  down  to 
Fouquet,  at  least  in  the  Western  world.  Centuries, 
however,  before  that  date  the  Chinese  had  carried 
out  the  graphic  method,  in  their  own  thoughtful, 
though  ever  imaginative  and  grotesque  way.  They 
were,  so  fai'  as  we  know,  the  first  to  attempt 
delineations  of  the  pulse — apparently  intended  for 
didactic  purposes. 

The  important  treatise  of  Struthius  contains  a  few 
graphic  symbols  illustrating  some  of  the  sensations 
conveyed  by  the  pulse  to  the  finger.  The  interest 
which  attaches  to  them  is  purely  historical.  Their 
author  probably  never  conceived  the  thought  of  the 
system  of  which  they  may  be  regarded  as  the  germ. 

The  analytical  study  of  the  pulse  began  in  earnest 
with  Fouquet's  work  ;  but  neither  his  method  nor  his 
observations  have  obtained  due  recognition ;  and 
they  have  long  been  buried  in  oblivion.  A  second 
and  inferior  edition  of  his  book  was  published  in 
Paris  in  1821  ;  and  in  this  country  Rucco's  *  treatise, 
a  feeble  reproduction  of  Fouquet's  views  and  nomen- 


*  Rncco  (Julius),  **  Introduction  to  the  Science  of  the  Pulse,  as  applied  to 
the  Practice  of  Medicine."    2  vols.  8vo,    London,  1827. 
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clature,  without  any  addition  whether  in  the  shape 
of  fresh  advances,  or  even  of  intelligent  criticism, 
served  to  prove  that  forty  years  had  not  sufficed  to 
make  the  work  bear  its  fruit,  which  was  to  be 
reserved  for  a  more  distant  future. 

Since  Galen,  Fouquet  was  the  earliest  teacher  of 
an  accurate  and  thoughtful  palpation  of  the  pulse, 
and  in  that  sense  the  father  of  modem  tactile 
sphygmology.  He  was  the  first,  and  he  remains  the 
only,  observer  who  has  bequeathed  to  us  the  picture 
of  his  own  personal  tactile  judgments.  Although  he 
did  not  rise  to  the  conception  of  Watt's  approaching 
discovery  of  a  method  of  automatic  registration,*  nor 
of  its  application  to  the  registration  of  physiological 
events,  still  his  claims  to  be  regarded  as  an  early 
pioneer,  if  not  the  founder,  of  the  graphic  method, 
in  the  broader  sense,  that  of  delineating  the  internal 
phenomena  of  life,  are  of  no  trivial  order  as  may  be 
gathered  from  the  following  extract :  t 

'^  Quant  a  rinstitution  ou  emploi  des  signes  m^chaniques,  tels 
que  les  figures  dont  nous  avons  parle,  c*est  ici,  comme  on  voit,  un 
instrument  nouveau,  un  surcroit  de  moyens  pour  avancer  dans  la 
doctrine  du  Fouls ;  c'est  en  mSme  terns  la  preuve  d^monstratiye 
des  v^rit^s,  que  les  anciens  k  les  modemes  ont  enseign^es  sur  cette 
mati^re:  ces  signes  devroient,  par  toutes  ces  raisons,  ^tre 
pr^cieuz  .... 


*  Ch.  Ozanam  ("  La  Circulation  et  le  Ponls,"  Paris,  1886,  p.  897)  points 
out  that  antomatic  registration  was  first  employed  by  Ons-en-Bray  (**  M^m. 
de  TAcad.  des  Sciences,"  Paris,  1734)  who  used  a  revolving  cylinder  in  con- 
nection with  an  anemometer;  and  that  Rutherford,  in  1734,  obtained 
thermometer  tracings  on  blackened  paper ;  whilst  Thomas  Young  invented 
the  method  of  continuous  spiral  tracings. 

t  Henri  Fouquet,  "  Essai  sur  le  Pouls,  par  rapport  auz  affections  des 
principaux  organes,  avec  des  figures  qui  repr^sentent  les  oaract^res  du 
Pouls,  dans  ces  affections,"  p.  zii.    Montpellier,  1767. 
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Premi^rement,  j'ai  trouv^  en  parcourant  les  auteurs,  que  eette 
mani^re  de  figurer  les  caract^res  du  Pouls,  que  j'avois  d'abord 
imagin6e  de  moi-meme,  avoit  d^j4  6t^  employee  par  les  Chinois  ou 
oeux  qui  les  out  traduits,  &  par  quelques  Europ^ens  comme 
Struthius  .... 

Enfin,  a  Tegard  de  Struthius,  il  est  ais6  de  voir  que  les  figures 
geom^tnques  que  oet  Auteur  a  donn^es  dans  son  livre,  ne  se 
rapportent  qu'^  des  mouvemens  ou  oscillations  particulieres  de 
toute  Tart^ro,  dans  quelques  Pouls  irr^guliers,  tels  que  le  Vibratil 
&  le  Convidsif,  <fe  ne  sont-14  que  pour  renforcer  la  demonstration. 

Les  figures  expose  dans  cet  ouvrage,  peuvent  done  passer 
pour  une  invention  <k  une  invention  utile ;  elles  sont  une  repre- 
sentation fideie,  une  image  sensible  &  constante  des  diff^rentes 
impressions,  qu'un  court  trajet  de  Tart^re  fait  sous  les  doigts,  par 
diverses  modifications  de  sa  surface  &  de  son  diam^tre;  elles 
sp^cifient  la  forme  de  chacune  de  ces  modifications,  telle  qu'elle 
est  apper9ue  par  le  tact ;  en  un  mot,  nous  les  donnons  comme 
autant  de  petits  tableaux  d'apr^s  nature,  &  nous  nous  flattens 
qu'ils  ne  seront  point  d^savou^s  dans  Tobservation." 

The  graphic  method  has  the  great  advantage  of 
giving  dimensions,  and  therefore  accuracy,  to  im- 
pressions. To  its  practice  Fouquet  doubtless  owed 
his  closer  tactile  analysis  and  his  keener  perception  of 
the  palpable  features  of  the  pulse,  so  far  in  advance 
of  anything  that  has  preceded  or  followed  him,  before 
the  date  of  Vierordt's  discovery  of  the  sphygmograph. 

II. 

Since  the  Discovery  of  the  Sphygmograph. 

The  Xffects  of  the  Discovery  on  the  Previous 
OUnloal  Methods. 

In  looking  back  upon  the  history  of  the  pulse 
during  the  last  forty  years,  two  things  strike  us 
as  remarkable.     Partly  owing  to  the  extreme  simpli- 
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city  of  the  tactile,  and  to  the  relative  complexity  of 
the  instrumental  method,  the  former  has  never  been 
given  up  as  a  mere  traditional  rite,  or  regarded  as  a 
placebo  rather  than  a  source  of  definite  information. 
In  medical  practice  there  may  have  been  some  loss 
of  confidence  in  the  value  of  pulse  observations  as 
compared  with  the  instrumental  ones,  from  a  feeling 
that  the  hand  was  outmatched  by  the  sphygmograph. 
Nevertheless,  the  old  lines  have  still  been  followed, 
and  feeling  the  pulse  goes  on  much  in  the  same  way 
as  before. 

In  the  second  place,  the  sphygmograph,  which 
might  have  been  expected  to  have  revolutionised 
our  traditional  methods,  has  not  done  so.  It  has 
not  hitherto  been  developed  into  a  practical  sub- 
stitute for  the  finger.  And,  although  the  services 
which  it  has  rendered  are  manifest,  it  cannot  be  said 
to  have  done  as  much  for  clinical  medicine  as  was  at 
first  anticipated. 

Temporary  Bisooaraerement  of  the  Tactile  Ketbod. 

On  the  older  method  of  feeling  the  pulse,  the  earliest 
efiect  was  boimd  to  be  one  of  temporary  depreciation 
and  discouragement.  In  presence  of  the  pulse- 
tracings  the  finger  seemed  to  be  at  once  disqualified 
as  an  instrument  of  research,  as  nothing  analogous 
to  the  tracing  seemed  to  be  within  its  ken.  In  that 
direction  the  touch  was  plainly  incompetent;  and 
it  appeared  as  though,  whilst  tactile  sphygmology 
might  be  entitled  to  respect  as  an  ancient,  empirical 
method,  the  dignity  of  an  experimental  science  might 
be  claimed  for  sphygmography  alone. 

Indeed,  belief  in  the  new  invention  almost  implied 
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loss  of  the  old  belief  in  the  finger.  That,  in  this, 
tactile  sphygmologj  had  been  wronged,  we  shall 
endeavour  to  show. 

Slow  Advance  made  by  Sphj^mo^ptaphj. 

It  must  be  acknowledged  that,  important  as  are 
the  theories  and  facts  for  which  we  are  indebted  to 
it,  the  sphygmograph  has  been  very  slow  to  extend 
our  practical  knowledge  of  the  subject,  and  has 
furnished  the  clinical  method  with  relatively  small 
practical  assistance,  hardly  comparable  with  the 
advances  effected  by  the  stethoscope,  indeed,  not 
raising  tactile  sphygmology  much  above  the  level  it 
previously  occupied.  This  lack  of  helpfulness  has  its 
significance.  There  has  been  but  a  scanty  supply  of 
facts  clinically  available,  in  spite  of  a  more  abundant 
harvest  in  the  field  of  physiology. 

Here  again  the  sphygmograph  has  been  rather 
disappointing,  and  we  have  cause  to  wonder  that 
so  short  a  curve  as  that  of  a  pulse-wave  should  have 
puzzled  men  of  science  for  fully  forty  years ;  and 
that  after  miles  of  sphygmographic  tracings  we  should 
still  be  engaged  in  the  work  of  analysing  and  of 
interpreting  the  elementary  features  of  the  sphygmo- 
gram.  The  conclusion  is  unavoidable  that  many  a 
good  thinker  may  have  been  delayed  by  sphygmo- 
graphic riddles  ;  and  that  we  may  have  been  kept 
from  investing  in  the  study  of  the  tactile  pulse  some 
of  that  attention  which  may  have  been  less  profitably 
bestowed. 
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CHAPTER  IL 
THE  SPHYGMOGRAPH  AND  THE  FINGER. 

CAUSES   OF  THE  LACK   OF  CO-OPERATION 
BETWEEN   THE   TWO   METHODS. 

We  shall  find  two  sets  of  explanations  for  this 
slow  advance  of  sphygmography,  and  for  the  want  of 
a  working  sympathy  between  it  and  the  tactile 
method : 

A.  Differences  In  tbe  Prooedore  and  Ciroamstanoes. 

(1)  In  their  performance  the  two  procedures  are 
totally  dissimilar,  the  one  being  so  easy  as  to  be 
almost  at  times  unconscious,  the  other  needing  time, 
skill,  and  much  care. 

(2)  In  the  nature  of  the  observations,  there  is 
nothing  in  common:  on  the  one  hand  we  have  a 
tracing;  on  the  other  a  feeling;  and  tactile  sen- 
sations are  difficult  to  express  in  lines. 

(3)  The  attendant  circumstances  are  also  dissi- 
milar. It  is  the  natural  function  of  the  hand  to  feel ; 
but  the  tracing  obtained  is  instrumental,  automatic. 

(4)  Lastly  as  regards  results,  the  sphygmogram  is 
something  entirely  different  from  that  which  the 
finger  feels ;  it  needs  interpretation,  and  it  also  needs 
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correction  :  indeed,  sa  we  shall  see,  the  pulse  tracing 
requires  mental  education  and  mental  activities  of 
a  high  order  to  re-establish  a  parallel  between  the 
perception  and  the  tracing. 

a.  Sssential  Difference  between  the  Spbyrmogrram 
and  the  Pnlse-Wave  as  Felt. 

The  sphygmograph  cannot  trace  the  feeling  of  the 
pulse  ;  neither  can  the  finger  feel  the  pulse- wave  such 
as  the  sphygmograph  describes  it. 

In  truth  the  two  things  are  of  different  order.  The 
tracing  has  but  two  dimensions  ;  the  pulse-wave  has 
three,  though  two  of  these  only  can  be  felt  com- 
pletely. The  tracing  has  a  surface  in  the  vertical 
plane;  it  is  a  vertical  section,  or  elevation;  whereas 
the  pulse  has  for  its  surface  the  cylindrical  surface 
of  the  artery,  the  variations  of  which  are  in  part  felt, 
and  in  part  estimated  by  comparing  the  stages  of 
arterial  contraction  and  relaxation.  The  cylindrical 
surface  remains  under  the  finger  throughout — as  a 
background  for  the  modulations  of  tactile  impres- 
sions due  to  the  secondary  oscillations  in  the  down- 
stroke. 

Even  this  is  only  an  approach  to  feeling  things  as 
they  are.  The  pulse-wave  is  only  felt  completely 
after  dissection  in  a  living  arteiy,  which  can  then  be 
encircled  by  the  fingers. 

Although  we  shall  probably  never  revert  to  Fou- 
quet's  graphic  method,  which  represents  the  artery  in 
its  three  dimensions,  there  can  be  no  doubt  that  the 
touch  provides  us  with  a  much  more  substantial  and 
"  solid  "  idea  of  the  pulse-wave  than  does  the  sphyg- 
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mograph.  Some  means  may  yet  be  devised  of  trans- 
mitting to  paper  some  of  the  "  solid  "  tactile  im- 
pressions which  the  finger  perceives. 

The  Unreal  Features  of  the  Sphygmogram. 

The  sphygmographic  ^'  wave  "  is  avowedly,  though 
we  are  in  danger  of  overlooking  the  fact,  an  artificial 
product.  At  best  sphygmographic  tracings  are  but 
conventional  records  of  the  arterial  events  conveni- 
ently abbreviated.  Like  most  abbreviations,  they 
need  to  be  interpreted. 

When,  in  drawing  a  likeness,  we  diminish  or  in- 
crease certain  features  out  of  proportion  to  others, 
the  product  is  a  caricature.  The  sphygmogram  is 
obtained  somewhat  after  that  process. 

A  single  pulse- wave  occupies  a  length  of  about  30 
feet :  we  devote  to  its  representation  about  half  an 
inch.  Instead  of  diminishing  its  height  in  proportion, 
we  magnify  it,  more  or  less,  according  to  the  length 
of  the  lever,  some  fifty  times.  The  mind  can  hardly 
follow  the  corrections  which  so  extreme  a  distortion 
would  necessitate  to  make  the  tracing  resemble  the 
natural  pulse-wave.  Never  having  seen  the  pulse- 
wave  itself,  we  are  spared  all  sense  of  the  ridiculous. 
Nay,  the  sphygmogram  has  usurped  in  our  minds 
the  place  of  the  pulse-wave :  to  us  it  is  the  more 
familiar  of  the  two. 

The  sphygmogram  is  indeed  the  only  graphic 
representation  of  the  arterial-pulse  in  clinical  use, 
and  from  it  is  at  present  evolved  our  visual,  and  in 
most  cases  probably  also  our  mental  ideation  in  con- 
nection with  the  pulse-wave. 
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Failure  of  the  Tinger  to  Realise  them. 

Meanwhile  the  touch  is  tied  down  to  unadulterated 
facts.  Though  we  may  try,  we  fail,  with  the  finger, 
to  identify  things  as  they  are  displayed  in  the  tracing. 
The  mental  product  of  the  attempted  equation  could 
only  be  a  tertium  quidy  itself  artificial,  uncertain  and 
indefinable  ;  and  in  what  proportions  each  individual 
observer  may  combine  the  two  types  in  this 
shadowy  compromise,  is  as  inscrutable  as  his  con- 
sciousness. 

By  the  great  majority,  if  not  by  all  of  us,  much  of 
the  tactile  detail  of  the  pulse  has  been  overlooked  in 
the  endeavour  to  express  the  pulse  as  a  whole  in 
some  adequate  formula — too  often  figurative.  So  at 
least  we  interpret  the  singular  neglect  in  which  the 
pulse-sensations  have  remained. 

The  Relative  Value  ol  the  Finger  and  of  the 

Sphygmograph  In  the  Reoeptlon 

of  Pnlse-ImpreBsions . 

As  a  recording  instrument  the  finger  has  not 
hitherto  been  utilised  for  the  graphic  method.  It 
does  not  enter  into  competition  with  the  sphymo- 
graph  in  that  capacity ;  but  can  only  be  compared 
with  it  as  a  receiving  instrument.  The  sphygmo- 
graph works  against  varying  pressures  with  a  constant 
energy — ^the  finger,  with  varying  energies.  In  this 
the  finger  enjoys  theoretically  a  great  advantage. 
Any  given  pressure  of  the  sphygmograph  which  is 
most  perfectly  adapted  for  some  one  of  the  events  of 


Digitized  by 


Google 


14  INTRODUCTION. 

the  pulse  wave,  will  be  much  less  adapted  for  all 
others ;  whereas  the  touch  is  not  limited  by  any  rigid 
scale  of  pressures.  Yet  there  are  special  circum- 
stances which  lessen  this  theoretical  faciUty. 

(1)  The  range  of  pressure  suitable  for  fine  feeling 
is  a  limited  one,  varying  with  individuals,  varying 
with  the  state  of  the  skin,  its  temperature,  moisture, 
etc.,  and  varying  also  v^ith  education, — but  essen- 
tially limited.  Thus,  a  pressure  which  might,  in  the 
sphygmograph,  bring  out  a  certain  event  of  the  pulse 
may,  if  applied  by  the  finger,  be  just  great  enough  to 
impair  finer  perception. 

(2)  Even  with  the  advantage  of  experience,  the 
rapid  adjustment  of  the  finger  to  that  degree  of 
pressure  which,  whilst  bringing  out  the  event  to  be 
felt,  also  favours  perception,  is  extremely  difiicult. 
It  will  be  convenient  to  refer  to  this  operation  under 
the  name  "  accommodation  for  touch." 

(3)  Although  the  discriminating  power  of  the 
finger-tip  for  points  of  contact  is  delicate,  its  discri- 
mination for  pressures  is  of  a  coarser  kind,  and  needs 
the  employment  of  a  larger  tactile  surface  than  the 
surface  required  for  the  instrumental  determination 
of  variations  in  pressure. 

(4)  It  will  be  seen  later  on  that  the  unavoidable 
employment  of  a  large  surface  of  the  pulp  leads  to  a 
multiplicity  of  impressions  which  may  confuse. 

(5)  In  feeling  the  pulse  the  accommodation  for 
touch  is  probably  directed  in  all  of  us  to  the  ictus. 
The  very  fact  of  this  being  successfully  felt  means 
loss  of  accommodation  for  the  perception  of  the 
events  which  follow,  and  which  are  carried  out  at  a 
much  lower  level  of  pressure.     Not  only  ancient 
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writers,  but  even  the  latest  authority,  von  Frey,* 
deny  the  possibility  of  the  contraction  of  the  artery 
being  felt.  The  truth  is  that  the  power  exists,  but 
we  have  not  known  how  to  employ  it. 

The  disadvantages  of  the  sphygmograph  as  an 
instrument  of  reception  are  foreshadowed  in  what  has 
just  been  stated : 

(1)  The  accommodation  is  a  fixed  one ;  and  as  we 
all  know,  according  to  the  degree  of  pressure  selected, 
very  different  tracings  can  be  obtained  from  one  and 
the  same  subject. 

(2)  The  sphygmograph  suffers,  even  more  than 
the  finger,  from  the  difficulties  connected  with  the 
local  conditions  of  the  artery.  This  is  so  surrounded 
with  soft  parts,  and  therefore  liable  to  transmit 
pressures  to  them,  that  pressure  applied  to  it  over 
a  very  limited  surface,  for  instance  by  the  point  or 
the  edge  of  a  knife,  would  not  convey  to  the  lever 
the  entire  effect.  The  broad  button  which  has  to 
be  used  in  consequence,  conveys  more  than  belongs 
to  the  thin  vertical  section  of  the  artery  sup- 
posed in  strictness  to  be  alone  under  observation. 
This  circumstance  seriously  interferes  with  the 
efficiency  of  the  sphygmograph  as  an  instrument 
of  analysia  At  this  early  stage  it  is  almost  prema- 
ture to  state,  although  we  hope  in  the  sequel  to 
prove,  that,  at  least  in  some  directions,  the  finger 
possesses  finer  discrimination  than  the  sphygmo- 
grapL 

For  the  present  we  possess  a  partial  explanation 

•  "Die  Untersuchung  des  Pulses,"  Berlin,  1892,  p.  40,  "Ueber  die  Art 
der  Znsammenziehnng  der  Arterie  sagt  das  Geftthl  Nichts  aos,  nor  die 
Nachschlaege,  wenn  solche  vorhanden  sind,  werden  gespttrt." 
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for  the  relative  failure  of  the  latter  in  the  imper- 
fections which  have  already  been  pointed  out,  in- 
cluding those  faults  which  lend  artificial  features  to 
the  sphygmogram,  viz.  : 

(1)  A  diminution  of  the  velocity  in  an  arbitrary 
fashion — in  other  words,  the  shortening  of  the  pulse 
trace; 

(2)  An  increase,  entirely  arbitrary,  of  the  vertical 
dimension ; 

(3)  The  rigid  nature  of  the  force  or  weight  applied  '• 
this  tells  nearly  equally  on  the  pulse  at  every  stage, 
whereas  digital  pressure  is  accommodative  ; 

(4)  The  linear  conversion  of  any  forces  bearing  on 
the  surface  of  the  lever,  whatever  be  their  actual 
mode  of  application.  From  this  point  of  view  no 
form  of  button  can  beat  the  finger  as  a  collector  of 
impulses. 
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PART  I. 

GENERAL  NOTIONS  ON  PULSE,  ARTERY, 
AND  ARTERIAL  TENSION. 

CHAPTER  L 

WHAT  IS  MEANT  BY   "THE  PULSE*'? 

The  Visible  False,  the  Tactile  False,  and  the 
Modified  False. 

By  "Pulse"  we  mean:  (1)  The  throbbing  of  arte-  \ 
lies  which  may  often  be  seen  and  is  then  manifestly  [ 
objective.     (2)  We  also  mean  the  throbbing  felt  by  I 
the  finger  when  placed  on  an  artery :  *  this  is  the ' 
objective  pulse-sensation,   less    objective    than    the 
first  only  in  that  the  sensations  cannot  be  identical 
in  all  observers.     (3)  The  pulse-tracing,  or  sphygmo- 
gram,  is  another  aspect  of  the  pulse,  purely  objective, 
but   modified   by  the  instrument.     It  is  the  best  ; 
exponent  of  a  third  idea  included  under  the  general 
term  "  pulse  " — ^viz.,  the  modified  or  partly  factitious 
pulse ;  to  us  the  most  important,  since  in  the  act  of 
feeling  the  pulse,  we  are  inevitably  modifying  it. 
In  discussions  relating  to  the  pulse,  the  mind  is  too 

*  "The  pulse  is  that  sensible  motion  which  is  given  to  the  artery  by  the 
blood,  which  the  heart  injects  into  it ''  (Sir  John  Floyer,  be,  dt,,  p.  14). 
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18  "THE  PULSE." 

apt  to  wander  from  one  to  the  other  of  these  accepta- 
tions ;  but  in  common  language,  the  word  "  pulse  " 
conveys  the  least  definite  of  these  ideas — ^viz.,  that 
of  the  tactile  pulse  sensation. 

The  Pulse  as  an  Zntra-Arterial  BTent* 
or  Pulae-WaTe. 

(4)  Lastly,  we  have  no  difficulty  in  forming  a  clear 
ponception  of  the  pulse  as  an  intra-arterial   event, 
/  independent  of  the  observer.     The  heart  contracts  : 
)  thereby  a  wave  of  increased  pressure  is  set  up  in  the 
\  arterial  stream  ;  this  we  call  the  pulse-wave.     It  is 
'the  pure  or  non-modified  arterial  pulse ;  but  as  soon 
as  it  is  approached,  whether  with  the  sphygmograph 
or  with  the  finger,  our  uncertainty  begins.     Is  their 
report  trustworthy?     To   what   extent  have   they 
modified  the  pulse?      These   questions  are   almost 
unanswerable.      Some    distrust    the    finger    more, 
.  others  the  sphygmograph.     Both  are  really  trust- 
worthy, each  in  its  own  province;   but  the  larger 
province  belongs  to  the  finger. 

THE  TACTILE   PULSE.      WHAT   IS  IT  ? 

\     In  its  simplest  form  the  tactile  pulse  may  be  re- 
garded as  the  sensation  communicated  to  the  finger 

■  (applied  with  sufficient  pressure  to  steady,  but  not 

■  to  deform  the  artery)  by  the  combination  of  a  slight 
j  expansion  and  of  a  considerable  tension  {hardening) 
I  of  the  arterial  wall  by  the  wave  of  blood  pressure.* 

*  Distinct  from  this  elementary  sense  of  pulsation  are  the  various  modified 
pulses  brought  about  by  varying  the  degree  of  pressure  of  the  finger.  These 
will  be  studied  in  the  anal>*tical  section,  p.  96.  They  will  be  found  to 
differ  among  themselves  almost  as  much  as  from  the  elementary  non- 
modified  pulse. 
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A  view  has  been  ably  supported  by  Sir  William 
Broadbent  ("  The  Pulse/'  p.  19)  •  that  the  feeling 
of  pulsation  is  the  result  of  pressure  by  the  finger ; 
and  that,  apart  from  this  pressure,  there  is  no  ex- 
cursion. According  to  this,  pulsation  would  consist 
in  a  return  to  the  normal  cylindrical  condition,  from 
the  state  of  flattening  induced,  during  the  interval 
between  systoles,  t  by  extra  arterial  pressure. 

Sir  William  Broadbent's  theory  is  not  only  in- 
genious, but  in  great  measure  borne  out  by  facts. 
The  pulse  cannot  be  felt  with  efficiency  without 
putting  upon  the  artery  a  degree  of  pressure  sufficient 
to  partly  flatten  it.  The  tactile  pulse  is,  more  often 
than  not,  a  modified,  and,  in  that  sense,  a  manufiic- 
tured  pulse  ;  and  it  is  the  special  object  of  this  work 
to  enter  a  little  more  closely  into  the  study  of  these 
modifications.  It  cannot  be  doubted  that  the  finger 
is  capable  of  obtaining  much  stronger  pulsations  by 
partly  compressing  the  artery,  and  then  allowing 
itself  to  be  lifted  by  the  systolic  pulse  wave,  than 
under  any  other  circumstances. 

Oompresslon  not  Bssentlal  to  a  Perception  of 
the  Fnlae. 

Beyond  this,  however,  most  observers  would  not 
be  prepared  to  go ;  and  they  will  be  inclined  to 
regard  the  pulse  as  produced  within  the  artery,  and 
as  merely  intensified  by  manipulation.  Deformation 
of  the  artery  is  not  essential  for  the  perception  of  its 


*  "The  Pulse,"  bj  W.  H.  Broadbent,  M,D.  Cassell  and  Companj, 
London,  1890. 

t  A  similar  view  was  suggested  by  Marey  ('*  La  Circulation  da  Sang  k 
r^tat  physiologique  et  dans  les  Maladies/'  Q,  Masson.  Paris,  1881,  p.  205). 
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beat.  All  that  is  needed  is  contact  with  the  finger, 
and  counter-pressure  by  bone  (or  better  still,  by  soft 
parts),  sufl&cient  to  prevent  the  artery  from  jerking 
away  from  the  finger. 

Marey  compares  the  pulse  to  the  sensation  of  the 
cardiac  apex-beat,  conveyed  by  the  hardening  of  the 
heart's  muscle,  to  the  finger  which  is  depressing  its 
surfitce.  One  may  suggest,  however,  that  the  per- 
ception of  the  apex-beat  is  not  necessarily  bound  up 
with  any  dimpling  of  the  cardiac  sur£ace  by  pressure. 
The  hand  may  be  laid  flat  across  the  ribs,  and  in  a 
lean  subject  the  visible  cardiac  beat  will  rise  up  to 
it,  as  the  visible  arterial  pulse  rises  to  the  flat  ofthe 
finger  laid  across  the  wrist,  and  resting  upon  the  bone 
and  the  tendon. 

Marey's  other  simile — ^that  of  the  hardening  of  the 
abdominal  parietes  during  straining  (loc,  ciL,  p.  141) — 
likewise  supports  our  own  view.  If  the  flat  of  the 
hand  be  steadied  on  the  anterior  superior  iliac  spine, 
in  such  a  way  that  it  touches  the  abdominal  surface 
without  causing  appreciable  pressure,  the  act  of 
strain  will  be  felt  to  raise  as  well  as  to  harden  the 
abdominal  surface. 

More  direct,  perhaps,  than  any  other  form  of 
proof,  is  the  simple  method  of  grasping,  from  the 
dorsal  aspect,  with  the  left  hand,  one's  own  right 
arm  two-and-a-half  inches  above  the  wrist,  in  such  a 
way  that  the  base  of  each  terminal  phalanx  rests  flat 
on  the  outer  "edge  of  the  radius.  If  the  finger-tips 
be  gently  advanced  till  they  touch  the  side  of  the 
artery,  the  latter  will  be  pushed  out  of  its  position, 
but,  at  the  same  time,  its  pulsation  will  be  felt, 
although   obviously  no   flattening  is  induced,  and 
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although  counter-pressure  is  made  by  soft  parts  only, 
and  not  by  bone. 

In  elastic  arteries,  though  not  in  those  which  have 
become  rigid,*  all  that  is  needed  for  the  perception  of 
the  tactile  pulse  is,  that  the  artery  shall  be  fixed, 
and  maintained  in  due  contact  with  the  finger  by 
some  firm  support  such  as  that  of  the  tendons  in  the 
last  experiment. 

Proofs  of  the  Zndepondent  FnlBatlon  of  Arteries. 

The  following  are  reasons  for  adhering  to  the  view 
that  the  pulsation  of  arteries  is  an  active  expansion, 
not  one  indirectly  brought  about : 

(1)  Aneurysms  which  become  superficial  give  a 
more  or  less  extensive,  distensile  pulse. 

(2)  Large  arteries,  and  especially  the  abdominal 
aorta,  may  give  an  expansile  pulse,  perceptible  on 
applying  the  hand  without  pressure,  and  often  per- 
ceived by  the  patients  themselves  as  an  internal 
sensation. 

(3)  Capillaries  in  certain  conditions  dilate  with 
the  pulse ; — so  at  least  we  are  bound  to  conclude  from 
the  considerable  increase  in  the  redness  of  the  part, 
which  mere  rise  in  pressure  could  not  efiect ;  we 
must  admit  that,  in  this  case,  the  colour  deepens 
because  a  larger  surface  of  blood  is  exposed  owing  to 
the  pulsatile  widening  of  the  calibre  of  each  capillary. 
Therefore,  our  touch  is  probably  not  deceived  in  its 
impression  that  the  radial  artery,  intermediate  in 
size  between  the  aorta  and  the  capillaiies,  dilates  as 
they  do,  during  pulsation. 


*  In  this  connectioD,  see  p.  26. 
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(4)  If  the  finger  be  very  lightly  applied,  so  as  not 
visibly  to  dimple  the  skin,  the  alleged  flattening  is 
out  of  the  question,  and  yet,  in  an  ordinary  lean 
subject,  a  distinct  pulsation  will  be  felt. 

(5)  Further  proof  is  obtained  by  watching  closely 
the  skin  over  the  wrist,  the  latter  being  placed  in 
moderate  flexion,  or,  in  the  case  of  the  ulnar  artery, 
in  extension.  In  thin  subjects,  the  skin  will  be 
visibly  raised  by  the  artery  at  each  systole  of  the 
heart,  even  when  it  has  been  ascertained  that  the 
artery  is  not  the  subject  of  locomotion,  as  is  apt  to 
be  the  case  in  disease  and  as  the  result  of  age. 

(6)  Dr.  Sansom  and  myself  have  independently 
obtained  experimental  proof  that  arteries  undergo 
systolic  increase  in  their  diameter.  This  can  be 
demonstrated  by  applying  very  fine  callipers  to  any 
accessible  artery.*  For  this  purpose  the  brachial  is 
convenient ;  by  flexing  the  elbow  it  can  be  made  to 
stand  out  as  a  loose  pulsating  loop.  This  evidence 
serves,  too,  as  a  confirmation  of  the  testimony  of 
touch  which  gives  us  the  impression  as  though  the 
arteries  swelled  up  under  the  finger  at  each  beat. 

We  may,  therefore,  regard  the  commonly  accepted 
view  to  be  the  correct  one,  whilst  recognising  that  a 
greater  excursion  of  the  feeling  finger  can  be  obtained 
by  depressing  the  arterial  surface  during  diastole,  and 
allowing  its  full   recoil   during  the   systolic    beat. 


*  The  transverse  expansion  of  arteries  had  been  demonstrated  bj 
Spallanzani,  by  slipping  round  the  artery  a  loose  ring  just  large  enough  to 
fit  the  vessel  during  its  distension,  but  visibly  too  wide  for  it  during  its 
contraction.  Flourens  used  a  small  circular  spring  the  two  ends  of  which 
were  forced  apart  by  the  expanding  artery.  Poiseuille's  method  consisted 
in  watching  the  movements  of  a  column  of  fluid  in  which  the  beating 
artery  was  immersed  (see  Marey,  loc.  cit,,  p.  197). 
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These  are  also  the  conditions  realised,  though  im- 
perfectly, by  the  button  of  the  sphygmograph.  j 

Spontaneous  Pulsation  Snppressed  In  aiflrid  Tabes. 

In  atheromatous  or  calcified  arteries,  the  conditions 
are  different :  there  may  be  considerable  volume  of 
the  artery,  and  yet  feeble  pulse,  whilst  arteries  of, 
more  moderate  size  may  yield  extensive  pulsation. 
This  difference  is  capable  of  being  explained. 

In  rigid  tubes,  a  glass  tube  for  instance,  no 
pulsation  could  be  seen,  although  the  pumping  force 
might  be  equal  to  that  of  the  heart.  The  rhythmic 
expansion  of  the  arterial  wall  is  the  result  and  the. 
expression  of  the  elasticity  of  the  tube  ;  and  we  may( 
speak  of  this  visible  expansion  as  the  objective  pulsa- 
tion referred  to  in  previous  remarks. 

Conversely,  a  membranous  tube,  originally  elastic, 
if  sufficiently  thickened  by  overgrowth,  or  if  suffi- 
ciently stretched  by  its  own  contents,  may  lose  so 
much  of  its  elasticity  as  to  pulsate  feebly  or  not  at 
all.  This  same  tube  will  yield  a  throbbing  if  any  j 
part  of  its  outer  surface  be  dimpled  in  by  the  pressure  / 
of  a  rod,  with  just  enough  force  to  overcome  the 
pressure  stretching  its  walls.  The  rod  will  then 
perform  movements  analogous  to  those  obtained 
when  the  finger  is  applied  to  an  elastic  artery.  In 
this  case  the  pulsation  is  not  spontaneous.  It 
depends  upon  interference  on  the  part  of  the  observer, 
and  in  that  sense  may  be  regarded  as  manufactured. 

This  experiment  lies  at  the  root  of  Sir  William 
Broadbent's  explanation.  Some  arteries  are  so 
tense,  that  their  pulse  is  only  obtained  by  the  appli- 
cation of  full  pressure.     The  object  of  this  pressure 
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is  not  so  much  to  flatten  the  artery,  as  to  eliminate 
its  wall-tension,  and  thus  to  give  scope  to  the  con- 
tained waves  of  blood  pressure.  As  soon  as  the 
wall  is  relaxed,  pulsation  becomes  manifest. 

The  Spontaneoiuiy  and  the  Faotitioas  or  Artlfieially 
Magrnlfied  Pulsation. 

Thus,  there  exists  a  pulse  which  is  factitious,  as 
well  as  a  genuine  spontaneous  objective  pulse.  The 
term  subjective  pulse  must  of  course  be  reserved  for 
the  sensations  of  inward  throbbing  of  which  patients 
often  complain. 

Intermittent  pressure  applied  to  an  elastic  tube 
would  supply  us,  even  although  no  spontaneous 
pulsation  was  occurring  within  it,  in  turn  with  two 
alternating  sensations  :  that  of  the  flattened,  and  that 
of  the  fully  expanded  tube.  These  variations  in  size, 
merely  factitious  in  the  preceding  cases,  may  also  be 
obtained  in  the  pulsating  artery  by  varying  our 
pressure  with  each  succeeding  phase,  so  as  to 
obliterate  it  when  at  its  lowest.  In  this  way  we 
magnify  the  beat  at  the  expense  of  the  diameter  of 
the  artery  itself;  part  of  the  upstroke  and  down- 
stroke  obtained  is  then  due  to  the  passive  excursion 
of  the  arterial  wall  under  intermittent  pressure  from 
the  finger. 

May  we  not  conclude  that,  whether  consciously  or 
not,  each  observer  so  carefiilly  adjusts  his  pressure, 
that  it  suffices  to  depress  the  artery  during  the 
intervals  between  waves,  but  not  during  their 
passage?     We  shall  revert  to  this  pomt  later  on. 
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CHAPTER  IL 

THE  ARTERIAL  WALLS.    THEIR  ELASTIC 
AND  MUSCULAR  FUNCTIONS. 

Tactile  Oharacters  of  the  Arterial  Siirfieu>e ; 

SmoothneM  or  Rooirl^noMi- 

The  outwa/rd  smoothness  special  to  arteries  is  not 
readily  appreciated  by  the  finger  except  as  part  of  a 
smoothness  and  softness  of  the  entire  wall,  and  any 
unwonted  roughness,  hardness,  or  irregularity  within 
the  wall  is  felt  as  though  it  were  superficial.  The 
thickness  of  the  wall  may  be  ascertained  by  alter- 
nating digital  pressure  with  relaxation ;  but,  unless 
thickened,  the  artery  when  compressed  will  be  lost 
to  the  touch  among  the  other  soft  parts.  Rolling 
the  artery  from  side  to  side,  or  sliding  the  finger  up  I 
and  down  its  course,  are  the  usual  modes  of  testing 
the  thickness  of  the  wall.  When  considerably ) 
thickened,  the  artery  not  only  can  be  felt,  but  can 
be  rolled  under  the  finger  like  a  cord;  and,  if 
calcified,  it  will  continue  to  yield  the  impression  of  a 
cylindrical  body,  even  between  beats, 

Oonsistenoe. 

By  a  combination  of  the  impressions  derived  from 
testing  the  surface  of  the  artery  and  ite  thickness, 
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some  estimate  can  often  be  formed  of  the  structure 
1  of  the  wall.     Firmness  tvithout  hardness,  analogous 

to  the  feeling  conveyed  to  the  touch  by  an  india- 
-rubber tube,  suggests  muscular  and  fibrous  thicken- 
/ing.     Hardness  of  surface  coupled  with  a  cylindrical 

and  cord-like  feel  indicates  atheromatous  thickening, 
I  or  calcareous  infiltration.  The  latter  change  is  cer- 
^tainly  present  if,  in  addition,  the  artery  be  uneven 
land  ribbed  like  ipecacuanha-root. 

OompreMlbillty  aadSoftneMf  or  ZnoompreMlbllity 
and  BardneM. 

(Hardness  *  and  incompressibility  are  always  asso- 
ciated. 

An  excised  artery,  forcibly  injected,  and  tied  at 
both  ends,  could  not  be  readily  flattened  by  pressure, 
the  fluid  confined  within  it  being  practically  incom- 
pressible. 

t  If  the  excised  artery  be  allowed  to  remain  empty, 
very  sUght  pressure  will  suffice  to  collapse  it.  This 
shows  that,  in  compressing  a  pulsating  artery  with 
the  finger,  very  little  pressure  is  expended  in  flatten- 
ing the  walls,  the  bulk  of  it  being  used  in  damming 
up  the  blood  current. 

Absolute  inconipi'essihilityy  as  well  as  absolute 
hardness,  belongs  to  rigid  (i.e.,  calcified)  arteries.  In 
them  the  blood-pressure  may  be,  and  usually  is  high, 
but  local  arterial  contraction  has  no  share  in  its  pro- 
duction. The  hardness  and  incompressibility  reside 
in  the  coats,  and  persist  after  death. 

Relative  incompressibility  may  be  due  to  arterial 

•   Cf.  p.  46 
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tension.  In  simple  cases  of  so-called  high  tension  the  / 
arterial  wall  possesses  no  hardness  of  its  own.  The 
excessive  blood-pressure  alone  renders  it  hctrd.  The' 
feeling  of  hardness  varies  with  the  pressure,  just  as 
any  yielding  tube  feels  lax,  firm,  or  hard  according 
as  the  water  it  may  contain  nearly  fills  it,  quite  fills 
it,  or  fills  it  to  distension.  Thus,  when  very  tense,  a 
pulse  resists  compression  and  feels  hard :  yet  after 
death  the  arterial  waU  may  be  found  normal  or  only 
a  little  thickened  :  its  hardness  and  incorapressibility 
belonged  for  the  greater  part  to  the  contained  blood, 
and  have  disappeared  with  its  escape. 

The  Slastic  Ooat^  and  the  Xlastic  Function 
of  Arteries. 

The  elastic  force  can  only  be  called  forth  by  a 
previous   distension   or  by   a  previous  constriction' 
beyond  the  position  of  rest,  or  normal  calibre.     Any! 
reduction  in  size  below  the  normal  calibre  must  be/ 
the   unaided   result   of  muscular   contraction :    the 
elastic   coat  could  only   oppose  it.     In   the   aorta,* 
where  the  elastic  element  vastly  preponderates,  the 
power  of  stretch   and  of  resilience  can  be  readily 
tested.     We  owe  to  Professor  Roy  some  important 
data  in  this  direction  [Jour,  of  Physiology  y  vol.  iL). 

Very  little  is  known  concerning  the  various  in- 
fluences which  probably  modify  the  properties  of  the 
elastic  membrane,  beyond  those  which  Roy  has 
pointed  out. 

It  should  be  borne  in  mind  that  the  muscular  coat,| 
besides  its  contractile  power  or  tone,  also  possesses 
an  elasticity  of  its  own  varying  with  the  degree  of  1 
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\  its  contraction,  and  capable  of  bearing  some  share  in. 
^the  elastic  reaction. 

The  Muscular  Goat  and  the  Muscular 
Function  of  Arteries. 

Compared  with  those  of  the  elastic  coat  the  pro- 
perties of  the  muscular  coat  are  complex : 

I       (1)  It  is  elastic  ;   but  its  coefl&cient  of  elasticity 

J  varies  with  each  stage  of  its  contraction. 

(  (2)  Its  higher  function,  that  of  contractility,  if  less 
rapid  in  its  response,  is  much  more  adaptive  than  the 
passive  function  belonging  to  the  elastic  coat.  It  is 
ultimately  under  the  control  of  the  nervous  system, 

I  at  least  as  far  as  "  muscular  tone "  is  concerned. 
This  is  proved  by  the  results  of  section  and  of  stimu- 
lation of  the  spinal  cord. 

We  may  assume  that  the  properties  of  the  un- 
striped  fibres  of  blood-vessels  are,  in  a  general  way, 
analogous  to  those  of  other  smooth  elastic  fibres. 

The  Kasoular  Irritability  and  Contractility  of 
the  asuscolaris. 

The  eflfects  of  direct  stimuli  of  every  description 
in  producing  contraction  of  the  arterial  wall  and 
of  the  arterial  lumen  have  been  demonstrated  by  a 
variety  of  observers.  Verschuir*  was  one  of  the  first 
to  trace  the  effects  of  mechanical  stimulation,  by 
rubbing  the  femoral  artery  of  a  dog  with  the  handle 
of  a  scalpel. 

We  shall  have  occasion  (vide  infra  Experiment  xxv. 

*  Verschuir,  "  De  arteriaruin  et  venamm  vi  irritabili,"  p.  89  (quoted  by 
Ozonaiu,  loc,  cit.,  p.  309). 
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p.  164)  to  refer  to  Marey's*  observation  on  the  de- 
pression or  loss  of  excitability  which  quickly  follows 
upon  severe  stimulation ;  the  tendency  of  moderate 
stimulation  being  to  produce  arterial  contraction,  that 
of  excessive  stimulation  to  produce  dilatation. 

The  predominance  of  the  muscular  coat  and  of 
muscular  contractility  in  the  smaller  arteries  was 
pointed  out  by  J.  Hunter,  who  also  demonstrated  in 
the  umbilical  artery  the  long  persistence  of  con- 
tractility after  separation  of  the  vessel. 

It  can  easily  be  demonstrated  on  the  radial  artery 
that  some  delay  occurs  between  the  stimulation  and 
the  arterial  contraction. 

The  Preftftore-Reiriilatliifir  Fanctlon  of  the 
asosoiilar  Coat. 

The  muscular  coat  is  certainly  not  concerned  in  the  I 
production  or  regulation  of  arterial  pulsation.     The  i 
following  passage  from   Sir   John   Floyer's    workt 
would  correctly  express  its  relations  to  pulsation,  if 
the  words  "  retracted  "  and  "  retracts  "  were  to  be 
substituted  for  "  contracted  "  and  "  contracts  "  : 

"  The  artery,  after  its  dilatation  by  the  blood  in- 
jected, is  again  contracted  by  its  own  annular  fibres  ; 
but  the  artery  contracts  no  farther  than  the  impulse 
of  the  blood  had  distended  it,  which  is  only  a  restitu- 
tion of  the  distended  fibres  to  their  natural  tone, 
rather  than  an  entire  contraction.'* 

On  the  other  hand,  we  may  look  upon  the  muscular  \ 
coat  as  to  a  large  extent  regulating  the  calibre  of  j 

«  Marej,  "  Mto.  surla  Contractilite  Vase."  {Ann.  de$  JSc.  XaL,  1858, 4"»« 
s«rie,  t.  ix.  p.  69). 
t  Loc  cit.,  p.  17. 
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(arteries.     We  know  enough  to   recognise  its  great 
.  importance  ;  but  the  precise  mechanism,  the  circum- 
stances, and  the  time-relations  of  its  work  are  matters 
of  which  we  are  still  profoundly  ignorant. 

Arteries  may  contract  merely  to  adapt  themselves 

to  the  lessened  bulk  of  their  contents.     In  this  case 

blood-pressure  is  not  raised.     A  demonstration  of  the 

/fact  that   arterial  contraction  is  capable   of  raising 

the     blood-pressure    was    long    since    supplied     by 

'  Poiseuille's  *  determinations   of  the   relative   forces 

of   contractility  and  of  arterial  elasticity.     In  the 

horse,  the  former  was  found  to  surpass  the  latter  by 

24  mm.  Hg. 

j      The  vasomotor  nervous  mechanisms  take  a   large 

J  share  in  the  pressure-regulating  function.     At   the 

same  time  it  is  no  longer  doubted  that,  even  without 

reckoning  such  exceptional  instances  of  independent 

pulsatile  rhythm  and  vascular  contractility  as  those 

presented  by  the  bat's  wing  and  the  rabbit's  ear,  etc., 

local  mechanisms  exist  for  the  regulation  of  the  calibre 

of  arteries ;  and  that  the  muscular  coat  itself  may  be 

regarded  as  possessing  the  power  of  self-regulation. 

asnaoiilar  Contraction  and  Knacnlar  Tone  f  and  their 
Relation  to  Blood-Pressnre. 

Analogy  bids  us  look  in  the  arterial  membrane  for 
the  two  forms  of  muscular  contractility  with  which  we 
are  feimiliar  in  other  muscles,  viz.,  muscular  tone  and 
muscular  contraction,  for  we  recognise  two  varieties  of 
arterial  contraction,  very  different  in  degree,  and  differ- 


*  Poiseuille,  "  Recherches  sur  Taction  des  art^res  dans  la  circulation 
art^rielle/*  Journal  de  Physiolo^ie^  par  F.  Magendie,  1829,  t.  ix.  p.  44  (quoted 
by  Ozanam). 
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ing  also  in  their  permanence.  In  extreme  instances 
their  relative  peculiarities  and  effects  are  in  striking 
contrast.  The  lesser  degree,  which  we  may  callv 
"  arterial  tone/'  is  mainly  adaptive,  keeping  up  a 
due  proportion  between  blood-volume  and  arterial 
calibre,  and  persisting.  The  other  degree  is  "  arterial 
spasm,"  which  disturbs  this  harmony  ;  raises  blood- 
pressure ;  and  is  apt  to  appear  and  disappear,  with 
comparative  rapidity. 

Whilst,  however,  like  that  of  other  smooth  fibres, 
the  contraction  of  the  arterial  muscle  is  slow  to 
develop  and  slowly  accomplished,  such  is  the  rapidity 
of  the  heart's  contraction,  that,  as  regards  time,  the 
occasional  arterial  contraction  and  the  permanent 
one  are  both  in  the  same  relation  to  the  pulse- 
wave  :  they  both  outlive  the  duration  of  any  single 
pulsation  ;  their  action  on  the  pulse  would  be  in  both 
cases  precisely  similar,  the  difference  being  chiefly 
manifest  in  the  degree  of  the  constriction,  and  in  its 
effect  on  blood-pressure. 

Just  as  in  other  muscles,  whether  visceral  or  skele- 
tal, the  arterial  muscular  condition  may  be  (1)  of 
normal  tone  ;  (2)  of  abnormal  tone  ;  or  (3)  of  spasm. 

A  normal  tone  would  mamtain  a  moderate  mus- 
cular resistance  to  internal  pressure. 

A  diminished  tone  would  imply  low  intra-arterial  / 
pressure,  giving  rise  to  little  cardiac  stimulation  and  I 
to  feeble  resistance  of  the  muscular  coat. 

Any  increase  in   tone  beyond  the  normal  would! 
entaU  an  increase  in  the  muscular  resistance,   and 
would  necessitate  greater  driving  power.     Thus,  pro- 
portionately with  the  increase  in  vascular  tension, 
the  blood-pressure  would  rise. 
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Lastly,  arterial  tetanic  spasm,  such  as  to  cause  con- 
siderable diminution  in  calibre,  whilst  raising  the 
tension  of  the  arterial  wall  and  the  blood-pressure, 
would  reduce  considerably  the  internal  arterial  sur- 
face exposed  to  pressure,  and  the  oscillations  of 
calibre  due  to  pressure. 

BuBunmry  of  the  Functional  Helations  of  the  Slastio 
and  of  the  aiascalar  Goat  of  Arteries. 

In   conclusion,  we  conceive  that  to  each  artery 

belongs  a  normal  calibre  (seen  after  rigor  mortis  has 

passed  away),  which  it  is  the  ofl&ce  of  the  muscular 

coat  to  modify,  and  of  the  elastic  coat  to  restore. 

;  Any  contraction  of  the   calibre  below  the   normal 

I  size  involves   antagonism  between   the   two   coats. 

{  On  the  contrary,  any  distension  of  the  artery  causes 

Ithe  two  coats  jointly  to  suflfer  dilatation,  and  jointly 
to  resist  it. 

The  elastic  coat  prevents  over-distension,  and,  on 

the  cessation  of  tension,  reduces  the  artery  to  its 

average  size;   but,  by  means  of  its  muscular  coat, 

I  the  artery  can  also  assume  smaller  sizes  and  main- 

I  tain  any  given  calibre,  so  long  as  the  muscular  tone  is 

1  kept  up.    Thus,  within  a  certain  range  of  movement, 

the  muscular  work  overlaps  that  performed  by  the 

,  elastic  fibres.     The  muscular  coat,  even  apart  from 

!  any  contraction,  passively  reinforces  the  latter.     On 

i  the  other  hand,  it  is  capable  of  actively  constricting 

them,   in   spite    of    their   tendency    to    re-expand. 

Besides  co-operating   in   the  work    of    the  elastic 

coat,  the  muscularis  may  thus  have  for  its  duty  to 

(   save   it   from  the   strain   of  excessive    stretching; 

^   and,  by  constricting  the  artery,  to  allow  the  over- 


Digitized  by 


Google 


THE  ARTERIAL  WALLS.  88 

stretched  fibre  to  rest  at  times  and  to  regain  its 
spring.  This  would  be,  in  current  language,  a  kind 
of  massage,  practised  on  one  coat  by  the  other  for 
the  purposes  of  nutrition. 

With  an  elastic  coat  tending  to  recoil  from  states 
either  of  distension  or  of  constriction  to  the  position 
of  rest;  and  with  a  muscular  coat  capable  of  allowing 
distension  of  the  elastic  fibres  by  blood-pressure,  or 
of  reducing  the  arterial  diameter  to  such  an  extent 
that  the  elastic  fibres  undergo  constrictive  tension, 
or  lastly,  of  adapting  itself  to  any  of  the  sizes  which 
are  within  the  range  of  the  elastic  function,  the 
artery  becomes  capable  of  assuming  a  variety  of  dia- 
meters without  ceasing  to  resist  pressure.  Having 
been  set  by  these  mechanisms  to  any  given  size,  the 
arterial  wall  may  or  may  not  be  made  tense  by  thei 
greater  or  less  volume  of  blood,  or  strength  of  the 
heart  beat. 

The  Znflaenoe  of  Ape  on  the  Arterial  Function. 

Since,  in  advancing  age,  the  muscularis  frequently 
becomes  the  seat  of  calcification,  we  must  regard 
the  muscular  function  as  tending  to  become  obsolete 
and  its  elasticity  to  vanish,  as  a  senile  result.  There 
are  reasons  for  regarding  early  adult  life  as  the 
period  of  highest  muscular  contractility,  and  child-/ 
hood  as  that  of  highest  elasticity  of  arteries.  Thej 
latter  conclusion  is  established  by  Prof  Roy's  in-| 
vestigations. 
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CHAPTER  HI. 

THE  ARTERIAL  CHANNEL  —  ARTERIES 
VIEWED  IN  THEIR  CONTINUITY- 
PRESSURE  CHANGES  AND  PULSA- 
TILE SYSTOLIC  CHANGES  IN  AR- 
TERIES. 

Arterial  FiilneM.~Rh7tliinlc  Variations  in  Arterial 
Diameter,  and  in  Thicknesa  of  Arterial  Walls. 

"  Fulness  and  emptiness  "  of  the  pulse  are  figura- 
tive expressions.  Arteries  during  life  are  always 
^  fiill,  though  not  always  fuU-sized.  The  size  of  the 
artery  varies  with  the  bulk  of  its  contents ;  and 
this  adjustment  is  brought  about  by  two  forces — the 
elastic,  and  the  more  elaborate  muscular,  mechan- 
isms of  its  coats. 
]  A  voluminous  pulse  is  usually  found  in  perfectly 
( collapsible  and  elastic  vessels.  A  non-collapsing 
pulse  may  be  moderately  large ;  more  often  it  is  of 
rather  small  size,  neither  expanding  much  with  the 
pulse-waves,  nor  materially  contracting  during  their 
intervals.  This  condition  will  be  again  referred  to 
(see  p.  47).  Should  any  ordinary  pressure  from  the 
finger  fail  to  flatten  the  tensely  filled  artery,  the 
latter  is  then   described  as  cylindrical   and   **  non- 


Digitized  by 


Google 


THE  ARTERIAL   CHANNEL.  35 

collapsing,"  since  it  continues  to  be  felt  after  the  / 
pulse- wave  has  ceased. 

Thus,  an  artery  may  be  large  and  tense,  or  it  may 
be  small  and  tense.     In  the  first  case  the  wall  would 
be  more  or  less  stretched,  and  relatively  thin ;   in 
the  second  it  is  contracted,  and  thicker  by  so  much. 
In  the  first  instance  the  tension  is  due  chiefly  to  anj 
increase  of  the  contained  blood ;  in  the  latter,  als* 
in  part  to  the  contraction  of  the  muscular  coat  an 
(if  the  contraction  be  habitual)  to  its  hypertrophy 
The  share  taken   by   muscular  contraction  in  th 
production   of  high  tension   explains  the  frequen 
association  of  the  latter  with  a  small  diameter  an( 
with  thick  walls. 

Mean  Arterial  Calibre— and  Mean  Arterial 
Tension. 

An  artery  thickened  almost  to  obliteration,  hard, 
and  incompressible,  and  another  artery  thin-walled 
and  readily  compressed,  may  both  possess  after  death 
the  same  external  diameter.  Any  estimation  of  their 
calibre  during  life  would  largely  therefore  have  been 
based  on  inference. 

The  mean  calibre  of  rigid  arteries  is  more  easily  j 
guessed  at  than  that  of  elastic  arteries.  The  biggest  I 
waves  are  apt  to  occur  in  the  most  elastic  arteries,  • 
which  readily  collapse  during  the  intervals  between  J 
beats.  Since  their  phase  of  enlargement  alone  is 
fiilly  perceived,  it  is  diflficult  for  the  finger  to  form 
an  estimate  of  their  "  mean  calibre.'' 

K  a  very  large  wave  be  propelled  with  great 
suddenness  into  a  relaxed  artery,  the  feeling  will  be 
one  of  hardness  in  spite  of  the  elasticity  of  the 
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vessel.  A  heart-wave  of  this  kind  occurs  in  the  so- 
called  water-hammer  pulse,  which  presents  moments 
of  tension  alternating  with  longer  periods  of  great 

) laxity.  This  is  the  typical  pulse  of  ill-sustained 
high  arterial  tension.  The  typical  pulse  of  sustained 
arterial  tension  is  met  with  in  interstitial  nephritis. 
In  this  instance,  if  there  should  be  continued  spasm 
\of  the  muscular  coat,  the  pulse-wave  will  yield  very 
(limited  oscillations. 

The  Adaiitatlon,  by  Keans  of  the  asnacular  Goat,  of 
the  Calibre  of  the  Artery  to  its  Contents. 

^  Automatic  stimulation  to  contraction  is  probably 
exerted  on  the  muscular  coat  by  the  blood-pressure, 

^somewhat  as  skeletal  muscles  are  mutually  kept  tense 
by  their  antagonists.  At  any  rate,  we  observe  that 
the  artery  adapts  itself  to  its  contents  and  keeps  in 
touch  with  them,  even  when  their  volume  is  much 
reduced.     By  this  means    some  remnant  of  blood* 

1  pressure  is  preserved  at  all  times  within  living 
arteries,  and  the  blood-flow  is  kept  up.  Had  this 
adaptation  failed,  the  blood-pressure  might  at  times 
have  become  negative;  but  any  suctional  effect  of 
this  sort  is  entirely  obviated  by  the  active  con- 
traction of  the  muscularis,  which,  however  much  the 
blood-stream  should  lessen,  keeps,  as  it  were,  a  grip 
upon  it. 

It  is  also  possible  for  arterial  contraction  to  occa- 
sion a  rise  in  the  blood-pressure.  The  muscular 
activities  would  then  exceed  the  function  of  adapta- 
tion and  partake  of  the  nature  of  spasm.  Their 
cause  would  no  longer  be  intrinsic  and  local,  but  of 
distant  and  often  reflex  origin.     In  those  cases  the 
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lessened  arterial  lumen  is  not  an  indication  of  a 
lessening  bulk  of  the  aggregate  arterial  contents ; 
the  artery  contracts  upon  an  abundant  blood-stream, 
thus  not  only  directly  raising  blood-pressure,  but 
indirectly  stimulating  the  heart  to  an  increased 
systolic  energy. 

In  a  word,  the  lumen  of  an  artery  bears  no  fix 
relation  to  the  blood-pressure  within  it ;  and  a  small} 
pulse  may  be  associated  with  opposite  cardiac  con-1 
ditions.      Thus   smallness   of    calibre,    which    may\ 
be  an  indication  of  cardiac  weakness  (with  too  little 
blood),  may  also,  and  often  does,  coincide  with  excess  I 
of  blood-pressure  and  of  arterial  tension.     This  is  ^ 
illustrated  in  Fig.  1. 

But  a  pulse  is  often  large  as  well  as  tense,  whenl 
the  heart  is  hypertrophied;  and  when  a  narrowing  of  \ 
the   capillaries  and   arterioles  rather   than   of  the  J 
arteries  is  the  cause    of  the   heightened  pressure. ' 
Assuming  that  the  blood-volume  was  normal,  it  is 
plain  that  free  elastic  oscillation  and  a  relatively  low 
blood-pressure   and  arterial  tension  would  coincide 
with  a  large  arterial  calibre ;  and  that  set  contraction 
of  the  calibre  would   be  associated   with    lessened 
manifestation  of  elasticity,  and  often  with  a  rise  in 
blood-pressure  and  in  arterial  tension. 

Blongation  and  Tortuosity. 

The  course  of  an  artery  may  be  straight  or  tor-/ 
tuous.      Normally  present  in  the  arteries  of  parts^ 
apt  to  vary  in  length,  bulk,  or  position  (limbs  and 
viscera) — or  as  a  safeguard  against  too  forcible  and 
direct  a  systolic  impact  (brain  and  organs  of  sense, 
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^|etc.),  tortuosity  in  other  situations  is  an  indication 
j;  of  senile  change.  It  is  much  more  marked  in  cases 
(Combining  with  the  senile  changes  those  resulting 
\from   kidney  disease  and  atheroma.      So   long  as 

(arteries  are  young  and  elastic,  and  habitually  free 
from  distension,  their  transverse  expansibility  will 
be  such  as  to  absorb  much  of  the  recurring  systolic 
charge,  leaving  under  ordinary  circumstances  little 
occasion  for  elongation.     With  the  progress  of  years 
arterial  elasticity  will  lessen,  but  the  loss  will  be 
greater  in  the  transverse  than  in  the  longitudinal 
/direction ;    and  the  increasing  systolic  force  of  the 
*  heart  will  produce  more  and  more  pulsatile  elonga- 
I  tion,  in  addition  to  the  permanent  elongation  kept 
up  by  the  mean  blood-pressure. 

Z.  The  Alleged  87Stollc  Bloniration  of  the  Aorta. 

It  is  still  a  question  whether  the  aorta  may 
undergo  elongation,  or  the  arch  of  the  aorta  any 
alteration  in  its  curvature,  during  the  cardiac 
systole,  as  a  result  of  the  ventricular  contraction. 
The  systolic  rise  felt  in  the  episternal  notch  of 
subjects  with  a  short  thorax  is  regarded  by  some 
as  an  instance  of  the  pulsatile  locomotion  of 
the  arch.  An  argument  in  support  of  the  theory 
of  systolic  elongation  of  the  aorta  has  also  been 
based  on  the  fact  that,  in  spite  of  the  syBtolic 
change  in  its  diameters,  the  heart  remains  perma- 
nently in  contact  with  the  same  spot  of  the  chest 
wall.  Ceradini,  a  strong  advocate  of  this  view, 
which  presupposes  a  neat  compensation  between 
the  aortic  elongation   and   the   cardiac   shortening, 
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owns  that   it   is  not  shared  by  all  observers,  and 
that  some  of  their  experimental  results  oppose  it. 

Considerable  dilatation  of  the  first  portion  of  the  I 
aorta  is  common,  but  any  independent  elongation  of 
the  arch  such  as  to  materially  modify  anatomical 
relations  is  practically  unknown  to  pathologists. 
Again,  irregular  thinning  occurs  in  the  coats  of 
the  descending  aorta,  with  resulting  Weal  bulgings 
or  aneurysms ;  but  the  vessel  is  never  so  much 
elongated  as  to  become  sinuous. 

The  author  has  elsewhere  expressed  a  view  that 
the  cardiac  systole  itself  exerts  a  directive  and  a 
steadying  influence  on  the  origin  of  the  aorta.  Any 
upward  bulging  of  the  transverse  portion  of  the  arch 
is  prevented  by  the  origin  and  vertical  direction  of 
the  three  large  trunks  destined  for  the  head  and 
neck;  and  the  thoracic  and  abdominal  aorta  are 
maintained  vertical  by  their  close  attachment  to 
the  spine. 

Owing  to  this  steadying  of  the  transverse  portion 
by  the  great  vessels  of  the  neck  above  and  by  the 
right  pulmonary  artery  below,  the  ascending  portion 
is  the  only  one  free  to  undergo  elongation ;  but,  as 
already  stated,  we  are  not  familiar  with  elongation 
as  an  independent  change,  although,  whenever  much 
dilatation  exists,  the  longitudinal  dimensions  of  the 
wall  must  also  increase. 

ZZ.  The  Polsatlle  Bloniratlon  of  Arteries. 

In  the  peripheral  arteries  elongation  is  a  very 
frequent  change ;  indeed^  in  old  age  it  is  a  normal 
feature.      Its  causation  from  intra-arterial  pressure  !f 
admits  of  no  doubt.     The  action  of  excessive  fulness  • 
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and  pressure  in  producing  elongation  of  relatively 
weak  ve^ssels  is  well  seen  in  the  progressive  tor- 
tuosity of  varicose  veins  in  the  usual  situations,  and 

^  of  anastomotic  veins  of  the  abdominal  wall  resulting 

[from  pressure  on  the  vena  cava,  and  also  of  the  veins 

[  in  arterio-venous  aneurysma 

In  arteries  we  recognise  the  same  mechanism  of 
production,  •because  elongation,  as  a  senile  change, 
occurs  concurrently  with  increase  of  vascular  ten- 
sion ;   but  a  more  direct  proof  is  that  aflForded  by 

I  the    visibly  elongating    effect   of    the    pulse- wave. 

/  This  can  be  observed  in  the  wrist  of  any  person  far 
/  advanced  in  years,  but  more  particularly  in  those  of 

*  lean  habit  and  the  subjects  of  chronic  renal  disease. 
The  same  process  is  seen,  in  often  striking  degree, 
in  sufferers  from  aortic  valvular  regurgitation.  In 
all  these  cases  the  sinuous  state  of  the  arteries  is 
permanent ;  but  at  the  moment  of  the  beat  distinct 
locomotion  takes  place  ;  and  where  decided  curves 
pre-exist,  they  undergo  a  strong  succussion,  and 
sometimes  considerable  displacement. 

It  appears  probable  that  arterial  elongation  is 
brought  about  for  the  greater  part  by  an  exaggera- 
tion of  the  normal  curves  wherever  they  occur. 

The  Natural  Carres  of  Arteries. 

'  As  we  have  previously  stated,  sinuosity  is  charac- 
teristic of  some  arteries,  particularly  those  such  as 
the  temporal  and  intra-cranial  arteries,  and  the 
arteries  of  the  organs  of  sense,  in  which  relatively 
large  pressures  require  to  be  held  in  check.  Again, 
/  the  arteries  of  very  muscular  parts  are  endowed 
\  with  a  natural  looseness  or  sinuositv  which  renders 
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them  easily  adapted  to  the  varying  contraction  and  j 
relaxation  of  the  muscles,  and  to  the  varying  lengths  / 
of  the  limb  or  part.      The  sinuosity  is  sometimes* 
seen  even  in  extension  of  the  limb ;   with  flexion  it 
becomes  very   prominent — as,   for  instance,  in  the 
brachial  artery.      At  the  bend   of  the  elbow  this 
vessel  forms,  when  the  arm  is  flexed,  a  large  loose 
pulsating  loop.     Clinical  interest  attaches  more  par-  \ 
ticularly   to   the   natural    and    pathological   curves 
observed  in  the  radial  artery  at  the  wrist,  and  to 
these  we   shall   have  occasion   to  refer   in   greater 
detail. 

Pulsatile  locomotion  of  Arteries. 

Marey  describes*  a  longitudinal  variety  of  loco- J 
motion  as  well  as  one  by  lateral  incurvation.      The\ 
first  may  be  seen  when,  by  strong  flexion  of  a  limb, 
the  artery  (as  the  brachial  at  the  elbow)  is  thrown  into 
so  great  a  curve  that  the  upper  part  of  the  vessel  can 
work  up  and  down  upon  this  as  upon  the  extremity 
of  a  horseshoe-shaped  spring;  but  its  best  demon-\ 
stration  is  that  given  by  the  systolic  protrusion  of  the  I 
main  artery  from  the  face  of  a  fresh  stump.  The  other ' 
variety  is  of  every-day  occurrence  as  a  senile  change. 
It  is  so  obvious  that  it   was  erroneously  regarded 
as  the  cause  of  the  pulse  (by  Bichat).     These  pheno- 
mena are  demonstrations  of  the  fact  that  arteries 
possess  considerable  extensibility  in  the  direction  of 
their  length. 

The  systolic  elongation  will  throw  into  curves  the ' 
previously  straight  line  of  an  artery.     Any  pre-exist- 
ing arterial  loop  will  be  forced  into  a  larger  curve, 

*  Loc,  cU,,  p.  196. 
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after  the  mechanism  seen  in  a  Bourdon  s  manometer ; 
and  the  change  will  sometimes  be  accompanied  by  a 
swerving  of  the  loop  as  a  whole  from  one  side  of  the 
main  axis  of  the  vessel  to  the  other. 

As  an  additional  proof  of  this  tendency  to  elonga- 
tions, Marey  instances  the  fact  that,  when  a  limb  is 
amputated,  a  much  stronger  pulsation  of  the  artery  is 
observed  after  deligation  than  previous  to  it.  This  is 
an  important  observation,  which  will  claim  our  atten- 
tion later  on. 
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CHAPTER  IV. 

ELEMENTARY  NOTIONS  OF  ARTERIAL 
TENSION  AND  ARTERIAL  BLOOD- 
PRESSURE. 

What  is  Arterial  Tension  t 

Tension  of  a  membrane  implies  a  stretching  force ; 
-the  force  which  stretches  the  artery  is  the  blood- 
pressure.  Arterial  tension  and  intra-arterial  pressure 
are  thus  closely  related  ;  yet  they  are  distinct,  even 
when  equal.  As  an  instance  of  their  occasional 
inequality,  we  may  take  the  case  of  a  rigidly 
calcified  artery,  which  preserves  an  almost  constant 
wall-tension  (after  the  fashion  of  metallic  tubes), 
though  the  pressures  within  it  may  vary. 

ArteHal   Tension  distinct  from  Arterial  Blood] 
Pressure. — We  gain  a  clear  notion  of  arterial  tension  i 
as  an  independent  factor  by  relaxing  the  artery  by 
the  pressure  of  the  finger.     The   blood-pressure   re- 
mains, but  the  arterial  wall  is  no  longer  tense.     We 
have  substituted  for  its  tension  that  of  the  finger. 

''  High  Tension  "  and  "  Sustained  Tension.'^ —  I 
Both  these  expressions  are  required  for  distinct  1 
conditions.  Arterial  tension  may  be  momentarily! 
high,  or  it  may  permanently  remain  at  a  high  level  / 
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(  In  the  latter  case  the  pulse  is  said  to  possess 
\  **  sustained  "  tension.  By  this,  however,  it  is  not 
t  implied  that  the  tension  is  uniformly  high. 

<<  Bigrh  Arterial  PreMore  "  and  <<  Sustained  Arterial 
Pressure." 

In  connection  with  arterial  pressures  the  same  dis- 

Itinction  is  needed.  Arterial  pressure  is  essentially 
variable  :  hence  the  pulse  phenomena.  In  all  cases 
I  the  maximum  arterial  pressure  coincides  with  the 
moment  of  sensible  pulsation ;  and  inasmuch  as 
it  is  a  direct  result  of  the  cardiac  systole,  we  may 
venture  to  call  this  maximum  the  systolic  pulses 
pressure.  There  are  instances  in  which  the  high 
arterial  pressure  is  confined  to  this  phase  of  the  pulse. 
In  others,  on  the  contrary,  whilst  the  systolic  pulse- 
pressure  is  high,  there  is  also  considerable  pressure 
during  the  remaining  phases  :  the  arterial  pressure  is 
**  sustained."  For  want  of  upholding  this  verbal 
distinction  unnecessary  confiision  has  sometimes  com- 
plicated problems  in  themselves  intricate. 

Tension  in  delation  to  Arterial  Pressure  and  to 
Systolic  Pulse-Pressure. 

In  man  our  usual  means  of  estimating  arterial 
/pressure  is  the  tactile  impression  of  arterial  tension. 
Our  estimations   of  pressure   are   thus   mainly  in- 
ferential. 

The  easiest  case  is  that  in  which  the  tension 
varies  much.  We  infer  from  a  l^rge,  tense,  and 
hard  systolic  pulse-wave,  followed  by  a  small  and 
soft  condition  of  the  artery,  that  a  period  of  high 
pressure  alternates  with  one   of  low  pressure.     A 
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pulse    of  this   kind   is   felt  in   aortic   valvular   re- 
gurgitation. 

A  much  wider  inference  is  needed  in  the  opposite 
condition,  in  which  the  pulse-beat  is  not  very  large 
though  it  is  hard — and  the  artery  subsequently 
remains  hard,  and  does  not  lose  much  of  its  volume. 
This  is  the  pulse  often  felt  in  chronic  renal  disease. 
Other  pulses  may  be  large,  or  alternately  large  and 
small,  or  small,  without  any  hardness. 

The  Belation  between  BardnesB  of  False  and 
Arterial  Blastioity. 

Hardness  of  pulse  implies  the  abeyance,  or  the 
absence,  of  elasticity.  So  long  as  elasticity  has  full 
play,  a  certain  softness  accompanies  the  beat,  even  in. 
the  presence  of  the  stronger  pressures. 

The  systolic  pulse-pressure  may  be  so  considerable! 
as  to  stretch  the  artery  beyond  the  limits  of  elasticl 
response.     A  pulse  of  this  kind  will  be  hard.  | 

On  the  other  hand,  if  the  tone  of  the  muscular 
membrane  should  be  permanently  raised,  with  great 
diminution  of  the  arterial  calibre,  the  elastic  func- 
tion will  be  superseded.  The  blood-pressure  will  be 
counteracted  in  this  case,  not  by  the  elastic  coat, 
but  directly  by  the  muscular. 

Pnlaatlon  Beatrloted  by  Tension. 

We  have  stated  that  an  artery,  if  rigidly  calcified, 
would  resemble  a  metallic  tube  in  yielding  no 
evidence  of  the  internal  variations  in  pressure.  A 
membrane  stretched  to  distension  falls  into  a  condi- 
tion distantly  analogous  to  this.  It  is  described  as/ 
"tense,"  feels  hard  to  the  finger,  and   refuses  to^ 
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pulsate.  The  more  pressure  (within  given  limits)  is 
made  by  the  finger  upon  this  tense  artery,  and  the 
better  will  the  internal  variations  of  pressure  be  felt. 
The  arterial  wall  is  then  said  to  have  been  relaxed 
by  pressure.  In  other  words,  the  tension  of  the 
finger  (or  of  the  spring  of  the  sphygmograph)  is  sub- 
stituted for  the  tension  of  the  vessel  wall.  In  a 
metal  tube  this  result  could  only  be  obtained  by 
cutting  a  window  in  the  tube  for  the  finger  or  for 
the  button  of  the  sphygmograph. 

There  are  varieties  of  the  pulse  of  '*  sustained 
tension "  in  which  the  size  of  the  artery  hardly 
varies.  This  is  usually  a  pulse  of  moderate  or  of 
small  size  and  of  distinct  hardness — ^possessing  very- 
little  elastic  reaction. 

In  the  yielding  and  elastic  arterial  tube  part  of 
the  intermittent  pressure  expends  itself  in  distending 
the  wall,  which  therefore  oscillates  visibly,  and  at 
the  same  time  undergoes  alterations  of  tension  or 
hardness  which  the  finger  can  recognise. 

Strong  oscillations  in  the  size  of  the  artery,  within 
the  duration  of  one  pulsation,  may  also  occur  in 
pulses  presenting  high  pressures,  although  this  is 
more  commonly  a  feature  of  the  pulse  of  low 
pressura  In  the  latter  there  is  no  high  tension  and 
no  sustained  tension  :  in  the  former  case  the  tension 
is  high,  although  not  uniformly  so. 

It  is  not  therefore  a  theoretical  refinement  of 
analysis  to  distinguish  two  types  of  tense  pulse : 
(1)  The  pulse  of  high  tension  with  little  elastic 
reaction  (usually  a  pulse  of  moderate  or  small  size, 
and  of  distinct  hardness)  (see  Fig.  1);  and  (2)  the 
pulse  of  high  pressure  with  much  elastic  reaction 
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(usually  a  pulse  of  large  size,  and  of  no  hardness)  \ 
(see  Fig.  2).  The  differences  between  these  pulses  \ 
are  seen  to  be  dependent  upon  the  functions  of  the  I 
arterial  wall. 

Snmxaary  of  tlie  Chief  Oombinatlons 
Znflnenolng  Arterial  Tension. 

(1)  High  Tension  with  Contracted  Muscularis. —  | 
Whenever  it  is  such  as   to  suppress  or  greatly  to  ' 


Diagram  showing  Arterial  Diameter  reduced,  by  muscular 
contraction,  below  the  normal  size  (N).  The  lumen  remains 
sub-normal  (D),  even  during  the  pulse  wave,  oscillating  be- 
tween S  and  D.  The  blood-pressure  (BB)  is  permanently 
raised. 

reduce  the  oscillations  of  the  pulse,  arterial  tension 
due  to  muscular  contraction  of  the  vessel  must  per- 
sist through  the  lowest  phase  of  pressure  as  well  as 
the  highest,  the  slowness  of  contraction  special  to  un- 
striped  fibres  not  allowing  any  material  change  in  the  j 
space  of  a  single  pulsation.    This  immovable  condition,  { 
analogous  to  that  of  a  metallic  tube,  is  the  extreme  [ 
instance  of  the  condition  known  as  "  sustained  pulse- 1 
tension."    The  muscular  spasm  may  take  effect  in  I 
lessening  the  calibre,  as  in  the  so-called  "  contracted  \ 
tense  pulse  " — or  it  may  fail  to  effect  the  reduction  / 
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in  calibre.  Muscular  spasm  is  not  therefore  neces- 
sarily limited  to  any  particular  size  of  the  artery. 
In  the  contracted  pulse,  the  elastic  reaction  is  kept 
in  abeyance. 

(2)  High  Tension  without  rigid  Contraction  of  the 
MiLSCularis.— The  same  average  of  high  blood-pressure 
as  that  capable  of  leading  to  sustained  tension  is, 
in  some  subjects,  accompanied  with  notable  variations 
in  the  size  of  the  lumen.  Although  made  slightly  tense 


Diagram  showing  Arterial  Diameter  oscillating  above  and 
below  the  normal  size  (N).  The  blood-pressure  (BB)  is  high, 
and  overcomes,  at  each  cardiac  systole,  the  contraction  of 
the  mnscularis. 

by  the  lower  pressures,  the  artery  allows  itself  in  this 
lease  to  be  distended  appreciably  beyond  its  original 
/size  by  the  maximum  pressures.     Its  walls  are  emi- 
nently moveable,  muscular  spasm  is  absent,  and  it  is 
the  elastic  coat  which  chiefly  opposes  the  pressures. 
In  this  condition  of  artery,  the  pulse  possesses  high 
tensions,  but  they  are  not  long  sustained. 
\    (3)  Low  Tension  without  Contraction  o/theMuscu- 
\laris. — If  the  minimum  pressure  be  so  slight  as  barely 
to  fill  the  natural  lumen,  any  rise  of  pressure  will  at 
first  encounter  little  resistance  on  the  part  of  theelas- 
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tic  coat,  provided  no  muscular  rigidity  should  obtain. 
Hence  low  tension  of  pulse  gives  rise  to  large 
oscillations. 

(4)  Low  Tension  tuith  a  Contracted  State  of  the 
Muscularis. — When  the  bulk  of  blood  circulating 
through  the  artery  is  small,  the  arterial  lumen  is  re- 
duced by  adaptive  contraction  of  the  muscularis,  with- , 
out  occasioning  any  rise  in  pressure.  This  variety  is  to  1 
be  distinguished  from  the  small  tense  pulse  previously 
described.  A  large  heart- wave  is  not  to  be  expected 
under  these  circumstances;  and  the  oscillations  in 
size  of  the  artery  would  be  further  restricted  by  the 
contracted  state  of  the  muscularis.  In  extreme  re-l 
duction  of  the  volume  of  the  blood,  arterial  pressure 
becomes  inappreciable.  Instances  of  these  very  small 
diameters  remaining  of  subnormal  size,  even  during 
the  pulse-wave,  so  that  neither  the  artery  nor  even 
its  pulse  are  readily  perceptible  to  the  touch,  are 
of  constant  occurrence  in  the  so-called  algid  state 
(collapse,  etc.). 

It  must    not    be   forgotten    that,  whenever  the 
arterial  wall  changes  its  condition,  the  other  factors 
never  remain  unaltered.      Both  the  blood-pressure  \ 
and  the  ventricular    contraction   undergo    changes 
concurrently. 

THE  MEASUREMENT  OF  ARTERIAL  PRESSURE   IN 
MAN   BY   THE   SPHYGMOMETER* 

Roy  and  Adami  insist  that  the  diversity  of  the 
shapes  taken  by  the  tracing  in  the  presence  of  high 


*  The  manometric  method,  represented  by  von   Frey's  tonograph,  is 
only  applicable  where  the  artery  can  be  exposed  and  opened. 
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I  tension  calls  for  the  means  of  determining  the  pressure 
I  at  any  phase  of  the  puke-wave,but  more  particularly  at 
1  its  maximum  and  minimum  height.  Sphygmometers 
\or  pulse  pressure  gauges  have  been  constructed  with 
this  view.  Most  of  them  in  some  way  or  other  fail  to 
jeflfect  the  desired  purpose. 

The  absolute  arterial  pressure  cannot  be  deter- 
mined accurately  by  Marey's  sphygmograph.  In  von 
Basch's  sphygmomanometer  the  column  of  mercury 


Diagram  showing  Arterial  Diameter  oscillating  above  the 
normal,  or  **  cadaTeric"  size  (N).  The  blood-pressure  (B)  is 
low,  and  unopposed  by  anj  muscular  spasm. 

used  for  the  purpose  of  obliterating  the  pulse  by  its 
pressure  has  the  disadvantage  of  large  inertia.  Po- 
tain  also  obliterates  the  artery  by  graduated  pressure ; 
but,  in  the  absence  of  an  oscillating  column  of  mercury, 
the  finger  placed  farther  down  determines  the  moment 
of  occlusion.  This  is  open  to  the  objection  that  the 
anastomotic  pulse  may  be  felt.  Moreover  by  this 
method  the  maximum  pressure  in  the  artery  is  alone 
determined.  Roy  and  Adami  claim  for  their  sphygmo- 
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meter*  that  it  indicates  with  accuracy  the  minimum  I 
as  well  as  the  maximum  pressure^  "  the  pressures  both 
at  the  bases  and  apices  of  the  pulse-wave,  and  also 
with  approximate  accuracy  the  pressure  at  any  part  of  i 
the  pulse-wave.'*  The  true  maxima  and  minima  would 
be  determined  strictly  at  the  summit  of  the  respira- 
tory rise  and  at  the  base  of  the  respiratory  fall  of 
arterial  tension  respectively. 

It  is  found  that,  for  each  individual  pulse,  the 
maximum  oscillations  are  obtained  with  a  given 
"  extra-arterial "  pressure.  *'  The  height  of  the  pulse 
waves,  as  recorded  by  this  instrument,  depends  on 
the  variations  of  the  cubic  contents  of  the  piece  of 
artery  within  the  box  which  result  from  the  changes 
in  the  intra-arterial  pressure  at  each  beat.  They  are 
not  directly  influenced,  as  in  the  plethysmograph,  by 
the  amount  of  blood  which  passes  a  given  point  of  the 
arterial  tube  in  a  given  time."  t  It  has  been  shown 
'*that  the  arteries  of  adults  (in  man)  are  relatively 
wider  in  the  undistended  condition — i.e.,  when  the 
intra  and  extra-vascular  pressures  are  equal.  A  very 
slight  reduction  of  the  intra-vascular  pressure,  below 
that  outside  the  vessel,  or  vice  versd  a  similar  rise  in 
the  extra-vascular  pressure,  would  produce  a  relatively 
great  change  in  the  cubic  capacity  of  the  artery.  In 
normal  conditions  the  pressure  within  the  arteries 
never  sinks  below  that  outside  their  channel,  and 
is  never  sub-atmospheric  ;  but  an  analogous  relative 
efiect  can  be  produced  by  artificially  raising  the  extra 
vascular  pressure.     The  pulse- waves,  reconied  by  the 

*  For  a  description  of  the  sphygmometer  and  for  further  details,  see  I 
Roy  and  Adami,  Practitioner j  vol.  xlv.,  p.  29. 

t  Roy,  "Elasticity  of  the  Arterial  WaU,'*  Jour.  Phy$.,  vol.  iii.  1881. 


Digitized  by 


Google 


62  ARTERIAL  TENSION. 

sphygmometer  would  reach  their  maximum  size  when 
the  extra-vascular  pressure  reached  a  height  just 
exceeding  the  minimum  intra-vascular  pressure.  By 
means  of  the  sphygmometer  it  is  possible  within  small 
limits  to  find  what  is  the  minimum  arterial  pressure, 
BB  well  as  to  determine  the  maximum  arterial  pressure. 
The  latest  observations  on  pulse-pressure  are  those 
of  Dr.  George  Oliver,^  made  with  a  special  pulse- 
pressure  gauge  also  capable  of  registering  the  mini- 
mum as  well  as  the  maximum  pressures. 

I  ♦  Practitioner  (AprU  to  August,  1893). 
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PART  II. 

THE  TACTILE  METHODS  OF  EXPLORATION 
OF  THE  PULSE. 

CHAPTER  L 

ANATOMICAL   DETAILS   IN   CONNECTION   WITH 
THE   RADIAL   PULSE. 

The  Anatomloal  Relations  of  tlie  Radial 
Artery  at  the  Wrist. 

The  annexed  illustrations,  representing  the  artery  in 
its  longitudinal  and  its  transverse  sectional  aspects^ 
will  render  superfluous  any  lengthy  description. 

From  our  special  point  of  view,  practical  import- 
ance attaches  to  its  relations — 

(1)  to  the  radius  ; 

(2)  to  the  muscles  and  tendons ; 

(3)  to  the  deep  fascia  and  ligaments ; 

(4)  to  its  own  branches. 

(1).  &elatlonB  of  the  &adial  Artery  to  the  &adiiis. 

At  the  lower  extremity  of  the  i-adius  which  rises 
in  a  prominent  transverse  ridge,  the  artery  is  in 
immediate  contact  with  bone,  ligamentous  structures 
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The  Radial  Artery  and  the  Soperficial  Palmar  Arch< 
{From  Gratfs  Anatomy ^  hy  permUaion.) 
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alone  intervening.  The  vessel  can  be  readily  felt  in 
the  depression  between  the  Flexor  carpi  radialis  and 
the  Styloid  process,  the  External  lateral  ligament 
and  the  Extensor  ossis  metacarpi  pollicis. 

Immediately  above  the  terminal  transverse  ridge 
from  which  the  styloid  process  juts  out,  the  anterior 


Fig.  5. 


The  Radial  Artery  jnst  above  the  wrist,  showing  its  rela- 
tions to  the  radius  and  to  the  Supinator  longns  (8),  to  the 
Flexor  carpi  radialis  and  to  the  Flexor  longus  pollicis.  The 
internal  S  F  corresponds  to  the  nsnal  site  for  palpation  of 
the  pulse,  the  finger  being  applied  with  various  directions 
(1,  2,  3,  4) — most  often  with  direction  (1). — Enlarged  and 
modified  from  the  **  Descriptive  Atlas  of  Anatomy."  (Smith, 
Elder  &  Co.,  London,  1880.) 

surface  of  the  bone  is  depressed  and  flattened,   or 
cupped  into  a  shallow  concavity. 

A  little  higher  up,  as  will  be  seen  in  the  transverse 
section,  although  the  radial  is  at  no  distance  from  the 
outer  border  of  the  bone,  it  does  not  lie  in  contact 
with  the  anterior  surface  of  the  latter.  Moreover 
this  surface  slopes  away  from  the  artery,  backwards 
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and  inwards.  Between  artery  and  bone  the  Pronator 
quadratus  and  the  Flexor  longus  poUicis  are  seen 
to  intervene.  At  an  intermediate  level,  the  Pronator 
quadratus  might  be  the  only  intervening  muscle. 

I  Arrows  indicate  the  directions  in  which  the  artery 
may  be  displaced  by  pressure  from  the  finger.  Pres- 
sure applied  as  in  (4)  would  be  resisted  by  a  plane 
surface  of  bone.     If  however  the  pressure  be  made  in 

'  the  direction  (l)  it  will  hardly  encounter  any  bone, 
and  the  artery  will  be  steadied  by  soft  parts  only. 


(Z)  &elationB  of  the  &adial  Arterj  to  the  BKaaoles 
and  Tendons. 

The  powerful  tendon  of  the  Flexor  carpi  radialis, 
standing  out,  with  slightly  oblique  direction,  at  the 
anterior  surface  of  the  wrist,  is  an  easy  guide  to  the 
position  of  the  artery,  which  lies  at  a  very  slight 
distance  from  it,  but,  having  no  obliquity,  is  seen 
higher  up  to  diverge  from  the  tendon.  The  tendon, 
separated  from  the  artery  by  the  inner  vena  comes, 
forms  the  inner  relation.  A  little  higher,  an  addi- 
tional internal  relation  is  that  of  the  Flexor  poUicis 
longus,  which,  as  stated  above,  also  lies  behind  the 
artery. 

The  external  relations  are  (in  addition  to  the 
external  vena  comes) : 

(1)  The  Styloid  process  of  the  radius ; 

(2)  Below  the  latter,  the  External  lateral  ligament 

and  the  Extensor  ossis  metacarpi  poUicis ; 

(3)  Above  the  styloid  process,  the  Supinator  longus. 
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(3)  delations  of  the  madial  Artery  to  the  Deep  Fasols 
and  to  the  XflirAm^nta. 

It  is  unnecessary  to  do  more  than  mention  the 
deep  fascia  lying  in  front  of  the  artery,  and  the 
anterior  ligament  of  the  wrist  (fasciculus  to  the 
styloid  process)  behind  it.  Attention  should,  how- ! 
ever,  be  drawn  to  the  importance  of  the  adhesions 
which  exist  hetiveen  the  anterior  surface  of  the 
arteHal  sheath  and  the  deep  fascia.  These  extend- 
along  the  entire  superficial  course  of  the  artery,  \ 
which  is  thus  secured  in  a  subcutaneous  position 
and  is  safeguarded  from  encroachment  on  the  part 
of  surrounding  structures.  The  artery  can  be  dis- 
sected off  the  arm  in  connection  with  the  fascia.  It 
follows  from  this  close  relation  that  the  fascia  must 
participate  to  a  certain  extent  in  any  movements  of 
the  artery.  It  is  also  partly  owing  to  this  close 
relation  that  the  beat  is  visible.  The  cupping  of 
the  skin  observed  in  lean  subjects  at  the  seat  of 
diminished  pulsation  is  due  to  a  retreating  of  the 
artery  itself.  Indeed,  at  this  spot  in  some  wrists 
the  prominent  beat  is  interrupticd  by  an  interval  of 
retractile  beat,  probably  to  be  explained  by  the 
anatomical  conditions. 

(4)  melationa  of  the  Radial  Artery  to  its  Sranohes 
at  the  Wrist. 

Preparations  were  made  in  the  manner  described 
by  removing  the  artery  in  connection  with  the  tascia 
after  preliminary  injection.  The  dried  specimens, 
being  transparent,  afforded  an  excellent  view  of  the 
small  branches. 
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Several  small  arteries  are  given  off  by  the  radial 
in  the  space  of  three  inches  of  its  superficial  course  : 
I  have  counted  as  many  as  seven  arterial  orifices  in 
that  portion  of  the  bore  of  the  vessel.  They  are 
chiefly  distributed  in  the  fascia,  the  four  or  five 
larger  ones  belonging  to  the  ulnar  side  of  the 
artery. 

These  vessels,  with  two  or  three  exceptions,  ramify 

Fig.  6. 
(Slightly  reduced.) 


The  last  three  inches  of  the  light  radial  artery,  dissected  iu 
connection  with  the  fascia  :  showing  the  small  vessels  which 
tend  to  fix  the  artery  and  to  determine  the  direction  of  its 
curves.  R.  Lower  end  of  Radial  Artery,  and  S.  Superficialis 
Volae,  covered  by  fascia  and  by  fibres  of  anterior  annular 
ligament.  Terminal  prominent  curve  at  (1),  partly  due  to 
bony  ridge.  Receding  curve  at  (2),  partly  caused  by  deep 
relations  of  the  Anterior  Hadial  Carpal  (3).  At  (4),  artery 
taking  a  deep  course  in  the  ligaments. 

in  comparatively  loose  tissue.  A  small  artery  given 
oflF  by  the  Superficialis  volge  at  its  origin,  and  tmother 
rather  larger  one,  usually  known  as  the  Anterior 
radial  carpal,  given  off  half  an  inch  higher  up,  take 
a  deep  course  inwards  and  backwards.  It  is  from 
the  latter  that  fine  anastomoses  are  described  as 
occurring   with  the  anterior  carpal   branch  of  the 
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ulnar  artery  and  with  recurrent  branches  from  the 
deep  palmar  arch.  Both  arteries  pass  behind  the 
tendon  of  the  Flexor  longus  poUicis,  which  lies  be- 
neath that  of  the  Flexor  carpi  radialis,  and  enter 
the  ligamentous  tissues,  taking  part  in  the  supply 
to  the  joints. 

Of  the  deep  branches  from  the  Anterior  radial 
carpal  (with  which  we  are  at  present  mainly  con- 
cerned), some  descend  deeply  between  the  fasciculi 
of  the  anterior  ligament  of  the  wrist,  whilst  others 
enter,  rather  higher  in  the  wrist,  into  the  anastomoses 
mentioned  above.  It  is  probably  by  these  branches 
that  the  radial  artery  is  tethered  back  almost  into 
contact  with  the  ligaments  of  the  wrist. 

Points  of  Fixation  of  the  Hadial  Artery  at 
the  mrrist. 

The  anterior  radial  carpal  becomes  in  this  way  a  \^ 
means  of  fixation  for  the  vessel.     Any  loop  produced  / 
by  elongation  of  the  artery  must  terminate  here,  and 
any  pulsatile   movement   imparted  to   such  a  loop) 
must  work  from  this  as  a  fixed  point. 

Above  the  receding  curve  which  has  been  de- 
scribed, the  artery  rides  over  the  flat  fleshy  belly  of 
the  Flexor  longus  poUicis,  which  lifts  it  from  the 
bone.  The  fascia,  to  which  small  branches  are  given 
up  in  this  part  of  the  course,  is  much  thinner  and 
looser.  The  small  arteries,  which  arise  at  a  right 
angle  from  the  ulnar  side  of  the  vessel,  run  a  much 
longer  course  in  the  fascia,  undivided.  The  freedom 
of  movement  of  the  radial  artery  is  therefore  much 
greater  in  that  direction.     On  the  radial  side  the 
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branches  axe  both  shorter  and  much  smaller.  In 
this  way  the  connections  on  both  sides  are  at  this 
level  easily  stretched  by  the  ever-recurring  tug  of 
the  pulse ;  and,  under  the  influence  of  semle  elonga- 
tion, the  vessel  in  this  part  of  its  course  gradually 
acquires  greater  freedom  of  excursion  and  more 
extensive  loops.  The  direction  and  curvature  of 
the  loops  is  doubtless  governed  by  anatomical 
mechanisms  as  definite  as  those  described,  but 
these  details  have  not  been  submitted  to  any 
searching  study. 

Probably  the  origins  of  the  rather  larger  muscular 
branches  supplied  to  the  belly  of  the  Flexor  longus 
poUicis,  about  2i  inches  above  the  origin  of  the 
Superficialis  volse,  are  also  points  of  loose  fixation ; 
and  a  good  way  higher  up  the  muscular  branches 
to  the  Flexor  carpi  radialis  and  to  the  Supinator 
longus  probably  exercise  a  similar  influence. 

The  Curves  of  Slongation  of  the  Radial 
Artery  at  the  IRTrlst. 

Arterial  elongation  has  already  been  briefly  dealt 
with  from  a  general  standpoint,  on  p.  39 ;  but  we 
are  specially  interested  in  those  curves  of  elonga- 
tion, and  in  those  changes  in  their  amplitude,  which 
afiect  the  radial  artery  at  the  wrist.  Comparative 
observations  of  several  elongated  radials  show  that 
the  changes  take  place,  at  first,  according  to  a  plan 
more  or  less  uniform;  although  the  later  changes 
are  much  modified  by  individual  peculiarities.  It  is 
best,  therefore,  to  study  this  subject  in  the  earlier 
phase. 
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In  a  suitable  subject,  lean  and  of  middle  age,  an 
inspection  of  the  wrist  will  show  a  beat,  probably 
not  along  the  whole  stretch  of  the  artery  available 
for  observation,  but  at  certain  points  only.  The 
ictus  will  be  plainly  marked  for  about  an  inch 
above  the  transverse  furrow  of  the.  wrist.  It 
will  probably  not  be  seen,  or  only  faintly  seen, 
higher  up  for  a  distance  of  one  inch.  Above 
this  again,  for  a  short  distance,  it  will  be  plainly 
perceived. 

The  interval  between  these  two  stretches  of  visible 
beat  corresponds  to  a  marked  backward  curve  in  the 
course  of  the  artery:  the  skin  itself  at  this  point 
is  depressed,  and  the  underlying  bone  presents  a 
cupped  surface.  It  is  precisely  in  this  situation 
that  the  fingers  are  usually  applied  to  the  pulse. 
If  the  finger  be  drawn  along  the  artery  from  the 
hand  upwards,  the  vessel  wiU  appear  at  this  level 
to  dip  considerably.  The  thicker  the  styloid  process 
of  the  radius,  as  a  result  of  former  rickets  or 
from  any  other  cause,  the  more  accentuated  is  the 
depression  which  has  been  described. 

Two  causes  influence  the  position  of  the  vessel : 
close  to  the  fold  of  the  wrist,  it  rises  over  the  ter- 
minal ridge  of  the  radius ;  and  in  this  situation  it 
is  firmly  maintained  by  a  reinforcement  of  transverse 
fibres  strengthening  the  fascia  which  passes  from  the 
outer  edge  of  the  radius  to  the  Flexor  carpi  radialis. 
As  a  result  the  artery  is  at  this  level  almost  abso- 
lutely fixed. 

It  is  at  this  spot,  half  an  inch  above  the  fold  of 
the  wrist,  that  the  artery  is  most  prominent  and 
most  easily  felt  on   superficial  pressure;   but  also 
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(being  backed  by  bone)  most  easily  obliterated  by 
any  deep  pressure. 

Beyond  the  ridge  of  the  radius  pulsation  is  imme- 
diately much  diminished ;  and  it  disappears  completely 
halfway  between  the  radial  ridge  and  the  surface  of 
the  scaphoid.  In  this  situation  the  point  of  the  finger 
applied  between  the  two  bones  will  only  succeed  in 
feeling  pulsation  on  its  proximal  side.  The  cessation 
of  pulsation  at  this  level  is  partly  due  to  the  deep 
course  taken  by  the  artery,  and  partly  to  its  dimi- 
nished size  after  giving  off  the  Superficialis  volse. 

The  recession  of  the  artery  from  the  surface  above 
the  level  of  the  ridge  of  the  radius  has  its  cause  in 
the  depth  of  the  groove  between  the  Flexor  carpi 
radialis  and  the  Extensor  ossis  metacarpi  pollicis, 
and  also  in  the  firmness  of  those  fibres  of  the  deep 
fascia  which  arch  across  the  artery  in  this  situation 
on  its  superficial  aspect. 
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CHAPTER  IL 

THE  RELATIONS  OF  THE  RADIAL  ARTERY 

TO  THE  PRESSURE  OF  THE  FINGER 

VARIOUSLY  APPLIED  TO 

THE  PULSE. 

The  diagrams,  7-10,  are  intended  to  show  the  line 
in  which  pressure  is  exerted  by  the  finger  in  its 
various  modes  of  application,  and,  as  far  as  possible, 
the  condition  of  the  artery  under  the  finger  applied. 
A  section  is  supposed  to  have  been  taken  hori- 
zontally across  the  forearm,  a  little  above  the  lower 
border  of  the  Pronator  quadratus.  At  the  termina- 
tion of  the  radius,  the  tendon  of  the  Flexor  carpi 
radialis  exactly  covers  that  of  the  Flexor  longus 
poUicis,  which  is  now  free  from  muscular  tissue ;  but 
at  the  level  of  the  section  the  artery  and  its  two 
attendant  veins  (not  shown  in  the  diagrams)  are 
included  between  the  fascia  in  front  and  the  flat 
belly  of  the  Flexor  longus  pollicis  behind,  the  tendon 
of  which  is  barely  overlapped  by  that  of  the  Flexor 
carpi  radialis.  Upwards,  the  latter  is  separated  from 
the  vessels  by  a  small  but  growing  interval.  To  the 
outer  side  of  the  vessels  is  seen  the  tendon  of  the 
Supinator  longus,  for  at  this  level  the  tendons  of  the 
Extensor  ossis  metacarpi  and  Extensor  primi  inter- 
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nodii  pollicis  have  not  yet  reached  the  outer  edge  of 
the  radius,  where  they  subsequently  replace  the 
Supmator  longus  tendon  as  an  external  relation. 

It  will  be  noticed  that  the  Pronator  quadratus 
(the  thickness  of  which  has  been  somewhat  over- 
stated in  the  drawing)  underlies  the  Plexor  longus 
pollicis  and  the  artery,  and  that  the  bone  is  nearest 
to  the  skin  at  its  outer  border,  whilst  its  anterior 
surface  gradually  recedes  from  the  cutaneous  surface, 
and  therefore  from  the  artery  which  remains  sub- 
cutaneous. 

The  Four  Positions  of  the  Ftnger^  and  the 
Direction  of  Pressure  in  Sach  Oase. 

In  all  four  diagrams  the  observer's  right  hand  is 
the  one  employed.  Two  of  the  drawings  represent 
the  right  wrist  of  the  subject,  and  two  the  left.  In 
the  case  of  each  wrist  two  modes  of  application  of 
the  finger  are  illustrated,  one  being  intended  to 
obliterate  the  arterial  channel  (Figs.  7  and  8),  the 
other  to  feel  the  pulse  (Figs.  9  and  10). 

The  right  wrist  (positions  I  and  II)  is  held 
between  the  thumb  applied  to  the  back  of  the  radius, 
and  the  forefinger  applied  to  the  pulse. 

The  left  wrist  (positions  III  and  IV)  is  held  in 
the  same  manner  from  the  ulnar  side,  the  thumb 
resting  on  the  back  of  the  ulna,  the  finger  on  the 
radial  artery. 

In  each  diagram  the  relative  position  of  the  soft 
parts  is  shown  to  have  been  more  or  less  modified  by 
the  pressure.  This  will  be  best  seen  by  consulting 
concurrently  the  transverse  section  (Fig.  5)  of  the 
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forearm,  taken  at  about  the  same  level  as  the 
diagram ;  this  shows  the  relations  of  parts  before 
interference. 

Two  of  the  positions  depicted  are  those  assumed  in 
occluding  the  artery,  the  other  two  in  palpating  it. 

Fig.  7. 


Position  I. :  Right  hand  and  right  wrist.  The  pressure  on 
artery  and  bone  is  vertical  and  direct,  as  indicated  by  the 
arrow ;  it  is  transmitted  bj  the  phalanges  (broken  lines). 


Tbe  Positions  for  Obliteration. 

The  most  favourable  arrangement  for  obliterating  I 
the  pulse  is  to  exert  vertical  pressure  over  the  vessel  i 
near  the  outer  border  of  the  radius,  as  in  position  I, 
Fig.  7,  the  right   hand   being  used   for   the  right 
wrist,  the  left  hand  for  the  left ;  and  the  thumb  | 
supporting  the  wrist  from  behind. 

It  will  be  seen  that  in  this  case,  and  in  this 
ease  only,  the  terminal  surface  of  the  finger  exerting 
pressure,  and  the  surface  of  bone  making  counter- 
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pressure,  are  parallel.  The  artery  is  obliterated  with 
great  ease  and  completeness,  This  position  is  perhaps 
not  quite  so  favourable  for  palpation  of  the  pulse. 


Fig.  8. 


F.  C.  R. 
p.  L. 

M.N. 
P.Q. 


Position  III. :  Right  hand  and  left  wrist ;  thumb  applied 
to  the  back  of  the  ulna.  Compression  by  the  phalanx  is  ob- 
tained by  oblique  leverage  against  the  tendons  (chiefly  Flexor 
longus  poUicis).  The  motion  is  of  a  digging  kind,  raising  the 
artery  from  the  bone,  especially  when  the  last  finger-joint  is 
flexed,  instead  of  extended  as  here  depicted. 

F.  C.  R. :  Flexor  carpi  radialis.— P.  L. :  Palmaris  longus. 
M.  N.  :  Median  Nerve.— P.  Q. :  Pronator  Quadratus. 


In  position  III,  Fig.  8,  which  may  also  be  used 
with  a  view  to  obliteration,  the  finger  is  applied  to 
the  opposite  wrist  from  its  ulnar  side.  The  artery 
requires  first  to  be  secured  by  a  hooking  movement 
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of  the  finger,  and  pressure  can  then  be  made  by  the 
phalanx  in  the  oblique  position  depicted.  The  plane 
of  counter-pressure  is  in  this  instance  formed  by  the 
tendon  and  belly  of  the  Flexor  longus  pollicis,  backed 
by  that  of  the  Flexor  carpi  radialis.  The  surface  of 
the  radius  near  its  external  border  is  pressed  by  the 
naU ;  but  the  bone  receives  none  of  the  pressure  of 
the  extremity  of  the  finger. 

For  the  purpose  in  view  this  is  a  much  less  satis- 
factory method  than  the  previous  one.  For  instance, 
in  testing  for  the  presence  or  absence  of  an  anasto- 
motic pulse,  it  is  often  found  inefficient. 

Fig.  9. 


B.B.     "^W 


Position  II. :  Right  hand  and  right  wrist ;  thumb  applied  to 
the  back  of  the  wrist.  The  strong  prestmrea  from  the  phalanx 
(large  arrows)  are  mtkheld,  bj  the  prominent  tendons,  from 
the  artery  and  finger-pad  ;  the  pulse  sensations  (small  arrows) 
having  free  scope. 


The  Positions  for  Pctlpation. 

The  principle  of  the  method  of  palpation  will  now 
be  easily  understood  by  contrasting  the  two  sets  of 
diagrams.     Both  in  position  II  and  in  position  IV 


Digitized  by 


Google 


68  THE   ARTERY  AND  THE  FINGER. 

firm  pressure  is  maxie ;  but  it  does  not  bear  upon  the 
I  artery.  Thus  in  position  II,  Fig.  9,  the  finger  is 
^  inclined  in  such  a  way  that  the  extremity  of  the 
phalanx  presses  against  the  tendons  of  the  Flexor 
longus  pollicis  and  of  the  Flexor  carpi  radialis.  The 
weight  of  the  base  of  the  phalanx  is  meanwhile  sup- 

Fio.  10. 


Position  lY. :  Right  hand  and  left  wrist ;  the  thumb  rest- 
ing on  back  of  ulna.  As  in  Fig.  9,  the  artery  is  saved  from 
strong  pressnre,  whilst  the  finger  is  dolj  steadied  :  fine  pal- 
pation is  possible. 


ported  by  the  prominent  ridge  of  the  edge  of  the 
Styloid  process  or  of  the  radius,  and  by  the  tendons 
of  the  Extensor  ossis  metacarpis  pollicis  and  Supi- 
nator longus.  Over  the  artery  itself  the  finger  rests 
with  very  little  pressure.  The  vessel  lies  as  it  were 
protected  in  the  angle  formed  by  the  sloping  anterior 
sur&ce  of  the  radius  and  by  that  of  the  integument, 
which  is  only  slightly  depressed  by  the  finger  between 
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the  two  points  of  support  which  have  been  described. 
The  artery  will  hardly  be  perceptibly  flattened, 
although  it  may  undergo  more  or  less  diffused  extra- 
arteriaJ  pressure.  The  correctness  of  the  description 
given  can  be  easily  verified  by  any  observer  in  his 
own  person,  by  turning  the  left  hand  round  the  right 
wrist  from  underneath,  and  feeling  the  pulse  from 
the  radial  side. 

The  conditions  in  arrangement  IV,  Fig.  10,  are  L 
almost  identical :  the  points  of  pressure  are  merely 
reversed.  Thus  the  extremity  of  the  phalanx  abuts 
against  the  radius,  whilst  the  two  tendons  support 
its  base ;  the  artery  receives  comparatively  little  of 
the  pressure  unless,  as  in  position  III,  the  last 
phalangeal  joint  be  flexed  and  the  vessel  hooked 
back.  Short  of  this,  strong  pressure  will  be  difficult 
to  apply;  and  most  probably  the  artery  will  be 
pressed  back,  together  with  the  soft  parts,  without 
undergoing  much  flattening. 

In  conclusion,  pulsation  wiU  be  easily  detected  in 
both  positions  (II  and  IV),  although  it  may  be 
worth  noting  that  a  slightly  different  portion  of  the 
pulp  will  be  brought  to  bear  in  the  two  cases  on  the  i 
artery,  that  used  in  IV  being  the  more  sensitive.  \ 
On  the  other  hand,  the  obliteration  of  the  artery  is 
much  more  easily  obtained  in  position  I  than  in 
position  III. 

Whenever  therefore  the  full  range  of  pressures  I 
has  to  be  applied  in  succession  by  the  same  finger, ! 
the  radial  pulse  had  better  be  felt  from  the  radial 
side  than  from  the  ulnar  side.  This  is  also  the  posi- 
tion which  will  probably  be  spontaneously  ?u3sumed 
by  most  observera 
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CHAPTER  ni. 

THE  FINGER  AS  AN  ORGAN  OF  TOUCH, 

AND  THE  MODE  OF  USING  IT 

TO  THE  PULSK 

The  XfOoalisation  of  its  Various  Tactile  Powers. 

More  study  than  the  writer  has  been  able  to  bestow 
on  the  tactile  sense  of  the  finger  would  probably 
show  that  tactile  appreciation  for  various  contacts 
is  variously  localised.  The  ordinary  sense  of  surface 
contact,  the  discrimination  of  separate  points  of  con- 
tact,  the  estimation  of  shape,  the  sense  of  pressure, 
etc.,  each  seem  to  have  their  sites  of  tactile  intensity, 
perhaps  as  much  owing  to  the  educational  effect  of 
fiinction  as  to  any  primitive  differentiation.  Here 
are  striking  instances : 

(1)  The  surface  of  the  finger  tip,  just  below  the 
projection  of  the  nail,  and  opposite  the  tip  of  the 
bony  phalanx,  has  good  discriminating  power, 
which  ceases  however  to  be  so  good  when  heavy 
pressure  is  made.  With  yet  higher  pressures,  the 
impaired  appreciation  for  surface  is  regained,  though 
the  tactile  sensation  ultimately  passes  into  that 
of  pain. 

(2)  The    phalangeal    border,   sharing   much  less 
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actively  in   the  strong  work  of  the  hand,  has  deli- 
cate sensation :  in  spite  of  less  refined  discrimination, 
it  retains  at  moderate  pressures  much  more  of  it ;  but,  | 
with  increasing  pressures,  it  rapidly  loses  all  tactile 
appreciation^  and  feels  pain  only. 

(3)  Again  the  flat  of  the  pulp,  corresponding  to  1 
the  centre  of  the  papillary  convolutions,  would  seem 
to  be  more  sensitive  than  either,  both  for  fine  con- 
tact and  for  pain.     Very  moderate  pressure  is  the 
most  favourable  condition  for  its  use  in  palpation. 

Further  analytical  study  of  this  portion  of  our  sub- 
ject is  indicated.  For  the  present  purpose  it  is 
enough  to  have  drawn  attention  to  the  special  apt- 
ness  of  the  two  last-named  regions  for  fine  palpa- 
tion, and  to  the  relative  inefficiency  of  the  extremity 
of  the  finger. 

The  Tactile  Fnnctioiis  of  the  Tiager  in  Helation 
to  the  Polae. 

The  functions  of  touch  lie  in  two  directions:  (1) 
the  reception  of  impressions  ;  (2)  their  analysis. 

(1)  Individual  Tactile  Impressions y  now  as  of  old, 
v€try  with  the  skill  and  the  care  of  the  observer,  j 
Those  usually  recorded  are  of  a  general  order :  they 
relate  to  the  suddenness,  duration,  hardness  or  soft-i 
ness  of  the  pulse,  to  its  tension  and  compressibility,  I 
and  to  other  characters.     From  none  of  these  do  we 
gather  any  information  touching  the  cause  of  pulsa- 
tion, or  its  mechanism. 

Among  tactile  impressions  there  are  others, 
however,  of  a  more  complex  kind,  by  which  we 
might  be  enabled  to  form  some  notion  of  the 
shape  of  the  pulse.     Putting  aside  the  earlier  work 
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of  the  Chinese  in  this  direction,  Fouquet's  work 
stands  by  itself  as  an  endeavour,  anterior  to  the 
sphygmograph,  to  analyse  some  of  these  sensations 
and  to  express  their  form  graphically.  His  organic 
theory  of  the  pulse  cannot  be  upheld,  but  the  accu- 
racy of  some  of  his  personal  observations  may  be 
tested  by  any  one  of  us. 

(2)  Their  Analysis :  We  may  regard  the  finger 
as  an  instrument  of  analysis,  and  its  pulse-sensa- 
tions as  the  material  to  be  analysed.  Fouquet's  ob- 
servations, lacking  the  help  subsequently  given  by 
the  sphygmograph,  did  not  carry  him  much  farther 
than  the  recognition  of  distinct  forms  of  pulse- waves, 
each  of  which  was  considered  as  a  whole.  The  pecu- 
liarities which  he  noticed  in  each  were  not  made  by 
him  the  subject  of  methodical  analysis,  much  less  of 
experiment.  This  part  of  the  work  remains  to  be 
accomplished. 

The  Scope  of  Tactile  Analysis. 

I  The  analytical  study  of  the  pulse  is  based  upon 
observations  of  shape,  of  time,  and  of  pressure.  The 
idea  of  shape  is  conveyed  to  the  mind  without  any 
activity  on  its  part  as  a  ready-made  impression,  but 
analysis  will  add  much  more  definition  to  this  first 
.  impression.  A  study  of  the  variations  in  the  shape 
of  the  pulse- wave  under  heavy  pressure,  under  light 
pressure,  and  in  the  absence  of  pressure,  is  part  of 
this  analysis.  Again  the  results  of  each  degree  of 
pressure  are  capable  of  being  considered  in  a  three- 
fold relation  :  (i)  as  to  locality ;  (ii)  as  to  time  ;  (iii) 
as  to  duration. 
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Judgments  as  to  puke-pressure  are  rather  within 
the  competence  of  muscular  sense  than  of  touch  itself. 
At  any  rate  tactile  impressions  are  very  misleading 
in  this  respect.  Dr.  Oliver  mentions,  as  a  result  of 
experiment,  that  muscular  sense  as  represented  in  the 
finger,  is  unequal  to  the  task  of  estimating  pressure. 
Nevertheless,  in  this  as  in  other  directions,  latent 
aptitudes  need  education  and  probably  will  respond 
to  it.  It  seems  not  unlikely  that  it  may  be  easier  to 
learn  to  estimate  the  degree  of  the  pressures  exerted 
than  of  those  resisted  by  the  finger. 

The  Method  of  Palpation. 

The  importance  of  a  uniform  method  cannot  be 
fiilly  understood  until  we  have  shown  to  what  extent 
various  manipulations  modify  the  pulse,  causing  a 
difference  not  alone  in  the  sensations  of  the  observer, 
but  in  their  subject  matter.  Still  it  must  be  obvious 
that  if  different  observers  were  to  realise  different 
sensations,  they  would  be  at  a  disadvantage  when 
attempting,  in  the  absence  of  any  common  ground  of 
analysis,  to  discuss  together  the  tangible  charactei*s 
of  any  pulse.  Certain  it  is  that  in  each  of  us  thef 
sensations  vary  appreciably  according  as  we  use  one,\ 
two,  or  three  fingers  at  a  time.  This  alone  would 
show  the  need  of  some  uniformity  in  the  method  of 
observing,  which  might  enable  observers  to  perceive 
almost  identical  sensations  firom  one  and  the  same 
pulse. 
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Of  the  Various  Modes  of  Feeling  the  Poise. 

The  detail  of  all  the  methods  advocated  at  different 
times  would  be  wearisome.  For  each  of  them  some- 
thing may  be  said ;  and,  so  long  as  only  a  general 
impression  as  to  pulse-strength  and  volume  is 
sought,  any  of  them  may  answer.  Inferior  weapons 
skilfully  handled  often  do  good  service ;  but  for  the 
analytical  study  of  the  pulse  there  is  but  one 
available  method,  which  will  be  described  later. 

Eeasons  will  be  given  for  holding  the  radial  side 
of  the  wrist  in  preference  to  the  ulnar.  As  regards 
fingers,  the  adoption  of  the  old  Galenic  position 
or  the  reverse  (viz.,  of  the  index  placed  nearest  to 
the  wrist,  or  farthest  from  the  wrist)  is  without  prac- 
tical importance,  although  we  must  not  forget  that 
the  sensitiveness  of  the  ulnar  and  of  the  radial  side 
of  the  fingers  differs. 

It  is  interesting  to  note  that  the  ancient  seals  of 
the  Royal  College  of  Physicians  of  London  show  the 
hands  in  both  positions  in  different  instances. 

In  connection  with  the  varieties  of  palpation,  Floyer  says  :* 
**  The  Fingers  may  either  compress  the  Artery  much,  or  touch  it 
lightly,  or  be  applied  in  a  moderate  way,  with  a  moderate  com- 
pression, according  as  the  strength  of  the  Pulse  is ;  for  a  weak 
Pulse  is  stopped  by  a  great  compression. 

**  The  feeling  of  the  Pulse  in  Fat  People  is  very  difficult,  but  it 
appears  most  evidently  betwixt  the  Hand  and  Wrist. 

**  In  the  feeling  of  the  Pulse  we  must  bend  the  Hand  towards 
the  Wrist,  that  the  Artery  may  be  a  little  relaxed  and  better 
distended  by  each  stroke ;  and  in  weak  Pulses  we  must  turn  the 

*  Loc.  cit.,  pp.  154,  155. 
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Wrist  downwards,  or  in  such  Posture  as  the  Artery  may  best 
approach  to  the  fingers  freely." 

Agam  (p.  228)  :  '*  The  Chinese  hold  the  Pulse  sometimes  the 
Right,  sometimes  the  Left,  and  sometimes  both ;  they  lay  their  four 
fingers  along  the  Artery,  and  when  they  have  pressed  the  Artery 
strongly,  and  by  degrees,  they  raise  them  again  by  degrees,  till 
the  blood  recover  its  Course ;  then  they  press  the  Arm  again,  and 
hold  it  a  considerable  time  till  they  discern  all  the  Disorders  of 
the  Pulse,  and  then  they  tell  the  Disease." 

What  has  been  said  (p.  46)  concerning  the  varie- 
ties of  small  pulse  suggests  a  general  method  to  be  : 
adopted  in  feeling  the  pulse  when  of  small  size.     In  \ 
all   cases   of  this   kind  it  is   necessary  to   use   in 
succession  :    (1)  Firm  pressure  which  may  relax  the 
arterial  wall  if  tense  and  allow  pulsation  to  be  made  \ 
out.     (2)  The  lightest  possible  pressure ;   this  will  / 
often  enable  us  to  perceive  pulsation  where,  under  a  I 
less  delicate  touch,  the  imperfectly  filled  artery  might  I 
appeal*  to  be  pulseless.  I 

Bow  Many  Tinmen  slioald  he  Used  f 

In  feeling  any  solid  object  we  use  many  fingers. 
It  has  been  argued  that  we  should  do  the  same  in 
feehng  the  pulse.     It  is  true  that  if  the  arterial  walls 
are  the  object  for  palpation  we  can  hardly  use  too 
many  fingers  at  a  time ;  but  we  might  use  tx)o  many 
in  studying  the  pulse-wave.     Were  the  pulse-wave  | 
of  smaller  size  than  the  digital  surface  used  for  pal-  I 
pation,  its  passage  might  be  best  studied  by  multi-  \ 
plying  the  stations  for  watching  the  transit.     It  is  ) 
however  of  unmeasured  length.     If  we  wish  only  for  J , 
an  increased  surface  of  contact  with  it,  why  not  use  ' 
the  length  of  a  single  finger  instead  of  endeavouring 


Digitized  by 


Google 


76  PALPATION  OF  THE   PULSE. 

as  it  were  to  join  three  finger  tips  into  one  ?  Tightly 
pressed  together,  the  fingers,  it  is  true,  lose  much  of 
their  individuality ;  but  some  of  the  objections  re- 
main, which  will  be  pointed  out  in  the  sequel. 

Since  the  power  of  touch  varies  at  separate  spots 
on  the  same  finger,  it  cannot  be  indiflPerent  whether 
the  two  inches  of  artery  subjected  to  palpation  be 
covered  by  the  tips  of  three  fingers,  or  by  the  flat  of 
a  single  one. 

In  using  the  tips  of  several  fingers  as  opposed  to 
the  flat  of  one  finger,  it  must  be  remembered  that 
each  finger  has  its  own  separate  gradations  of 
sensitiveness,  and  is  also  apt  to  exercise  indepen- 
dently its  own  gradations  of  pressure,  (a)  When 
the  fingers  are  pressed  close  to  one  another,  the 
difference  between  them  is  reduced  to  a  minimum ; 
(&)  when  they  are  separated,  the  difference  is  much 
exaggerated,  as  will  be  seen  hereafter ;  (c)  in  using 
the  flat  of  one  finger,  although  tactile  appreciation 
may  vary  from  spot  to  spot  even  more  than  at  the 
tip,  still  the  sensations  themselves  are  continuous  and 
therefore  more  easily  interpreted. 

Feellnir  tbe  Pulse  wltli  a  Slnirl®  Finflrer. 

In  conclusion  the  use  of  one  finger  commends  itself 
to  us  for  the  same  reasons  as  it  did  to  Floyer  {loc. 
cit^  pp.  154,  155)  : 

"  The  Old  Direction  was  to  apply  three  Fingers  to  the  Arms, 
or  two,  but  I  think  one  is  more  discerning,  and  less  apt  to  impose 
on  us,  because  the  feeling  with  three  Fingers  may  give  us  a  false 
Notion  of  that  we  feel ;  and  since  the  Artery  is  now  known  to 
move  in  all  parts  at  once,  for  at  the  same  time  the  Heart  con- 
stringes  itself  and  strikes  the  Ribs,  we  discern  the  Pulse  in  the 
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Artery,  as,  if  a  Solid  Body  were  moved  at  one  end,  it  moves  in 
the  same  time  at  the  other ;  so  it  is  in  the  Artery  when  'tis 
filled  with  blood ;  and  since  we  can  touch  but  a  small  part  of  the 
Artery,  we  cannot  discern  the  Celerity  of  the  Motion  of  the 
Blood,  as  it  passes  from  one  part  of  the  Artery  to  the  other,  but 
our  Reason  infers  it  from  the  Celerity  of  the  Arteries  impression 
on  our  Fingers.  I  generally  feel  my  Artery  by  my  Thumb,  and 
the  reason  of  prescribing  many  Fingers  was  the  Opinion  of  the 
Artery  moving  itself  differently  in  different  parts." 

Being  more  detached,  the  thumb  gets  at  the  puke  \ 
better  than  any  other  finger,  and  lends  itself  to  more 
extensive  manipulations.     It  can  be  made  to  feel  [ 
with  its  entire  length,  whether  on  the  flat  or  along  / 
its  border;   and  it  can  bear  pressure  with  its  ex- 
tremity, or  with  the  flat  of  the  pulp,  or  with  any 
parts  of  its  palmar   surface   in  succession.     For  a 
general  estimate  of  the  conditions  of  the  pulse,  of  the 
pulse-wave,  and  of  the  artery  at  one  time,  it  is  not 
surpassed ;  but  it  fails  in  the  work  of  fine  analysis.     ( 

The  reasons  which  make  us  prefer  the  length  of  . 
one  finger  to  the  tips  of  several  are  yet  more  strongly  / 
in  favour  of  the  use  of  a  single  finger  tip.     If  only 
there  is  sufficient  tactile  power  in  the  end  of  one 
finger,  the  unity  of  sensation  thus  gained  is  a  primary/ 
and  all-important  advantage  for  tactile  analysis.         I 
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CHAPTER  IV. 
ELEMENTARY  TACTILE  OBSERVATIONS. 

I.  The  Tactile  Events  in  the  Pulse. 

Tbe  Beat  and  tbe  Pause. 

The  finger  placed  in  a  suitable  fashion  over  the 
radial  artery  feels  a  succession  of  beats  equally  re- 
sembling each  other,  and  normally  recurring  at  abso- 
lutely regular  intervals.  The  endless  repetition  of  the 
beat  furnishes  us  with  every  opportunity  of  studying 
the  phenomenon  ;  and  its  rhythmic  character  is,  as 
we  shall  see,  of  practical  assistance  in  our  observa- 
tions. 

I      The  recurring  beats^  and  the  regularity  of  the  in- 

Iterval  or  pause  which  separates  them,  constitute  the 
simplest  of  all  tactile  observations.    The  pause  exists 

J  in  our  sensations  rather  than  in  the  pulse  itself.  The 
pulse  is  practically  never  at  rest.     The  length  of  the 

'  **  so-called "  pause  is  really  the  measure  of  our  own 
lapse  of  attention  or  of  the  inadequacy  of  our  obser- 
vation.  There  is  no  real  pause  in  normal  pulses,  since 

j  one  pulse- wave  does  not  terminate  till  the  ensuing  one 

'  is  about  to  begin. 
/]      The  ancient  terms  arterial  systole   and   diastole 
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have  wisely  been  given  up,  although  not  open  to  any 
reproach  beyond  that  of  almost  inevitable  confusion.  |l 
Arterial  diastole  or  expansion  (corresponding  to  the 
ventricular  systole)  is  a  period  of  definite  intra- 
arterial change.  Arterial  systole,  or  contraction 
(corresponding  to  the  ventricular  diastole),  is  another 
period  of  arterial  movement,  albeit  of  a  different 
order. 


Tbe  aise  or  Vpstroke  i  tbe  Beat  or  Zetns  i  and  tbe 
Fall  or  SulNildenee  of  tbe  Pulse- 
In  one  important  respect  the  expressions  systole 
and  diastole  implied  error ;  the  diastole  or  dilatation 
was  supposed  by  Galen  and  his  followers  to  be,  as 
well  as  the  systole,  a  spontaneous  effort  of  the  artery, 
an  active  movement  of  the  arterial  wall,  instead  of  a 
passive  stretching  by  the  pulse-wave.  Systole  and 
diastole  were  correct  expressions  as  defining  periods, 
rather  than  moments,  of  time.  The  same  idea  of 
duration  is  contained  in  the  expression  pulse- wave, 
which  refers  to  a  demonstrable  reality.  In  this,  as 
in  any  other  wave,  we  distinguish  a  rise,  a  summit, 
and  a  fall. 

In  order  that  the  artery  should  be  perceptible  to^ 
the  touch,  its  hardness  or  tension  must  exceed  that  I 
of  the  surrounding  tissues  upon  which  the  finger 
is  making  pressure.  This  is  the  case  during  the  rise' 
of  the  wave,  and  especially  at  the  moment  of  the 
beat.  The  arterial  tension  during  the  fall  of  the 
wave  may  not  in  all  cases  be  sufficient  to  be  felt ;  most 
commonly  it  is. 
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Z.  The  PulBe-Seiisatioiui  Oorrespondinir  to  tbe  Rise 
of  tbe  WaTe. 

^     The  Rise  or  Upstroke  is  much  quicker  than  the  fall. 

Its  rapidity  has  often  caused  it  to  be  overlooked. 

Indeed,  though  aware  of  its  occurrence,  we  may  &il 
o  notice  it  unless  the  whole  attention  be  given  to 

its  perception.  The  finger,  if  light  enough,  should 
jfeel  every  part  of  the  rise,  which  appeals  both  to  the 
/sense  of  pressure  and  to  that  of  touch. 

It  will  be  noted  that  by  alternately   using  one 

finger  or  two,  to  the  same  pulse,  the  act  of  expansion 

of  the  artery  prior  to  the  ictus  will  appear  to  last  a 

shorter  or  a  longer  time. 

ZZ.  The  PaUie-Seiuiatloiui  Oorrespondlnff  to  the 
Beat  or  Zetus. 

The  Acme  or  Beat. — The  feeling  imparted  to  the 
finger  is  quite  different  from  that  suggested  by 
the  pulse-tracing,  for  reasons  which  cannot  be  set 
forth  briefly. 

The  ictus  is  perceived  as  a  rapid  round  shot,  or  as 
a  quickly  passing  oval  slug,  or  as  a  long,  moving  holt, 
according  as  the  pulse  is  tested  with  a  mere  point  of 
the  finger  pulp,  by  the  whole  pulp,  or  by  the  pulp  of 
two  or  more  fingers. 

This  is  another  demonstration  of  the  fact  that  the 

mind  and  the  finger  both  have  a  great  deal  to  do 

with  the  feel  of  the  pulse. 

)       The  ictus  is  the  central  tactile  event  in  the  pulse. 

At  the  same  time  it  is  the  one  visible  par  ex- 

/  cellence.    Although  a  product  of  the  pulse-wave,  and 

I  coinciding  with  part  of  the  wave,  it  is  essentially 
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distinct  from  it.     Its  mechanism  will  be  discussed/ 
later.  ^ 


ZZZ.  Tbe  Pulse-Seiuiatloiui  Oorrespondlnff  to  tbe 
Fall  of  tbe  WaTO. 

To  follow  the  retraction   of  the  artery  requires  i 
great  attention,  a  delicate  touch,  and  a  progressive 
pressure  from  the  finger.     For  this  special  purpose 
three  fingers  are,  as  an  exceptional  case,  better  than 
one ;  the  impressions,  being  feeble,  gather  distinct- 
ness from  their  repetition.     It  may  thus  be  possible 
to  follow  the  falling  wave,  if  large,  almost  to  its 
end     Usually  one  half  only  of  the  fall  will  be  dis- 
tinctly felt.     The  dicrotic  or  secondary  wave  if  fidrly  \ 
marked  will  not  escape  the  careful  observer  ;  if  fully  I 
developed,  it  is  obvious.     The  tertiary  waves  cannot  ' 
be  distinctly  felt  unless  unusually  prominent. 

The  descent  of  the  wave  and  the  dicrotic  event 
are  sometimes  visible,  as  well  as  to  be  felt,  in  rather 
thin  subjects  with  prominent  arteries.  A  marked 
dicrotism  is  a  help  in  identifying  the  descent  of  the 
pulse,  aflfording  as  it  were  a  landmark  for  the  eye. 
It  is  often  present  in  pulses  whose  suddenness  and 
elasticity  favour  a  recognition  of  the  final  stages 
of  the  waves  whilst  giving  peculiar  prominence  to  the 
ictus. 


II.  The  Tactile  Exploration  of  the 
Arterial  Wall. 

The  artery  is  to  be  emptied  by  the  pressure  of  two  I 
or  three  fingers,  whilst  one  of  them  performs  care-  j 
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(ful  palpation,  both  along  and  across  it.  A  sound 
artery  may  be  flattened  without  conveying  a  feeling 
of  hardness.  In  children  and  in  youths,  especially 
when  well-nourished,  the  vessel  may  be  even  difficult 
to  identify,  being  lost  to  the  touch  among  the  other 

I  soft  parts.  With  increasing  thickness  of  wall,  the 
flattened  artery  will  give  the  same  feeling  as  a  thick 
ribbon  or  as  a  thin  indiarubber  tube.  A  contracted 
1  artery  yields  the  characteristic  impression  of  cylin- 
drical shape.  If  atheromatous,  the  artery  will  feel 
(much  firmer  and  thicker;  and  if  calcified,  it  will  remain 
hard  and  rigid  in  spite  of  the  pressure.  Highly 
calcified  arteries  often  feel  ribbed  like  ipecacuanha- 
root.  In  all  these  cases  the  artery  can  be  more  or  less 
.  easily  rolled  under  the  finger.  Elongated  arteries 
\bent  into  curves  are  almost  invariably  thickened, 
I  elongation  being  the  result  of  high  pressures  and  of 
!  large  pulse- waves  continued  for  long  periods.  The 
( passage  of  the  pulse-wave  jerks  the  elongated  artery, 
'  accentuating  or  smoothing  some  of  its  curves  (loco- 
*  motor  pulse.) 


The  State  of  tbe  Arterial  Wall  as  daoiroti  hj 
Tactile  Zmpressiona. 

(1)  A  large  and  soft  pulse,  without  abruptness  or 
sustained  tension,  suggests  a  relaxed  state  of  the  mus- 
cular coat.  A  ready  dilatation  and  a  ready  recoil  are 
both  evidence  of  a  full  elasticity,  unhampered  by  any 
muscular  rigidity. 

(2)  A  rather  large  and  strong  pulse,  heaving  as  well 
as  tense,  indicates  a  powerful  cardiac  systole  and  a 
powerful  resistance,   which   largely  resides  in  the 
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capillaries,  but  sKghtly  also  in  the  muscular  coat] 
stretched  by  the  volume  of  blood,  whilst  its  fibres  ar 
partly  contracted. 

(3)  A  small  and  tense  pulse  indicates  muscular 
contraction  of  the  vessel ;  but  of  this  it  is  diflScult 
for  the  finger  to  gauge  the  degree.  A  contracted 
artery  being  smaller  and  its  walls  therefore  thick, 
these  will  not  be  readUy  stretched  by  the  systole, 
but  will  offer  to  it  an  active  resistance,  a  given 
strength  of  heart  contraction  producing  a  compara- 
tively slight  rise  of  the  pulse.  * 

Thus  an  elastic  artery  possessing,  before  theff 
occurrence  of  the  pulse- wave,  precisely  normal  size/,' 
will  give  a  maximum  size  under  the  influence  of  th 
cardiac  systole.  But  if  previously  in  a  state  o 
muscular  spasm  it  will  perform  a  smaller  pulsdi\ 
excursion. 

It  may  thus  come  to  pass  that  as  in  Diagram  ii. 
Fig.  1,  even  the  pulse- wave  may  not  dilate  the 
artery  to  the  size  it  should  have  possessed  when  at 
rest  or  in  the  cadaveric  state. 

The  Taetile  Siffiui  of  Blffb  Tension. 

A  determination  of  the  presence  or  absence  of  ten- 
sion is  one  of  the  chief  objects  in  feeling  the  pulse. 
Most  observers  consider  themselves  equal  to  its  due 
performance.  Yet  according  to  Dr.  Oliver  the  tactile 
discrimination  possessed  by  the  finger  for  pressure  is 
very  small,  in  comparison  with  the  instrumental 
tests  for  it.  It  is  probable,  however,  that  the  finger 
can  do  better  when  placed  under  circumstances  with 
which  it  is  familiar  than   in  a  novel   experiment. 
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It  is  certain  from  the  experience  of  those  employed 
in  testing  the  weight  of  coins,  that  much  can  be 
achieved  by  education  in  training  the  power  in 
question. 

Let  us  remember  that  the  tactile  tests  usually 
applied  are  not  direct.  We  do  not  estimate  the 
amount  of  pressure  so  much  as  the  results  to  which 
it  leads  in  connection  with  the  artery,  and  in  con- 
nection with  the  pulse-wave,  (a)  The  walls  of  a 
permanently  tense  artery  are  non-collapsing :  instead 
of  vanishing,  they  are  felt  between  successive  beats, 
{&)  Blood-pressure,  which  sets  up  tension  in  an  artery, 
also  resists  compression  ;  and  when  it  is  considerable 
a  greater  weight  must  be  employed  to  effect  arterial 
obliteration,  (c)  Whilst  the  radial  artery  is  thus 
obliterated  by  pressure,  should  a  finger  be  placed 
over  its  course  a  little  lower  down,  a  regular  pulsa- 
tion may  be  felt  in  it,  as  though  no  compression  were 
being  made :  this  additional  pulse  (conveyed  through 
the  palmar  arch  from  the  ulnar  artery),  not  being 
constant,  is  not  a  distinctive  feature :  it  occurs  also 
in  pulses  in  which  the  tension  is  low.  It  cannot, 
therefore,  be  used  as  a  test  for  high  tension. 


Digitized  by 


Google 


PART  III. 

THE  RUDIMENTS  OF  TACTILE  ANALYSIS 
OF  THE  PULSE. 

CHAPTER  L 

PRELIMINARY  EXPLANATIONS. 

L  The  Diagrams  representing  the  Artery 
AND  the  Fingers  applied  to  it. 

The  simple  diagrams  which  illustrate  the  sensations 
described  are  made  up  of  two  elements :  the  artery 
in  its  longitudinal  section,  and  the  terminal  joint  of 
the  finger  variously  applied. 

The  Artery. — The  obvious  disproportion  between 
the  arterial  diameter  and  that  of  the  finger  is  inten- 
tional, affording  room  for  a  clearer  representation  of 
the  intra-arteiial  events. 

The  Fingers. — The  following  notations  will  identify 
the  relative  position  of  each  of  the  fingers  at  different 
points  in  the  course  of  the  artery : — 

CJ  :  the  central  finger  {nearest  the  heart), 

Mfi  the  intermediate  finger y 

Dfx  the  distal  finger  {nearest  the  hand). 
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The  letters  C  and  J),  placed  near  the  fingers,  point 
respectively  to  their  proximal  (or  central)  and  to 
their  distal  side. 

The  Arrows. — Minute  arrows  indicate  on  the 
finger  the  direction  of  the  sensation,  whether  axial 

Fig.  11. 


The  artery  in  loDgitadinal  section  and  the  observer's  finger* 

or  oblique.  Arrows  placed  beneath  the  artery  give 
in  each  case  the  direction  of  the  systolic  pulse-wave, 
or  of  the  blood  stream.  Longitudinal  arrows  placed 
within  the  artery  have  various  shapes  and  sizes. 
They  refer  to  intra-arterial  events,  their  special 
meaning,  in  each  instance,  being  sufficiently  ex- 
plained in  the  text. 

Thick  Arrow-heads  within  the  artery,  or  immedi- 
ately above  it,  are  used  as  symbols  for  the  "  beat '' 
or  ''ictics.^  Groups  of  three  arrow-heads  also  occur 
(with  the  same  meaning)  beneath  the  tip  of  the 
finger,  the  lateral  arrows  sometimes  rising  into  an 
arch,  as  a  symbol  of  the  sensation  which  accom- 
panies the  beat.  Whenever  the  large  arrow-head  is 
used  in  duplicate,  inside  and  outside  the  artery,  in 
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coQQection   with  one  and  the  same  ictus,  special 
mention  will  be  made  of  the  fact. 

N.B. — The  minute  arrows  on  the  fingers  are 
ahnost  invariably  mere  duplicates  of  symbols  occur- 
ring within  the  lines  representing  the  artery.  To 
this  point  we  need  not  again  refer. 


II.  Note  on  the  Perception  and  Appreciation 
OF  Minute  Interval  op  Time  between 
Impressions. 

Tactile  Test  of  Priority  between  Overlapping 
Sensations. 

Even  in  the  normal  puke  the  rhythmic  events  are 
rapid.  In  the  frequent  pulse,  their  timing  becomes 
an  arduous  matter.  The  question  usually  takes  this 
form :  of  two  events,  almost,  but  manifestly  not  quite, 
synchronous,  which  is  the  earlier  ? 

The  difficult  estimation  of  priority  between  the 
overlapping  tactile  events  may  be  facilitated  in  the 
following  way :  Let  us  take  as  an  instance  the  pro- 
gress of  the  pulse- wave  along  the  arm.  Two  fingers 
of  the  same  hand  are  applied,  we  shall  suppose,  to  the 
radial  artery  at  A  and  jB,  points  on  the  fore-arm  two 
or  three  inches  apart.  So  brief  are  the  time  in- 
tervals of  the  passage  of  any  pulse-event  between 
these  points,  and  such  is  the  influence  of  mental  con- 
vergence on  sens  rial  estimates,  that,  according  as  we 
turn  our  attentit  n  more  to  the  one  or  to  the  other 
finger,  each  may  seem  in  turn  to  be  the  seat  of  the 
earlier  event.     We  will  suppose  that  the  events  are 
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not  absolutely  synchronous,  but  that  A  is  a  little 
earlier  than  B.  The  tactile  proof  of  priority  will  be 
that,  if  the  mind  be  first  made  intent  on  -4,  the 
occurrence  at  B  will  now  be  felt  as  a  second  event ; 
whereas  if  attention  be  so  strongly  turned  to  B  that 
the  event  wrongly  appears  to  begin  there,  it  will  he 
impossible  any  longer  to  catch  a  separate  impression 
at  A. 


The  Aoonstlo  Time-Marking  Method  I6r  the 
Aooarate  Registration  of  Bhythmio  Bvents. 

Martins  remarks  that  experimental  proof  has  been 
arrived  at,  in  spite  of  Hermann's  statement  to  the 
contrary,  that  for  the  registration  by  the  observer 
himself,  of  the  time  of  rhythmic  stimuli,  the  absolute 
duration  of  the  interval  between  the  stimulus  and 
its  registration  (putting  aside  minor  experimental 
errors  positive  or  negative)  is  nil.  This  has  been 
experimentally  proved  by  Byrom  Bramwell  and 
R.  Milne  Murray,  and  by  von  Ziemsseu  and  von 
Maximowitsch. 

Byrom  Bramwell*  describes  the  principle  of  his 
method  in  the  following  words : 

"  If  the  levers  of  two  Oardiographs  (one  worked  by  the  apex- 
beat,  the  other  by  the  forefinger  of  the  auscultator)  were  so 
adapted  as  to  move  in  exactly  the  same  vertical  plane,  the  exact 
time-relationship  of  the  sound  or  murmur  to  the  ventricular 
systole  (or  other  phase  of  the  cardiographic  trace)  could  be  deter- 
mined, provided  that  the  *  Psychical  loss '  previously  alluded  to, 

*  Bjrom  Bramwell  and  R.  Milne  Murray,  "  A  Method  of  Graphically 
Recording  the  Exact  Time-Relations  of  Cardiac  Sounds  and  Murmurs," 
{BriU  Med.  Jour.,  Jan.  7,  1888). 
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were  accurately  measured*  and  deducted.''  It  is  found,  however, 
that  "  under  the  conditions  of  the  experiment  t  there  is  absolutely 
no  *  psychical  loss.* " 


The  Psyohloal  Delay  In  Observations  Made  with 
the  Bar  and  with  the  Mye  Respectively. 

It  is  often  convenient  and  sometimes  necessary  to 
combine  visual  and  auditory  observations,  as  for  in- 
stance when  listening  to  the  heart-beat  and  watching 
the  visible  pulse  of  an  artery.  Thus  the  question 
arises  whether  visual  and  auditory  stimuli  produced 
simultaneously  are,  or  not,  simultaneously  perceived 
in  the  sensorium.  According  to  Exner  the  interval 
is  not  the  same  in  both  cases :  the  difference,  which 
averages  between  '04  and  '06  of  a  second,  being  due 
to  the  relative  delay  in  the  perception  of  the  visual 
stimulus 

From  this  it  follows  that  when  the  heart-beat  is 
watched  with  the  eye  its  occurrence  should  be  ante- 
dated, or  reckoned  back,  '04  to  '06  of  a  second  from 
the  moment  observed. 

If  on  the  contrary  the  acoustic  method  be  used, 
the  error  is  a  much  smaller  one :  it  will  amount  at 
most  to  '03  of  a  second,  and  it  may  be  an  error  on 
one  side  or  on  the  other — i.e.  either  in  advance  of,  or 
behind,  the  real  time. 

It  is  interesting  to  find  that  Marey  ("  La  Circula- 

*  On  a  simnltaneous  time  record. 

t  A  clock  had  been  put  into  circuit  with  the  telephone  and  its  record- 
ing lever,  by  which  "  make  '*  add  ''  break  "  sounds  rapidlj  following  one 
another  were  made  everj  second. 
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tion  du  Sang,"  p.  127)  employed  this  method  for  the 
r^istration  of  the  heart-sounds.  The  exact  method 
consisted  in  beating  the  india-rubber  tympanum  of  a 
time  recorder.  Edgren  and  Martins  independently 
adopted  the  same  method  some  years  later ;  but 
Martins'  determinations  were  limited  to  one  of 
the  two  sounds. 
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CHAPTER  II. 

I.  On  the  Variety  of  Individual  Tactile  Per- 
ceptions, AND  OF  Individual  Judgments, 
AS  TO  THE  Shape  of  the  Pulse. 

Judging  from  the  variety  of  his  own  sensations 
under  successive  examinations  by  a  series  of  ob- 
servers, a  patient  might  rightly  infer  that  their 
individual  sensations  had  differed  no  less  than  his 
own.  The  variety  of  sensations  to  be  obtained  by  a 
single  finger  (and  much  more  by  two)  when  applied 
to  any  pulse  in  different  ways,  is  a  fact  leading  to  a 
similar  conclusion. 

The  wonder  is  that  examinations  differing  so  much 
among  themselves,  and  deficient  in  analysis,  should 
enable  each  observer  to  frame  apparently  definite 
conclusions  as  to  the  things  felt.  If  definite  mental 
images  were  arrived  at  in  each  case — and  this  may 
be  doubted — ^they  would  probably  present  consider- 
able variety. 

This  point  could  only  be  tested  by  obtaining  from 
each  observer  a  facsimile  sketch  of  his  tactile  im- 
pressions. Of  these  sketches  enough  have  been 
collected  by  the  author  to  demonstrate  that  the 
mental  pictures  evolved  from  pulse  sensations  are 
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very  diflferent  for  various  observers ;  and  that, 
in  the  case  of  the  medically  trained,  pulse  per- 
ceptions, or  at  any  rate  pulse  representations, 
are  strongly  biased  by  reminiscences  of  the  sphyg- 
mogram.  In  contrast  with  all  such,  Fouquet's 
diagrams,  free  from  any  influence  of  this  kind, 
possess  singular  value. 


II.  The  Author's  Pulse-Sensations,  at  an  Early 
Stage  of  Study  ;  and  His  Mental  Picture 
OF  the  Pulse  at  that  Stage. 

The  annexed  diagram  is  of  some  interest,  as 
identifying  an  intermediate  stage  in  the  evolution 
of  ideas  on  the  pulse,  a  stage  now  difficult  to  recall 
to  mind,  since  further  analysis  has  changed  the 
entire  aspect  of  things.  It  may  also  be  of  use  in 
contrast  with  subsequent  descriptions  and  graphic 
illustrations  of  the  sensations  experienced  when 
feeling  normal  pulses. 

The  study  upon  which  the  diagram  is  based  was 
made  by  the  author  with  two  or  three  fingers,  on  his 
own  pulse :  this  specification  is  the  more  necessary 
as,  at  this  stage  of  the  inquiry,  it  would  be  in- 
advisable to  draw  general  inferences  from  personal 
sensations,  however  definite  and  constant  in  their 
recurrence,  especially  when  the  sensations  had  been 
chiefly  obtauied  from  an  individual  pulse.*  For 
graphic  purposes  the  tracing  has   been  doubled,  as 

*  It  is  right  to  state  that  the  same  sensations  were  looked  for  and 
obtained  from  the  poises  of  other  subjects. 
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though  the  artery  were  felt  from  both  sides  instead 
of  from  one  surface  alone. 

(I)  The  earliest  sensation,  corresponding  to  the 
beginning  of  the  wave,  is  a  little  indefinite  ;  but  the 
feeling  of  the  finger  being  lifted  grows  rapidly,  and 

Fig.  12. 


The  author's  first  graphio  representation  of  the  normal 
pulse,  felt  with  three  fingers.  P :  The  head  of  the  wave 
moving  towards  the  hand.  I :  The  brief  eclipse  of  the  wave, 
immediately  after  the  ictus.  C  :  The  tail  of  the  wave,  seem- 
ing to  move  towards  the  heart. 

becomes  substantial.  The  wave  is  felt  by  the  fingers 
to  be  moving  onwards  the  periphery  P. 

(II)  The  next  phase  is  that  of  the  ictics.  There  are 
two  changes  perceived  at  this  stage  •  (1)  A  marked 
increase  in  the  volume  of  the  artery.  This  increase  is 
sudden ;  its  amount  varies  with  the  pressure  which  is 
at  the  time  being  made  on  the  vessel.  (2)  The  ictus 
or  beat  almost  conveys  to  the  finger  the  idea  of  an 
explosion.  The  same  idea  is  rendered  by  the  old 
term  micatio  or  fulguratio ;  and  it  is  roughly  ex- 
pressed in  the  diagram  by  the  forked  arrows. 

Another  simile  expressing  the  feeling  perceived  is 
that  of  the  blow  dealt  with  the  heavy  long  hammer. 
That  part  of  the  wave  which  forms  a  prelude  to  the 
ictus  is  represented  by  the  hammersman  s  heave 
immediately  preceding  the  blow. 

The  moment  of  the  beat  appears  too  short  for 
any  definite    estimate  of  direction.     The  .  impulse 
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seems  to  be,  so  to  speak,  stationary,  and  limited  to 
one  spot. 

(III)  After  the  ictus,  follows  a  brief  interruption ; 
or  rather  an  impression  that  the  wave  is  interrupted. 

(IV)  When  perceived  again,  beyond  the  interrup- 
tion, the  size,  the  strength,  and  the  distinctness  of 
the  wave  are  much  diminished.  It  may  even  be 
difficult  to  feel  the  wave  at  all. 

The  reduction  in  size  is  very  marked.  As  shown  in 
the  diagram,  the  return  of  tactile  sensation  may  be 
heralded  by  a  sudden,  but  feeble,  explosive  event, 
suggesting  the  idea  of  a  faint  echo  of  the  ictus,  and,  at 
tHe  same  time,  the  volume  may  be  less  reduced  than 
it  is  immediately  afterwards.  The  remainder  of  the 
wave  gives  a  very  feeble  sensation,  though  one  very 
characteristic.  In  the  first  place  it  possesses  an  un- 
dulating surfoLce  which  gradually  falls  to  lower  and 
lower  levels,  \intil  it  is  lost  to  the  finger ;  and  in  the 
second  place  its  direction  seems  to  be  centHpetal.  The 
sensation  of  the  artery  slowly  emptying  its  contents 
in  an  upward  direction,  whilst  the  impression  of  the 
downward  rush  of  the  head  of  the  wave  still  occupies 
the  mind,  is,  after  the  ictus  itself,  the  most  remark- 
able among  the  feelings  perceived  with  three  fingers 
on  the  pulse. 

Later  results,  whilst  in  great  measure  confirming 
the  correctness  of  these  early  observations,  will  show 
•that  their  interpretation  was  at  fault.  The  impres- 
sions detailed  were  essentially  composite,  and  there- 
fore not  faithful  representations  of  the  pulse- wave ; 
each  of  the  three  fingers  receiving  successive  sensa- 
tions, whilst  from  the  latter  a  single  image  was 
evolved. 
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CHAPTER  HI. 

THE  TACTILE  EXPLORATION  OF  THE 
PULSE-WAVK 

The  Multiple  Impressions  reaching  the 
Finger. 

The  tactile  analysis  of  the  pulse  has  two  aspects : 
the  study  of  the  feelings  conveyed  to  the  finger — ^and 
the  study  of  the  changes  induced,  by  the  application 
of  the  finger,  in  the  artery  and  in  the  pulse- wave. 
As  &r  as  they  will  admit  of  a  separate  consideration, 
we  purpose  to  deal  in  succession  with  these  two  lines 
of  inquiry ;  and  we  shall  begin  with  the  first. 

Although  the  sensations  of  a  single  finger  applied 
to  the  pulse  will  become  very  definite  when  they 
have  been  analysed  in  the  following  pages,  usually 
they  do  not  satisfy  the  observer :  he  proceeds  to  use 
two  or  more  fingers.  Yet  his  real  difiiculty  lay  in 
the  variety  of  sensations  conveyed  even  to  one  finger. 
When  more  fingers  are  added,  there  is  a  growing 
complexity  of  impressions,  and  a  worse  confusion 
among  elements  which  should  be  kept  distinct.  Still 
there  is  satisfaction  in  the  consciousness  that  the 
pulse  is  now  "  adequately  handled."  And  somehow 
from  this  mixture  of  sensationSj  each  observer  learns 
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to  extract  his  own  practical  estimate  of  the  individual 
pulse,  easier  to  conceive  than  to  express. 


The  Qradqated  AppUoaUon  of  Pressure. 

Probably  the  most  important  differences  between 
the  methods  personal  to  each  lie  in  the  management 
of  finger-pressure.  Such,  at  least,  is  the  impression 
gathered  when  ones  own  wrist  passes  through  a 
succession  of  hands  for  examination. 

It  is  well  known  that  the  sensation  of  the  finger 

FIQ.  13. 


Pressure  I :  Very  light,  almost  of  simple  contact     The 
pulse  wave  passes  under  the  finger  undiminished. 

I  will  vary  with  the  amount  of  pressure  exerted  by  it ; 
but  there  is  still  wanting  a  systematic  analysis  of 
I  these  varying  sensations. 

Diagrams  may  add  clearness  to  the  differences 
under  consideration ;  but  we  should  remember  that 
the  classification  of  finger-pressure  which  they  re- 
present is  arbitrary,  and  merely  subservient  to  the 
purposes  of  study. 

(1)  The  application  of  the  finger  may  be  so  gentle 
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as   to  leave  the  arterial  sur&ce   unaltered  in  its 
■curvature. 

(2)  As  light  depression  of  the  arterial  surface  by 
the  finger  is  the  next  step.     We  shall  suppose  that 


FlO.  14. 


Pressure  II:  Light  (J),      the  greater  part  of  the  wave 
travels  onwards  bejond  the  finger. 


FiQ.  15. 


Pressure  III :  Moderate  or  intermediate  (i).    A  good  por- 
tion  of  the  wave  passes  on. 

the  diameter  of  the  artery  is  reduced  by  not  more 
than  one-fourth  at  this  stage. 

(3)  Additional  pressure  will  materially  lessen  the 
patency  of  the  vessel.  So  long  as  the  reduction, 
although  greater  than  one-fourth,  does  not  exceed 
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half  the  original  diameter,  we  shall  speak  of  the 
pressure  as  intermediate. 

(4)  Stronger  pressure  increases  the  obstruction,  so 
that  a  quarter  only  of  the  original  channel  remains. 
The  arterial  stream,  though  much  contracted,  con- 

FiG.  16. 


Pressure  lY:  Stronger  (2).     What  portion  of  the  wave 
may  pass,  escapes  recognition  by  the  finger. 


Fig.  17. 


Pressure  V :  Strong.    The  arterial  lumen  is  obliterated. 

tinues  to  flow,  but  the  pulse- wave  is  so  much  reduced 
as  to  be  imperceptible,  in  the  majority  of  cases, 
beyond  the  finger. 

(5)  Henceforth  it  matters  little  how  much  pressure 
is  used.  The  object  being  complete  obliteration,  the 
observer  commonly  makes  sure  of  the  result  by 
employing  much  more  force  than  is  needed. 
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Since  they  will  frequently  be  referred  to  we  may 
conveniently  tabulate  the  pressures  as  follows : 

Pressure    i :  Very  light  {almost  of  simple  contact) -y 
Pressure  ii :  Light  {about  \  diameter)  ; 
Pressure  iii :  Moderate  {about  i  diameter) ; 
Pressure  iv  :  Stronger  {abotit  |  diameter); 
Pressure  v :  Strong  {complete  obliteration). 

One  of  our  main  objects  in  pulse-analysis  will  be 
to  use  separately  each  degree  of  pressure,  and  atten- 
tively to  watch  its  effects. 

The  Tactile  Bvents  In  the  Pulse- Wave. 

The  sphygmograph  has  greatly  advanced  tactile 
analysis  by  showing  us  what  to  observe.  We  have 
learnt  to  feel,  and,  in  suitable  cases,  even  to  see, 
almost  the  entire  pulse-wave ;  and  we  can  now  give 
a  more  detailed  answer  to  the  question,  "  What  is 
the  pulse?" 

Something  more  than  a  beat  and  a  pause  can  be 
made  out  in  any  healthy  pulse.  The  general  feeling 
obtained  when  one  finger  is  applied  to  the  pulse  is 
one  of  upheaval ;  but,  with  due  attention,  this  feeling 
will  be  felt  to  resolve  itself  into  three  phases  :  {I)  a 
rise;  (2)  a  beat  or  ictv^;  and  (3)  a  recession. 

(1)  The  rise  is  of  short  duration,  but  definitely 
perceptible  as  an  event.  The  finger  seems  to  be 
rapidly,  yet  gradually,  lifted  from  a  dead  level,  as 
though  a  wedge  had  been  quickly  slipped  under  it. 
If  two  fingers  be  used  side  by  side,  the  rise  will  be 
much  more  appreciable. 

(2)  The  Ictus. — This  is  the  central    and    most 
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tangible  event  in  the  pulsation.  Indeed,  it  is  gene- 
rally the  only  phase  described ;  and  it  is  probably 
the  only  one  perceived  by  most.  Its  onset  is  so 
sudden,  it  works  up  so  quickly  to  an  acme,  after 
which  it  so  instantly  vanishes,  that  the  old  name 
micatio  or  fulguration  is  strictly  appropriate.  We 
are  reminded  of  the  explosion  of  a  rocket  which  fills 
the  air  for  a  brief  period  and  is  gone ;  something  so 
real  whilst  it  lasted,  which  is  no  less  startling  in  its 
disappearance :  we  are  left  in  suspense,  and   as  it  j 

were  in  touch  with  nothing.  The  word  ictus  or  blow 
€onveys  some  of  this  meaning.     So  thoroughly  does  j 

this  event  dwarf  the  rest  that  nothing  may  be  felt  \ 

beyond  a  series  of  recurring  ictus ;  and,  among 
writers  on  the  pulse,  there  are  some  besides  Floyer  *  ' 

who  have  found  nothing  else  to  describe. 

(8)  The  recession^  subsidence^  or  tailing  off  of  the 
pulse. — In  reality  the  task  of  the  finger  is  not  at  an 
end :  there  is  more  to  feel,  but  this  has  to  be  sought  at 
a  lower  level.  The  abruptness  of  the  ictus  tends  to 
leave  the  finger  expectant  at  the  height  of  the  wave ; 
meanwhile,  however,  the  pulse  is  running  through 
its  stages  below.  The  finger  should  drop  at  once 
with  the  falling  wave,  and  the  artery  will  then  be 
kept  within  touch  almost  without  a  break.  Thus 
the  third  event  is  isolated  from  the  ictus  by  its 
lower  level  rather  than  by  any  interval  of  time. 
This  phase  is  much  less  momentary  than  the  others, 
and  does  not  so  swiftly  elude  us.  The  feeling  is  one 
of  progressive,  and,  as  it  were,  silent  constriction. 
The  artery  seems  in  the  act  of  winding  itself  up,  or 

♦  Cj.  p.  3. 
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of  being  tightened  by  brief  instalments,  and  thus^ 
with  gradually  diminished  size,  it  ultimately  fades 
away.  This  process  occupies  nearly  the  whole  in- 
terval up  to  the  subsequent  beat. 

Among  the  undulations  which  vary  this  decline 
there  is  one  perceptibly  larger  than  the  others. 
This  is  the  dicrotic  wave,  the  habitual  presence  of 
which  was  not  suspected  until  shown  by  the  sphyg- 
mograph,  but  which,  in  its  exaggerated  form  in  the 
so-called  "  dicrotic  pulse,"  has  long  been  femiliar  to 
physicians. 

The  Upstroke  of  the  Poise. 

We  can  afford  to  postpone,  as  not  essential  to  our 
present  purpose,  any  further  study  of  the  events  in 
the  fall  of  the  pulse-wave ;  but,  since  absolute  pre- 
cision as  to  the  events  corresponding  to  each  of  our 
sensations  is  indispensable^  there  is  yet  something 
to  add  to  our  description  of  the  first  period  or 
upstroke. 

Just  as  "the  pulse" — and  "the  beat"  of  the  pulse  or 
ictus — are  not  synonymous  terms  or  identical  objects, 
two  very  distinct  tactile  events  are  comprised  under 
the  "  upstroke  "  properly  so  called.  The  onset  of  the 
wave  and  the  rise  of  the  wave  must  be  kept  separate 
in  the  mind  and,  if  possible — ^though  this  is  difl&cult — 
in  the  sensations  of  the  finger. 

Here  again  we  acknowledge  our  indebtedness  to 
the  sphygmograph  for  the  lead  given  to  our  tactile 
method.  In  the  pulse  tracing  these  two  events  are 
seen  in  the  clearest  light.  But  under  the  finger  the 
onset  is  so  gradual  and  the  rise  is  so  short  that  great 
attention  is  required  to  differentiate  them  from  the 
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ictus.  They  are  least  difficult  to  perceive  with  three 
finger  tips  joined  tojjether ;  or  when  the  thumb  is 
laid  flat  along  the  radial  artery  with  its  tip  towards 
the  elbow.  In  moderately  slow  pulses  the  rise  is 
often  visible. 

The  rise  of  the  wave  can  hardly  be  mistaken  lor 
anything  else  when  attention  is  fully  directed  to  it. 
But  in  comparative  observations  on  the  time  of  the 
pulse  at  different  sites  much  care  is  needed  to  avoid 
a  mistake. 

The  onset  of  the  wave  is  more  apt  to  escape  obser- 
vation than  to  misguide  it.  Nevertheless  there  are 
methods  of  palpation  which  render  it  apparent,  and 
expose  us  to  the  risk  of  confounding  it  with  the  ictus 
(see  p.  305). 

In  conclusion,  a  fiill  analysis  of  the  tactile  events 
should  enable  us  to  distinguish  five  phases  in  the 
pulse: 

I.  The  rapid  upstroke,  comprising  the  onset 

of  the  wave,  and 
II.  The  rise  of  the  wave ; 
IIL   The  ictus ; 

IV.  The  slow  subsidence,  subdivided  into  two 

portions  by 

V.  The  dicrotic  event 


The  Anastomotlo  Pulse. 

We  may  take  it  for  granted  that  the  strong  pres- 
sure of  a  finger  can,  with  rare  exceptions,  flatten  the 
radial  artery.  Let  obliterating  pressure  of  this  kind 
be  applied  by  the  finger  CfB,  short  distance  up  the 
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wrist.  If  another  finger,  Df,  be  now  lightly  applied 
to  the  same  artery  a  little  nearer  the  hand,  a  pulsa- 
tion may  still  be  felt  at  Df  in  some  cases.  The 
pulse-wave  has  been  conveyed  to  the  distal  portion 
of  the  obliterated  artery  by  some  collateral  channel. 
The  pulse  felt  at  Df  is  an  anastomotic  pulse,  and 
for  reasons  elsewhere  to  be  explained  this  term  is  to 
be  preferred  to  that  of  reflux  pulsation,  which,  how- 
ever, accuratiely  describes  the  direction  of  the  wave. 
The  accompanying  illustration,  which  I  owe  to  the 


Pulseless  interval  between  two  fingers  nsed  as  blocks. 

kindness  of  Dr.  Douglas  Powell  (see  Med.  Soc.  Trans., 
vol.  xiv.),  will  make  it  plain  that  the  length  of  artery 
included  between  the  two  fingers  will  become  pulse- 
less if  not  only  Cf,  but  i>/*also,  be  so  firmly  pressed 
down  as  to  flatten  the  underlying  vessel.  Both  the 
direct  and  the  anastomotic  pulse  will  then  have  been 
arrested,  and  a  third  finger,  Mf,  may  be  used  to 
verify  the  fact. 

In  many  cases,  however,  the  pulse-wave  is  not 
transmitted  by  anastomosis;  and  the  third  finger 
will  be  unable  to  detect  any  pulsation,  even  though 
Dfhe  but  lightly  applied. 
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A  third  finger  is  really  superfluous.  With  a  little 
attention  the  finger  Df  will,  if  firmly  applied,  be  able 
to  recognise  not  only  the  occurrence  of  pulsation  on 
its  distal  side,  but  also  the  absence  of  any  pulsation 
on  its  proximal  side.  This  is  a  first  achievement  in 
tactile  analysis :  the  finger  is  found  to  be  capable  of 
identifying  pulsation  as  occurring  exclusively  on  its 
distal  side. 

We  might,  however,  go  a  step  farther.     Cf  might 

Fig.  19. 


The  direct  and  the  anastomotic  pulse,  on  opposite  sides  of 
the  blocking  finger. 

conceivably  be  made  to  do  office  for  all  three  fingers. 
Thus,  if  no  anastomotic  pulse  should  exist,  being 
applied  with  full  pressure,  it  would  feel  pulsation 
only  on  the  side  nearest  the  heart.  If,  on  the  con- 
trary, a  pulsation  should  also  be  experienced  on  its 
wrist  side,  this  could  only  be  due  to  the  anastomotic 
pulse-wave.  A  single  finger  would  thus  be  perform- 
ing a  threefold  office :  that  of  feeling  the  direct  pulse- 
wave,  that  of  stopping  its  direct  progress,  and  that 
of  testing  for  its  having  been  transmitted  or  not 
transmitted  along  the  palmar  circuit  in  an  ascending 
direction. 
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The  anastomotic  pulse  is  more  often  present  in 
the  adult  than  in  the  young.  In  the  latter  its 
absence  may  be  looked  upon  as  the  sign  of  a  neatly 
balanced  peripheral  circulation.*  We  shall  not  be 
astonished,  therefore,  if  the  anastomotic  pulse  should 
disappear  and  reappear  on  successive  days,  or  even 
in  the  course  of  one  day,  in  the  same  individual  in 
connection  with  variations  in  the  state  of  the  circu- 
lation. 

The  analytical  study  of  the  anastomotic  pulse  will 
have  to  be  postponed  until  some  account  has  been 
given  of  the  ordinary  pulse. 

*  An  habitual  and  strong  anastomotic  pulsation  at  the  wrist  is  in  some 
subjects  an  idiossmcrasy  due  to  unosual  size  of  the  Snperficialis  Vole 
artery. 
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CHAPTER   IV. 

THE  ICTUS. 

The  Author's  Barly  Observations  on 
the  lotos. 

A  BRIEF  reference  to  the  earlier  steps  in  pulse 
analysis,  and  to  their  attendant  doubts  and  difficul- 
ties, may  be  practically  useful  as  an  introduction  to 
the  present  inquiry.  Being  the  central  and  most 
sharply  defined  tactile  event  in  the  pulse,  the  ictus 
presented  itself  as  the  first  object  for  study;  and 
throughout  our  investigation  it  will  retain  a  promi- 
nent position,  not  only  on  its  own  account,  but  as 
greatly  assisting  the  study  of  other  events. 

The  Jbooalisation  of  the  Zotiis  under  the  Finder. 

When  two  or  three  fingers  were  applied  side  by 
side  to  the  pulse,  it  was  noticed  that  one  of  them 
appeared  more  specially  to  feel  the  ictus,  as  though 
the  latter  were  a  local  not  a  general  event.  In  har- 
mony with  this  idea  was  the  fact  that,  in  certain 
positions,  a  distinct  ictus  could  be  seen,  for  instance 
the  locomotor  ictus  at  the  wrist;  at  others,  none. 
Yet  it  seemed  impossible  to  conceive  the   normal 
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pulse  to  be  otherwise  than  homogeneous  and  equal 
to  itself,  at  least  within  the  space  of  a  few  inches. 
Most  of  the  observations  being  made  at  the  wrist, 


Fig.  20. 


Cf 


The  beat  is  felt  under  the  distal  finger,  nearest  the  hand— 
the  nsnal  observation. 

it  was  found  that  the  ictus  almost  invariably  seemed 
to  strike  the  finger  nearest  the  hand.  This  circum- 
stance, as  can  now  be  shown,  was  the  result  of  the 

Fig.  21. 


The  beat  is  felt  under  the  proximal  finger,  nearest  the  heart 
— ^the  less  nsoal  observation. 

special  variety  of  pressure  then  employed  (see  Fig.  20) ; 
an  explanation  which  receives  collateral  proof  from 
the  opposite  experience  (see  Fig.  21)  recorded  by 
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Sir  William  Broadbent  {loc.  cit.  p.  46) :  "  The  indi- 
vidual pulse- waves  reach  the  finger  nearest  the  heart 
with  a  definite  stroke." 

Was  this  singular  localisation  at  the  most  unlikely 
spot  related  to  the  finger,  or  to  the  artery  ? 

The  peculiar  way  in  which  the  radial  artery  rises 
fi'om  a  hollow  to  the  transverse  ridge  at  the  base  of 
the  styloid  process,  suggested,  as  a  probable  cause, 
this  local  prominence  of  the  vessel ;  but  no  change 
was  obtained  on  moving  the  fingers  up  to  the  hollow 
part  of  the  wrist. 

The  alternative  explanation,  based  upon  an  assumed 
diflterence  in  the  sensitiveness  of  the  fingers,  was- 
easily  disposed  of  by  applying  the  same  fingers  fi'om 
the  opposite  side  of  the  patient's  wrist.  The  ictus 
was*  now  felt  in  the  same  position,  but  by  the  oppo- 
site finger. 

The  Vblqnitoiui  Nature  of  the  Zotus. 

Meanwhile  evidence  was  gained  that  the  ictus 
could  be  felt  anywhere  and  everywhere  in  all 
accessible  arteries. 

Wheresoever  the  finger  was  placed  on  a  pulsating 
artery,  the  ictus  was  felt,  even  in  situations  where  it 
was  not  visible,  as  it  is  at  the  wrist.  This  pointed 
to  its  being  not  a  local  but  a  general  event,  not 
bound  up  with  any  local  anatomical  peculiarity  of 
the  artery.  Its  independence  from  extra-arterial 
influences  seemed  clearly  established  by  the  observa- 
tion that  in  all  arteries  it  could  be  felt  on  the 
lightest  application  of  one  finger. 

On  the  other  hand,  whenever  two  or  three  fingers 
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were  applied  in  the  usual  way,  the  same  distal  per- 
<;eption  of  the  ictus  was  noted. 

A  conclusion  was  gradually  approached  that  the 
application  of  the  fingers  in  some  way  had  the  effect 
of  modifying  the  ictus,  and  that  the  sensation  in 
-question  was  in  great  part  manufactured.  To 
l)r.  Tucker  Wise  I  was  indebted  for  a  suggestion 
that  hydraulic  pressure  was  probably  at  the  root  of 
the  matter ;  and  that,  beyond  the  part  narrowed  by 
the  finger,  the  pressure  would  be  multiplied  by  the 
difference  between  the  two  sectional  areas.  We  shall 
perceive  by-and-by  that  this  theory  does  not  entirely 
solve  the  question. 


Tbe  Tftiiable  Relatton  of  the  Zotiui  to  the  Tin^ttm^ 
Its  llepoiidciioo  on  Pressmre. 

The  problem  assumed  further  complication  when 
it  was  realised  that,  although  the  distally  localised 
sensation  could  always  be  called  forth,  still  the  ictus 
was  also  felt  at  times,  and  as  it  were  accidentally,  by 
the  proximal  or  by  the  intermediate  finger,  whilst 
the  usual  localisation  was  being  felt  for.  In  short, 
the  localisation  under  the  finger  was  a  variable  one, 
And  to  a  certain  extent  could  be  varied  at  will.  The 
following  experiments  gradually  brought  to  light  an 
intimate  connection  between  the  site  of  the  ictus  and 
the  amount  and  mode  of  application  of  the  pressure 
made  by  the  fingers.  But  the  full  explanation  of  the 
phenomena  was  not  obtained  until  the  valuable  work 
of  von  Kries  and  that  of  von  Frey  supplied  the  key 
to  them. 
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The  IftOoallsation  of  the  lotus. 

Experiment  I. 

If  two  fingers  Cf  and  Df  be  applied  to  the  wrist 
with  a  short  interspace  (i-J  inch),  and  with  the  same 
pressure,  they  will  not  both  feel  the  ictus  in  the 
same  degree.     Indeed  the  ictus  will  seem  to  centre 

FlO.  22. 


Pressure  ii  applied^bj  both  fingers ;  the  ictus  is  felt  by  the 
distal  fiDger. 

in  one  of  them ;  and  if  pressure  ii  be  employed  by 
both  fingers,  the  distal  finger  Df  will  be  the  one 
invariably  impressed.     (See  Fig.  22.) 

Experiment  ii. 
Fig.  23. 

Df 


Transfer  of  the  ictus  to  the  proximal  finger,  when  the  distal 
finger  is  raised. 
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Ill 


On  the  other  hand,  i£  Dfhe  lifted,  (^  will  feel  the 
ictus.  (See  Fig.  23.)  But  as  soon  as  iy  is  re-applied, 
the  ictus  will  again  be  felt  by  that  finger. 

Experiment  iir. 
We  have  assumed  that  the  pressure  of  the  fingers 


IctoB  felt  bj  Cf,  oecauM  pressure  iii  is  applied  bj  Of» 

was   equal   and  moderate.      Let  us  now  vary  the 
degree  of  pressure  from  i  to  iii,  and  alternate  its 


Fio.  25. 


ex 


The  pressure  transferred  to  i>/— and,  with  it,  the  ictus. 

application  at  Df  and  Cf  respectively.  Whenever 
the  stronger  pressure  is  made  by  Cf^  the  ictus  will  be 
felt  by  that  finger.     (See  Fig.  24.) 
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Should  Df  once  more  exert  the  chief  pressure  the 
ictus  will  return  to  Df.    (See  Fig.  25). 

We  conclude  from  these  experiments  that  the 
pressure  of  the  finger  in  some  way  influences  the 
localisation  or  the  perception  of  the  ictus.  As  to  the 
mechanism  of  the  ictus,  and  as  to  its  cause,  they 
do  not  afford  any  direct  clue.  The  explanation  is 
not  easily  given  at  this  stage,  but  will  evolve  itself 
gradually  from  the  sequel 
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CHAPTER  V. 

THE  FUNDAMENTAL  PRESSURE  EXPERI- 
MENTS,  CONDUCTED  WITH  A  SINGLE 
FINGER. 

We  shall  now  deal  with  the  impressions  received  by 
a  single  Jinger^  when  applied  to  the  pulse  in  succession 
with  each  of  the  degrees  of  pressure  which  have  been 
described  (see  p.  96).  The  examinations  should 
be  practised  on  a  healthy  pulse^  of  good  average 
strength,  axid  free  from  any  anastomotic  pulsation. 

Perhaps  the  most  convenient  finger  to  use  singly 
is  the  index.  Any  other  finger  may,  however, 
answer  as  well ;  and  it  may  be  advisable  to  repeat 
doubtful  observations  with  a  difierent  finger. 

A.  Experiment  rv. 

One  finger  applied  with  the  lightest  degree  of 
pressure  (i). 

If  the  finger  be  held  so  lightly  over  the  pulsating 
surface  as  to  touch  without  pressing,  the  sensation 
will  be  delicate,  and  it  will  be  perceived  at  the  small 
surface  of  the  finger  then  in  contact — that  is  (sup- 
posing the  finger  to  have  been  applied  on  end,  and 
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the  hand  in  the   usual  position)  at   the  terminal^ 
median^  or  axial  point  of  the  convexity  of  the  pulp. 

Fig.  26. 


Pressure  i  :  The  iotas  is  felt  aziall j. 

B.  Experiment  v. 

One  finger  applied  tuiih  light  pressure  (ii). 

If  now,  from  the  point  of  mere  contact,  the  pressure 
be  very  carefully  increased,  at  some  stage  or  other 
within  the  range  of  the  light  pressures,  a  marked 
change  will  occur  in  the  sensations  of  the  finger. 
The  beat  of  the  pulse  ceases  to  be  felt  as  a  strictly 
axial  event.  The  sensation  has  definitely  shifted 
laterally;  and  the  extent  to  which  it  may  Lave 
approached  the  phalangeal  border  will  depend  on 
the  extent  to  which  the  finger  may  have  needed  to 
be  sunk  into  the  tissues  of  the  wrist. 

This  change  occurs  without  distinction  in  all 
pulses.  But  here,  as  in  the  following  observations 
also,  cases  will  differ  as  to  the  amount  of  pressure 
required ;  some  calling  for  more,  others  for  less  in- 
crease of  pressure  for  each  change. 

As  indicated  in  the  figures,  with  each  pulsation 
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the  artery  will  appear  to  rise  towards  the  finger. 
This  will  be  the  only  marked  sensation  obtained. 
In  some  cases  it  will  be  just  possible  to  notice  the 
receding  of  the  artery  from  the  finger.  Sometimes 
it  may  also  be  realised  that  the  beat  or  ictus  is  pre- 
ceded by  the  swell  of  the  wave. 

The  ictus  itself  has  the  suddenness  of  a  shot  arrow, 
but  none  of  its  sharpness.     It  may  be  slightly  felt  in 


Fressnre  ii :  The  iotos  moves  to  the  distal  finger  border. 
N.B.  The  shaded  arrow-head  identifies  the  direction  of  the 
lotus  as  felt.  A  duplicate  blaok  arrow-head  is  placed,  as  in 
subsequent  diagrams,  above  the  artery,  for  convenience. 

the  axis  of  the  finger,  but  will  be  most  strongly  felt 
laterally,  as  shown  in  the  diagram. 

The  diagram  purposely  indicates  a  pressure  suffi- 
cient to  bring  the  end  of  the  phalangeal  border  into 
<5ontacfc  with  the  artery. 

The  side  to  which  the  sensation  invariably  shifts 
is  not,  as  might  have  been  expected,  the  proximal, 
C  (or  central),  but  the  distal  side^  D.  This  circum- 
stance, which  greatly  exercised  the  writer  for  some 
time  after  his  first  noticing  it,  is  capable  of  explana- 
tion, and  this  will  be  given  at  another  place  (see 
part  V.  p.  298). 
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A  first  attempt  may  not  always  succeed ;  and  in 
case  of  failure,  the  observer  would  do  well  to  try 
again  with  a  larger  pulse.  It  might,  however,  suffice 
to  use  the  middle  finger  if  the  index  should  fail ;  or 
whilst  continuing  the  attempt  with  the  index,  to 
approach  the  pulse  from  the  ulnar  instead  of  the 
i-adial  side.  We  should  not  forget,  however,  that 
the  prehensile  function  of  the  radial  border  of  the 
index  noticeably  detracts  from  its  tactile  sensitive- 
nesa 

FlO.  28. 


The  sensation  of  ictus  (ander  D)  preceded  bj  that  of  the 
onset  of  the  wave  (ander  C). 

In  addition  to  the  ictus  which  is  felt  on  the  distal 
side,  as  stated  above,  it  is  easy  to  feel,  preceding  the 
ictus,  the  advent  of  the  wave  and  its  rise.  The  fact 
that  they  are  perceived  keenly  by  the  axial  portion 
of  the  finger  pulp,  and  indeed  by  the  whole  pulp 
surface  applied  to  the  artery,  although  less  dis- 
tinctly at  the  proximal  border,  renders  it  the  more 
striking  that  the  ictus  should  be  felt  at  the  distal 
border  only  of  the  phalanx. 

The  sensations  due  to  the  wave  explain  the  diffi- 
culty experienced  by  some  observers  at  their  first 
trial :  the  onset  of  the  wave  possessing  some  abrupt- 
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ness  may  simulate  the  ictus  and  rather  impede  the 
separate  appreciation  of  the  latter. 

Any  suspicion  that  the  sensations  described  in 
connection  with  this  experiment  are  merely  subjec- 
tive is  readily  set  aside.  Check  experiments  will  be 
described  on  page  125,  which  confirm  the  observa- 
tions detailed  above. 

Again,  when  the  pulse  under  observation  is  a 
strong  one,  the  finger  may  be  seen  to  be  lifted  at 

Fig.  29. 


lUiutiating  the  oblique  moTement  imparted  to  the  finger 
by  a  strong  lateral  lotos.  The  diagram  represents  the  finger 
poshed  in  the  opposite  direction  (centrifogal)  to  that  des- 
cribed in  the  text. 

each  beat,  not  vertically,  but  somewhat  obliquely — 
in  this  case  in  a  centripetal  direction,  though  the 
diagram  shows  the  opposite. 


C.  Experiment  vi. 

One  finger  applied  with  moderate  pressure  (Hi). 

Here  again  the  requisite  amount  of  pressure  cannot 
be  predicted,  but  we  have  to  be  guided  entirely  by 
the  result  This  stage  of  the  analysis,  corresponding 
to  a  very  short  range  in  the  scale  of  pressures,  is 
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rather  apt  to  be  overlooked.  On  increasing  very 
slightly  the  previous  pressure,  the  sensation  of  pulse 
again  shifts  its  locality.  It  leaves  the  side  of  the 
phalanx  and  returns  to  the  central  part  of  the  pulse. 
The  finger  end  now  presents  a  wider  surface  of  arterial 
contact  than  heretofore,  owing  to  its  deeper  descent 
into  the  tissues.  Along  the  whole  of  this  surface 
the  ictus  is  felt,  instead  of  in  the  axial  portion  alone 
(as  in  Experiment  A).  For  the  reason  just  stated, 
the  feeling  spreads  to  a  small  part  of  the  phalan- 

FlO.  80. 


Pressnre  ill :  The  ictus  is  felt  aziaUj,  as  in  Experiment  A ; 
bnt  oyer  a  wider  surface.  The  onset  of  the  ware  is  figured 
by  the  arrow  (under  C). 

geal  borders.  At  a  given  proportion  of  pressure,  and 
only  then,  this  form  of  reaction  will  be  at  its  acme 
(Fig.  31),  and  the  sensation  of  ictus  will  extend 
evenly  under  the  finger-tip  and  to  both  its  sides, 
without,  however,  rising  so  high  up  the  finger  border, 
as  the  ictus  in  the  previous  experiment. 

In  addition  to  the  ictus,  the  finger  at  this  stage 
obtains  a  very  good  palpation  of  the  pulse-wave, 
not  only  during  its  rise,  but  to  some  extent  also 
during  its  fall. 
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In  connection  with  the  feeling  of  wave,  it  is  to  be 
noted  that  at  the  acme  of  this  reaction  the  direction 
of  the  wave  cannot  be  clearly  determined  by  the 
finger.  With  more  or  with  less  pressure  a  direction 
will  be  recognised ;  the  sensation  being,  in  the  one 
case,  centripetal — in  the  other  centrifiigaL 

This  pressure  might  be  deemed,  at  first  thought, 
that  of  election  for  feeling  the  pulse,  and,  of  all 
others,  the  clinically  useful  one.  Owing,  however,  to 
the  difficulty  of  finding  the  exact  degree  of  pressure 

Fio.  81. 


Showing  eztentive  range  of  sensation  of  ictus,  under  the 
same  pressure.  (The  later  ware-sensations  are  not  readily 
depicted.) 

corresponding  to  the  perfect  equilibrium  of  sensation, 
which  has  been  described,  this  is  not  the  case. 
Moreover,  the  amount  of  information  to  be  gained  is 
not  to  be  measured  by  mere  symmetry  of  the 
sensations. 

Enough  has  been  said  of  the  Aigitive  nature  of 
this  reaction  to  explain  how  it  may  chance  to  be 
missed  altogether,  where  the  pressure  is  increased 
.without  sufficient  care,  or  where  other  circumstances 
are  unfavourable.    Then  the  sensation  of  ictus  would 
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appear  to  undergo  sudden  transference  from  the 
distal  to  the  proximal  side  of  the  finger. 


D.  Experiment  vii. 
One  finger  applied  with  stronger  pressure  (iv). 

With  slowly  increasing  pressure  the  sensations  lose 
more  and  more  their  previously  symmetrical  character, 
and  tend  to  become  limited  to  the  proximal  half  of  the 
under  surface  of  the  pulp.    This  exact  distribution  is, 

Fio.  32. 


Pressare  iv:  The  ictus  migrates  to  the  proximal  finger 
border,  striking  in  the  direction  shown  by  the  shaded  arrow- 
head. N.B.  The  black  arrow-head  is  a  duplicate  of  the  latter. 
The  thin  arrow  indicates  the  onset  of  the  ware. 

however,  very  difiicult  to  bring  about,  owing  to  its 
very  short  range.  Usually,  with  some  suddenness, 
the  ictus  ceases  to  be  prominently  felt  by  the  flat 
of  the  finger-pulp,  and  it  makes  its  appearance  at 
the  proximal  phalangeal  border,  in  a  situation 
exactly  symmetrical  with  that  it  previously  occupied 
(in  Experiment  B)  at  the  distal  border. 

This  is  the  final  position  attained  by  the  ictus. 
The  pressure  may  be  increased  gradually  without 
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displacing  the  latter  from  the  proximal,  border.  But 
as  the  finger  sinks  more  deeply  into  the  soft  parts, 
the  ictus  will  ascend  to  a  higher  level  along  its  side, 
whilst  sensation  may  be  blunted  or  lost  over  corre- 
sponding portions  of  the  extremity  of  the  phalangeal 
border. 

It  is  a  peculiarity  of  this  reaction  that  the  wave  u 
not  fdt  by  the  finger.  At  most  the  sharp  onset  of 
the  wave  may  be  distinguished  as  a  beat  imme- 
diately preceding  that  of  the  ictus.     The  significance 

Fig.  33. 


The  head  of  the  pulse-ware  may  be  felt  (thin  arrow)  strik- 
ing the  finger ;  bat  the  body  of  the  wave  is  not  perceired 
with  this  degree  of  pressure. 

of  this  double  beat  will  be  discussed  in  due  place 
(see  Part  V.  p.  305).  The  wave  in  its  continuity 
ceases  to  be  perceived. 

It  is  also  distinctive  of  this  reaction  that  any 
degree  of  pressure  may  be  added  in  excess  of  that 
requisite  for  its  production,  without  inducing  any 
further  change  in  the  localisation,  though  the 
strength  of  the  impression  will  be  modified.  The 
force  of  impact  will  vary  according  to  the  strength  of 
the  pulse,  but  it  will  remain,  comparatively  speaking, 
considerable,  so  long  as  the  pressure  of  the  finger  is 
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not  excessive.  With  very  great  pressures  less  and 
less  of  the  ictus  will  be  perceived,  until  the  sensation 
in  some  cases  almost  vanishes,  or  is  reduced  to 
diminutive  proportions. 

Practically  speaking,  the  setting-in  of  the  ictus  at 
the  proximal  side  of  the  finger  marks  the  moment 
when  the  wave  ceases  to  be  transmitted  beyond  the 
latter.  The  artery  may  not  be  absolutely  flattened 
yet ;  for  this  a  very  slight  additional  pressure  will 

FIG.  84. 


Pressure  t  (forcible) :  Partial  or  complete  loss  of  the  per- 
ception of  ictus. 

suffica  This  experiment  may  therefore  be  said  to 
include  the  obliteration  of  the  artery  (fifth  degree  of 
pressure). 

The  vanishing,  under  forcible  pressures,  of  the 
ictus  (in  some  instances)  will  be  explained  later  on. 


Tactile  Analysis  best  begun  with 
Bxperlment  D. 

In  the  long  continuance  of  this  final  reaction 
through  an  extensive  range  of  pressures,  we  possess 
a  ready  means  of  making  sure  of  obtaining  the 
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results  described.  For  this  reason  it  is  advisable,  at 
least  for  the  untrained,  to  b^in  with  this  experi- 
ment (pressure  iv).  The  existence  of  the  proximal 
ictus  being  once  recognised,  the  other  stages  of  the 
analysis  will  be  more  readily  mastered. 

If  during  the  performance  of  this  experiment  the 
beat  of  the  Radialis  Indicis  be  kept  under  ocular 
observation,  its  pulsation  will  be  noticed  to  become 
fainter,  whilst  increasing  pressure  is  made  on  the 
radial  artery.  At  the  exact  moment  when  the  ictus 
is  felt  at  the  proximal  side  of  the  finger,  the  pulsa- 
tion will  cease  to  be  visible. 

N.B. — Should  an  anastomotic  pulse  exist,  this  will 
very  soon  restore  some  pulsation  in  the  Radialis 
Indicis,  but  of  a  different  type  from  that  which 
obtained  up  to  that  time.  The  peculiarities  of  the 
fresh  pulsation  will  be  further  described  in  connec- 
tion with  the  anastomotic  pulse  (see  p.  169)L 

Brief  &eTl«w  of  the  Beftults  hitherto  Obtained. 

Experiment  A  :  Very  light  pressure  (i)^  hardly 
exceeding  that  of  simple  contact,  is  made   on  the 
artery.     The  sensation   of  ictus  is   limited  to  the 
extremity  of  the  pulp  applied  to  the  vessel.     Some-  \ 
thing  of  the  pulse  wave  may  also  be  felt. 

Experiment  B :  Slightly  increased  pressure  (ii)  will 
cause  the  ictus  to  be  felt  at  the  distal  phalangeal 
border.  The  progress  of  the  wave  will  now  be  more 
plainly  felt  under  the  pulp  of  the  finger. 

Experiment  C:  With  care,  further  pressure  (Hi) 
will  cause  the  ictus  to  be  felt  under  the  centre  of  the 
pulp,  and  less  plainly  at  the  extreme  phalangeal 
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borders.  Whilst  the  wave  is  felt  over  the  whole  surtltce 
of  contact,  its  direction  is  not  clearly  perceived. 

The  third  degree  of  pressure  thus  restores  the 
ictus  to  the  median  situation.  We  shall  see  by-and- 
by  that  this  intermediate  pressure  is  often  axxjom- 
panied  with  thrill. 

Experiment  D :  Stronger  pressure  (iv)  entirely 
deprives  the  flat  of  the  pulp  of  the  feeling  of  pulse- 
wave  and  of  the  sensation  of  ictus,  which  is  now 
exclusively  perceived  at  the  proximal  phalangeal 
border — preceded  only  by  an  exceedingly  brief  im- 
pact of  the  pulse- wave. 

These  four  fundamental  observations  are  the  basis 
of  all  further  pulse  analysis,  and  in  that  connection 
they  need  to  be  thoroughly  understood  and  verified 
by  the  reader. 

All  the  sensations  which  have  been  described  are 
more  or,  less  plainly  called  forth  in  any  ordinary 
palpation  of  the  pulse,  but  the  proportion  in  which 
they  are  blended  is  inconstant,  and  the  resulting 
composite  sensation  must  vary  with  each  observer. 
So  long  as  they  fail  to  be  isolated,  clear  deductions 
must  fail  to  be  drawn  from  each  of  them  ;  it  is  most 
unlikely  that  a  distinction  will  be  made  between  the 
wave  and  the  ictus ;  and  the  localisation  of  the  ictus 
will,  of  course,  escape  recognition.  Any  definite 
conclusion  that  might  be  framed  would  remain  of 
an  elementary  order,  and  would  chiefly  relate  to  the 
general  characters  of  suddenness,  short  duration,  and 
predominant  upheaving  action  peculiar  to  the  pulse 
beat.  This  is  precisely  the  kind  of  description  given 
by  the  earliest  authors  under  the  name  "  micatio," 
and  still  current  among  us. 
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Oheok  Sxperiments  with  the  Help  of  a  Test- 
Vlnger  applied  below  the  FresBiire-Finger. 

The  same  series  of  observations  should  be  repeated 
with  the  additional  help  of  Df^  a  finger  from  the 
other  hand,  very  lightly  applied  to  the  wrist  nearer 
the  hand.  This  arrangement  has  the  advantage  of 
supplying  information  as  to  the  existence  or  absence 
in  the  subject  of  any  anastomotic  pulse.  We  will 
suppose  for  the  present  that  there  existed  none.  It 
should  be  stated  that  the  finger  Df^  applied  lightly 
as  a  testing  finger,  will  not  in  any  way  modify  the 
results,  which  C/'will  continue  to  feel. 

Experiment  viii. 

So  long  as  C/*  exerts  light  pressure  only,  the  pulse 
is  perceived  at  i^as  before. 

Fig.  35. 


Pressure  i :  i>/a8  test-finger  feels  the  ictus,  as  does  Cf, 

Experiment  ix. 

Moderate  pressures  at  Cf  will  not  materially  alter 
the  conditions  in  respect  of  Df.     With  pressure  ii. 
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and  even  throughout  the  range  of  pressure  iii,  puka- 
tion  will  still  be  felt  at  Df, 


Pressure  iii :   hf  still  feels  the  ictus ;  thongh  more  and 
more  faintly  with  growing  pressure. 


Experiment  x. 

Deeper  pressure  will  (the  anastomotic  pulse  being 
absent)  put  an  end  to  sill  pulse  sensation  at  2)/. 
Nothing  will  be  felt  beyond  Cf. 

Fia.  37. 


Pressore  iv :  2>/ loses  all  sensation  of  ictns  and  of  pulse- wave. 

It  is  well  to  entrust  to  the  finger  of  another 
observer  the  testing  for  the  absence  of  pulsation. 
This  is  a  safer  means  of  confirming  the  often-repeated 
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observation  that  the  moment  of  the  appearance  of  an 
ictus  at  the  proximal  phalangeal  border  is  also  the 
moment  of  stoppage  of  any  palpable  pulsation 
beyond. 

[N.B. — In  these  experiments  the  test-finger  is  sup- 
posed to  be  farther  removed  fix)m  Cf  than  in  the 
entirely  distinct  experiments  with  paired  fingers  (see 
p.  130),] 

Thus  it  is  clear  that,  if  the  pressure  of  the  proximal 
finger  be  suflScieutly  light,  the  wave  will  travel  on. 
If  now  the  distal  finger  be  applied  with  varying 
pressures,  it  will  perceive  the  same  graduated  sensa- 
tions which  we  have  previously  described  in  con- 
nection with  the  proximal  finger. 

With  growing  pressures  at  Cf  less  and  less  of  the 
pulse-wave  will  be  transmitted^  until  it  altogether 
ceases  to  be  felt  at  Df. 

The  influence  of  the  application  of  pressure  on  the 
artery  higher  up  is  a  separate  matter  for  investiga- 
tion ;  and  with  this  view  the  testing-finger  shovdd  be 
applied  above  the  pressure-finger.  This  subject  being 
one  of  some  importance,  will  be  separately  considered 
on  p.  158. 
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CHAPTER  VL 

THE  PULSE-SENSATIONS  WHEN  TWO  OR 
MORE  FINGERS  ARE  USED. 

I.  The  Impressions  Conveyed  to  Two  Fingers 
Simultaneously  Applied  to  the  Pulse. 

The  multiplicity  of  sensations,  being  so  great  with 
one  finger,  cannot  fail  to  be  greater  with  two.  We 
must  be  prepared  for  a  reduplication  of  the  sensations 
of  the  single  finger  or,  the  passage  of  the  wave  being 
so  rapid,  at  legist  for  an  overlapping  of  the  sensations. 
In  either  case  the  impressions  would  become  less  dis- 
tinct and  at  the  same  time  more  prolonged. 

But  there  are  worse  sources  of  complication  than 
the  mere  increase  in  number.  Lack  of  uniformity  in 
the  acuteness  of  feeling  of  the  two  fingers,  and  the 
unevenness,  or  imperfectly  sustained  equality,  of  their 
pressures  are  possibilities  of  confusion  which  did  not 
exist  in  connection  with  the  single  finger. 

There  are  also  in  the  combined  use  of  two  fingers 
inherent  or  physiologicstl  peculiarities  by  which  sen- 
sations are  apt  to  be  modified.  When  two  fingers 
are  paired  in  work,  each  of  them  loses  a  portion  of  its 
individuality,  so  that  the  diversity  of  their  sensations 
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is  thereby  reduced.  A  second  result,  well  known  to 
physiologists,  is  the  transfer  and  reinforcement  of 
the  sensations  of  the  side  of  one  finger  by  those  of 
the  contiguous  side  of  the  next  finger.  Thus  the 
individual  sensations  of  each  would  become  less 
complete,  and  their  joint  sensations  would  acquire 
greater  forc^.  The  tendency  will  be  for  the  two 
fingers  to  combine  their  impressions,  and  to  a  certain 
extent  to  palpate  as  one  finger  might  palpate ;  with 
this  di£Ferenoe,  however,  that  the  non-contiguous 
phalangeal  borders  are  farther  apart^  and  that  the 
surface  of  the  pulp  used  is  doubled,  and  possesses  a 
central  area  of  reinforced  capacity  for  feeling.  At 
best,  therefore,  this  combination  is  but  a  distant 
imitation  of  the  single  finger. 

When,  however,  the  two  fingers  are  not  in  mutual 
contact,  the  resemblance  is  at  an  end,  and  the  condi- 
tions are  entirely  novel.  We  may  therefore  assume, 
and  presently  we  shall  be  able  to  explain,  that 
palpation  must  have  different  results  according  as 
the  fingers  are  held  apart  or  in  firm  mutual  contact. 
The  latter  is  the  usual  plan ;  and  it  was  in  this  way 
that  the  author  s  first  observations  of  the  ictus  were 
made  (see  p.  92),  three  fingers  being  then  used.  A 
separate  consideration  of  these  two  combinations  is 
necessary. 
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Analysis  of  the  Pulse  Sensations  of  Two 

Fingers  applied  to  the  Polse^  the 

nngers  being  in  Wirm 

Mntual  Ctontaot. 

In  repeating  the  original  series  of  "  fundamental " 
experiments,  with  paired  fingers,  it  is  best  to  begin 
with 

Experiment  D,  the  simplest  to    apply  and  the 


Pressure   iv    (or   pressure  v — obliteratiye)   applied   with 
paired  fingers :  lotus  felt  by  Cfonlj,  on  its  proximal  side. 

easiest  to  interpret.  The  application  of  obliterating 
pressure,  either  by  means  of  both  fingers  or  even  of 
the  proximal  finger  alone,  will  give  precisely  the 
same  sensations  as  previously  recorded  with  one 
finger.  A  solitary  ictus,  limited  to  the  proximal  side 
of  the  central  finger,  will  be  the  result 

In  further  experimentation  with  the  other  d^rees 
of  pressure,  it  is  extremely  difficult  to  be  sure  that 
the  weight  applied  by  the  two  fingers  is  exactly 
identical.  We  shall  proceed  on  the  assumption  that 
it  is. 
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Experiment  A. — ^With  very  light  pressure  two 
sensations  may  be  evenly  distinguished  by  the  flat 
of  each  of  the  two  pulps  (very  little  being  felt  by 


FlO.  89* 


Df 


Cf 


FressTue  i :  The  progrees,  or  undulation,  of  the  wave  is  per 
oeived  by  the  paired  fingers. 

their  extreme  sides).  One  is  the  sensation  of  a  cen- 
trifugal wave  moving  under  the  finger.  This  was 
only  feebly  obtained  with  the  single  finger. 


Pressure  i :  The  ictus  striking  upwards  against  the  fingers. 

The  second  is  a  feeling  of  upheaval,  analogous  to 
that  previously  described,  but  giving  the  impression 
of  a  more  ample  curve.     This  is  the  ictus,  felt  by  the 
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two  digital  extremities.  But  for  its  flash-like  rapidity, 
it  would  probably  have  been  realised  as  a  double, 
instead  of  a  single  impression. 

Experiment  B. — At  this  stage  more  than  at  any 
other,  viz.,  when  the  pressure  is  increased  from  i  to 
ii,  the  sensation  will  depend  on  the  proportion  of 
pressure  exercised  by  each  of  the  two  fingers.  The 
occurrence  of  an  ictus  on  the  distal  side  of  the  distal 
finger  Df  will  be  the  first  thing  to  attract  notice. 
In  this  respect  no  diflference  occurs. 


Pressure  ii :  The  iotas  is  felt  distally  (below  D).  It  is  also 
perceived  between  the  paired  fingers;  thus  striking  i^on 
both  sides. 

If  the  pressure  of  the  proximal  finger  be  less 
than  that  of  Df,  nothing  further  will  be  experienced 
hy  Cf  beyond  the  moving  wave,  as  described  on 
page  131, 

Should,  however,  Cf,  as  intended,  be  bearing  with 
an  equal  amount  of  pressure  on  the  artery,  the 
sensation  of  ictus  will  not  be  limited  to  the  distal 
border  of  Df,  but  the  ictus  will  continue  very 
perceptible  under  both  pulps ;  and  together  with  it 
the  undulation  previously  mentioned.  The  ictus, 
however,  is  not  felt  evenly  under  the  whole  surfiswe 
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of  contact,  but  tends  to  be  localised  at  the  junction 
between  the  two.  This  will  be  more  ftdly  explained 
under  the  following  heading. 

Much  less  is  the  ictus  evenly  felt  by  the  pulp  and 
by  the  distal  border.  There  is  a  great  preponderance 
of  sensation  at  the  latter. 

It  should  be  pointed  out  that,  whenever  two 
fingers  are  used,  that  nearest  the  wrist  has  a  position 
of  advantage,  owing  to  the  lessening  bulk  of  the 
muscles  and  to  the  larger  surface  of  bone.  The 
relative  strength  of  the  distal  ictus,  to  which  refer- 
ence has  been  made  (see  p.  107),  also  tells  in  its 
favour.  The  distal  finger  and  its  distal  side  thus 
become,  or  tend  to  be,  as  it  were,  the  centre  of 
sensation. 

Experiment  C. — ^When  one  finger  was  used  the 


Pressure  iii  t  Strong  iotns  felt  between  the  paired  fingers. 

effects  of  this  degree  of  pressure  were  not  strongly 
marked.  With  two  fingers  they  are  most  definite. 
The  feeling  of  wave  is  still  there,  but  it  is  blended 
with  and,  as  it  were,  subordinate  to  the  feeling  of 
ictus.  The  ictus  is  bulky  and  strong,  with  a  big 
heave  strih/iig  between  the  two  fingers. 
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This  localisation  in  an  intermediate  position,  and 
this  lumpy  character  of  the  ictus,  were  already  fore- 
shadowed in  the  sensa^tions  described  in  Experi- 
ment  B.  The  beat  almost  seems  to  possess  solidity 
and  to  wedge  itself  between  the  fingers,  and  its 
surface  to  be  smooth  and  round. 

Some  explanation  for  these  features  has  already 
been  hinted  at.  The  ictus,  which  in  the  case  of  a 
single  finger  has  its  seat  immediately  beneath  the 
pulp,  becomes  in  this  case  centred  where  the  sensi- 
tiveness is  greatest,  viz.,  at  the  contiguous  phalangeal 
borders,  the  tactile  surfaces  reinforcing  each  other's 
impressions. 

Experiment  D. — We   now  revert  to  our  earlier 


Pressure  iv :  Any  Ictas  between  Cf  and  Xy  indicates  that 
their  pressures  are  not  even ;  and  that  greater  pressore  is 
being  made  by  Df, 


experiment,  to  explain  that  the  occurrence  of  any 
ictus  at  the  junction  of  the  paired  fingers,  in  addition 
to  the  ictus  at  C,  should  be  regarded  as  an  exception 
to  the  rule,  and  as  accidental.  It  would  indicate 
that  greater  pressure  had,  unconsciously,  been  exerted 
by  Z)/than  by  Cf. 


Digitized  by 


Google 


TWO  OR  MORE   FINGERS  APPLIED. 


135 


B. 

Analysis  of  the  Pulse  Sensations  of  Two 

Fingers  applied  to  the  Pnlse^  the 

Fingers  not  being  in 

Mutual  Contact. 

Whenever  the  fingers  are  not  in  firm  mutual 
contact,  the  result  will  altogether  depend  upon  their 
interval. 

(m)  The  Znterral  between  the  Tin^erm  is  trlfllnir* 

The  events  in  this  case  will  closely  resemble  those 

previously  described. 

•Fig.  44. 


Pressure  iii :  The  enlarged  sensation  of  ictus ;  and  its  pro- 
jection at  the  interspace  between  the  fingers. 

In  Experiment  C  the  seat  of  strongest  pulsation 
will  be  the  interspace  between  the  fingers ;  and  the 
relative  strength  of  the  pulsation,  there  felt,  will  be 
even  in  excess  of  the  actual  strength  belonging  to 
the  pulse.  This  exaggerated  sensation  is  due  to  the 
fact  that,  unless  the  two  fingers  be  crossed,  as  in  a 
familiar  physiological  experiment,  the  double  ictus 
will  be  felt  as  a  single  one  by  the  two  surfaces 
accustomed  to  feel  mutual  contact ;  and  this  will  be 
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experienced  even  by  observers  conversant  with  the 
analysis  of  the  pulse.  The  two  sensations  will  be 
summed,  as  well  as  fused  together.  To  Fouquet 
belongs  the  credit  of  having  first  described  this 
peculiarity,  though  he  does  not  seem  to  have  sus- 
pected its  cause. 


(b)  The  Zntervftl  between  the  Ftnir^ni  is  marked. 

If  the  interval  be  not  less  than  one-third  to  one- 
half  of  a  finger  s  breadth,  the  conditions  will  be 
perceptibly  modified.  We  shall  practically  be  feeling 
with  two  single  fingers,  each  capable  of  the  sensations 
of  distal  and  of  proximal  ictus. 

In  Experiment  A  the  perception  will  no  longer 
be  of  one,  but  of  two  points  of  contact. 

Fig.  46. 
Df  cr 


Pressure  i :  The  fingers  too  far  apart  to  feel  the  ictus  as  a 
single  event. 

On  applying  pressure  ii  {Experiment  B),  the 
rise  of  the  wave  will  be  felt  distinctly  by  the  two 
fingers,  but  the  same  cannot  be  said  of  the  ictus,  at 
least  in  the  majority  of  instances.  Although  an  ictus 
may  be  felt,  with  the  help  of  special  manipulation, 
at  the  distal  border  of  the  proximal  finger,  as  a 
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rule  it  is  not  noticeable,  probably  owing  to  the 
marked  predominance  of  the  feeling  of  ictus  at  the 
distal  finger. 


Fig.  46. 


Pressure  ii :  The  ictus  felt  mainly,  or  alone,  by  the  distal 
finger,  which  seems  to  be  lifted  at  each  beat. 

The  peculiarity  of  the  ictus  in  this  case  is  that  it 
appears  to  lift  the  distal  finger  tip.  The  mind  is 
less  impressed,  than  when  one  finger  only  is  on  the 
pulse,  with  the  distinction  between  the  proximal  and 
the  distal  borders ;  although  with  further  attention 
they  will  readily  be  distinguished. 

FlO.  47. 


Pressure  ir :  The  sensation  of  ictus  is  limited  to  the  proximal 
side  of  Cf;  except  during  the  lighter  degrees  of  pressure  iv, 
when  the  finger  may  feel  as  though  lifted  bodily  by  the  beat. 

Experiment  D  is  also  apt  to  give  rise  to  a  sense 
of  lifting  of  the  proximal  finger,  when  the  pressure 
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is  not  such  as  to  produce  obliteration  of  the  arterial 
channel.  As  soon  as  this  has  occurred,  the  ictus  is 
felt  exclusively  at  the  proximal  finger  border. 

The  results  of  Experiment  C  performed  with  an 
interval  of  half  a  finger's  breadth  are  remarkable,  and 
possess  historical  interest,  having  been  accurately 
described  and  depicted  by  Fouquet,  and  apparently 
obtained,  at  a  much  earlier  date,  by  Struthius.*  The 
following  diagrams,  reproduced  from  the  interesting 
work  of  Struthius,  are  conclusive  evidence  that  he 
was  familiar  with  the  sensation  of  prominent  icttis ; 
but  he  does  not,  unfortunately,  specify  the  mode  of 
palpation  which  enabled  him  to  perceive  it. 

Fig.  48. 

Struthias  {loc  cU.)^  p.  94  :  "  Qnod  si  has  tres  arteriae  fignras 
characteribus  exprimere  veils,  isti  erunt.  Circnlaris,  angolaris, 
depressa.*' ....  p.  95  :  "  Angularis  figura  arterise,  si  Aultuni 
86  extolerit  ad  tactum,  altum  et  angostum  indicat  polsum :  si 
vero  emineat  parum,  hamilem  et  angastnm.  Depressa  arteris 
figura,  latum  et  humilem  indicat  pulsum." 

Fig.  49. 


Struthius  (loc.  cit.),  p.  58  :  **Quod  si  quoquo  modo  depingi 
haec  possint,  pulsus  convulsivus  similis  est  dum  distenditur, 
lineis  incurvatis  modic^,  utrinq ;  tensis,  vibratus  vero  lineis 
multum  inflexis  in  altum,  et  acuminatis  cujusmodi  etiam 
figura  est  chordae  in  arcu  fortiter  tenso,  seu  yibrato,  qua 
parte  ei  sagitta  opponitur  acuminatse." 

With  this  degree  of  pressure  the  sensation  of  ictus 
or  of  pulsation  is  not,  as  in  the  other  cases,  limited 


*  Doubtless  this  peculiarity  is  more  distinctly  perceptible  in  certain 
pathological  states,  but  it  is  essentially  physiological. 
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Fig.  60. 


189 


Pressnre  iii :  Tlie  ictus  is  felt  jointly  by  the  two  fingers,  as 
a  prominent  swelling,  rising  between  them  above  the  arterial 
leyel. 

Fig.  51. 


Facsimile  of  Fouquet's  original  illustration  of  the  pulsatile 
knob  felt  and  seen  between  the  fingers,  in  the  "  stomachal " 
variety  of  pulse. 
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to  one  of  the  two  fingers,  but  is  shared  by  both,  and 
yet  it  remains  a  single  sensation.  It  resembles  a 
rounded  body  rising  between  the  fingers.  As  stated 
by  Fouquet,  this  prominence  can  also  be  seen  between 
the  two  fingers,  in  the  lean  subject.  This  circum- 
stance gives  further  interest  to  the  observation,  and 
in  connection  with  it  additional  remarks  will  follow 
(see  p.  158,  Oliver's  "  Expansile  Reaction.") 

It  should  be  added  that  in  the  performance  of  this 
experiment  a  thrill  is  often  noticed. 

II.  The  Sensations  perceived  by  Three 
Fingers  Conjoined. 

It  is  unnecessary  to  follow  out  in  full  detail  the 
complications  which  arise  when  three  or  four  fingers 
are  used  jointly.  The  same  principles  will  apply, 
and  with  the  help  of  the  explanations  already  given, 
any  one  can  work  out  for  himself  the  peculiarities 
special  to  each  combination. 

Experiment  xi. 


Pressure  ii :  The  ictus  and  lift  occur  at  Dfj  a  alight  ictus 
alBO  felt  by  i/j^and  Cf. 
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With  three  fingers  kept  in  firm  mutual  contact 
the  feeling  of  wave-progression  will  be  very  distinct 
under  light  pressure.     Here  again  the  distal  ictus 


Pressure  iv :  The  ictus  and  lift  restricted  to  Cf;  any  sensa- 
tion experienced  by  X^  is  of  a  different  order  (anastomotic). 

(pressure  ii)  will  be  perceived  under  the  pulp  of  the 
distal  finger;  and  the  proximal  ictus  (pressure  iv), 
under  that  of  the  proximal  finger,  both  fingers  ex- 
periencing in  turn  the  sensation  of  lift. 


Pressure  iii :  The  ictus  and  lift  centre  in  Mfj  slighter  ictus 
at  or  and  at  Df. 

The  intermediate  ictus  (pressure  iii)  will  be  localised 
under  the  pulp  of  the  intervening  finger,  Mfi  which 
perceives  it  strongly,  the  adjoining  fingers  sharing  to 
a  slight  extent  in  the  sensation. 
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III.  The  Sensations  perceived  by  Four 
Fingers  Conjoined. 

Experiment  xn. 

With  four  Jiiigers  applied  with  pressure  iii,  in  the 
same  way  as  in  the  preceding  experiment,  the  inter- 
mediate ictus  will  be  perceived  by  the  two  inter- 
mediate fingers.     Owing  to  increased  sensitiveness 


Pressure  iii:  The  iotns  and  lift  felt,  mainlj  bj  the  two 
fingers  Mf;  slight  iotas  also  felt  bj  (^and  D/. 

at  their  conjoined  borders,  there  will  be  inequality  in 
tbe  perception  of  the  progress  of  the  wave,  which 
will  thus  give  rise  to  a  worm-like  feel,  and  in  some 
cases  to  a  thrill. 

Experiment  xiii. 

The  progression  of  the  wave  is  also  prominently 
felt  with  pressure  i ;  in  this  case  because  there  is 
equality  and  separate  perception  of  the  ictus  which 
strikes  each  finger  in  succession,  in  an  axial  direc- 
tion. 
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Pressure  i :  A  light  ictns  strikes  each  finger  in  snocession ; 
the  wave  is  felt  moving. 


ExpeHment  xiv. 

If  pressure  ii  be  employed,  the  sensation  of  ictus 
will  be  perceived  mainly  at  the  distal  border  of  Dfy 


Pressure  ii  applied  by  D/only,  pressure  i  by  the  rest :  The 
localisation  of  the  ictus  is  the  same  as  when  pressure  ii  is 
made  by  all. 

the  other  fingers  receiving  a  relatively  slight  and 
indistinct  shock.     As  shown  in  Fig.  57,  the  same 
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incidence  of  the  ictus  is  observed  when  Df  only  is 
exercising  pressure  ii,  the  other  fingers  using  pres- 
sure i. 

Experiment  xv. 

The  results  obtained  with  pressure  iv  are  analogous 
to  those  previously  described.  Cf  alone  is  the  seat 
of  sensation. 

Fig.  58. 
Mf  HS 


PreaBure  iv :  Ictus  and  lift  felt  exclusively  at  Cf, 

In  general  it  may  be  stated  that  the  greater  the 
number  of  fingers  used — (1)  the  greater  will  be  the 
duration  of  the  total  impression,  beginning  at  the 
proximal  finger  with  the  onset  of  the  wave  and 
ending  at  the  distal  finger  with  the  ictus ;  (2)  the 
more  distinct  also  will  be  the  feeling  of  progression 
of  the  wave ;  and  (3)  the  stronger  also  will  be  the 
sensation  of  upheaval  of  the  artery. 

Since,  however,  the  difficulty  of  producing  even 
pressures  at  all  points  grows  with  the  number  of 
fingers  employed,  the  variety  in  the  site  of  the 
maximum  impulse  will  be  greater,  and  the  ictus 
may  appear  to  be  a  shifting  quantity.     To  take  only 
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one  instance,  if  the  intermediate  finger  be  pressed 
more  firmly  than  the  extremes,  the  ictus  will  be 
localised  under  this  finger,  with  varying  results  in 
respect  of  the  two  others  according  to  the  degree  of 
the  pressures  made  by  them. 
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CHAPTER  VIL 

THE  PEOXIMAL,  THE  DISTAL,  AND  THE 
INTERMEDIATE  ICTUS.  THEIR  DI- 
RECTION AND  RELATIVE  TIME. 

The  Directions  fkrom  which  the  Ictus  is  felt 
to  arise. 

From  the  way  in  which  it  strikes  diflferent  parts 
of  the  finger  under  different  degrees  of  pressure,  the 
wave  might  be  expected  to  convey  an  impression  of 
varying  directions.  Thus,  in  cases  when  pressure  i 
or  pressure  iii  was  employed,  the  ictus  would  be 
felt  to  strike  upwards.  In  the  case  of  pressure  ii  it 
would  strike  backivards,  as  though  coming  from  the 
hand.  In  that  of  pressure  iv  the  stroke  would 
possess  a  forward  direction  as  though  coming  from 
the  heart.  These  are  precisely  the  sensations  ex- 
perienced. 

With  a  view  to  identifying  the  various  directions 
described,  we  propose  to  adopt  the  following  terms  : 
pi'oximal  ictics ;  distal  ictics ;  and  intermediate  ictxis ; 
these  terms  not  implying  of  necessity  an  identity  in 
the  nature  or  mechanism  of  the  events. 
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Analysis  of  the  PrQzlmal  lotos. 

Without  anticipating  remarks  which  belong  to 
another  section  (see  page  304),  attention  may  be 
called  to  the  contrast  which  exists  between  the 
proximal  ictus  and  the  other  varieties.  The  inter- 
mediate ictus  will  be  found  not  infrequently  associ- 
ated with  the  distal  ictus,  but  seldom,  if  ever,  with 
the  proximal  ictus ;  whilst  proximal  and  distal  ictus 
are  absolutely  opposed. 

Its  ConstltiieBt  Blements. 

The  question  as  to  the  mechanism  of  the  distal 
ictus  has  not  yet  been  answered,  but  we  may  form 
some  idea  as  to  the  mechanism  of  the  proximal 
ictus. 

A  j&nger,  firmly  planted  down  across  the  artery, 
must  clearly  receive  the  shock  of  the  head  of  the 
wave,  of  the  body  of  the  wave,  and  of  any  ictus  the 
wave  may  possess.  For  these  constituent  elements 
we  are  entitled  to  search  the  proximal  ictus,  and 
in  favourable  instances  we  shall  identify  them  all 
three.  The  onset  of  the  wave  constitutes  in  itself 
a  miniature  ictus;  in  some  cases  it  may  even 
acquire  the  full  value  of  the  latter  as  regards 
strength  and  suddenness.  It  can  in  most  pulses  be 
distinctly  felt  striking  against  the  finger.  In  its  train 
comes  the  growing  fulness  of  the  wave.  Both  these 
preliminary  events  are  of  brief  though  appreciable 
duration,  and  owing  to  their  relative  softness,  apt  to 
be  overlooked,  or  to  be  regarded  as  early  phases  of 
the  ictus  strictly  so  called.  The  latter  is  the  promi- 
nent event,  though  a  peculiarly  short  one. 
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CIreat  AbraptneM  of  the  Iotas  Fropor« 

It  is  noteworthy  that  although  the  ictus  strikes 
up  against  the  finger,  its  pressure  is  evanescent :  the 
blow  is  instantaneous,  and  falls  away  from  the  finger 
with  singular  suddenness.  This  abrupt  ending  con- 
trasts with  the  feeling  perceived  in  Experiment  C, 
a  feeling  more  substantial  and  lasting,  the  ictus 
seeming  not  only  to  strike  the  finger  but  to  pass 
under  it. 

Though  the  two  minor  impacts  associated  with  the 
proximal  ictus  lack  this  abruptness,  and  keep  up 
their  pressure  for  an  appreciable  time,  the  instanta- 
neous character  special  to  the  ictus  itself  becomes 
the  distinctive  feature  of  the  proximal  pulsation  as 
as  a  whole,  a  feature  sufficiently  marked  to  cause  us 
to  regard  this  ictus  as  differing  from  the  two  others. 
Between  the  latter  we  may  possibly  find  similar  dis- 
tinctions, when  their  respective  mechanisms  shall 
stand  forth  as  clearly  as  that  of  the  proximal  ictus. 

The  Direction  of  the  lotos. 

The  ubiquitous  occurrence  and  the  varying  delay 
of  the  ictus  point  to  it  as  a  travelling  event,  or,  at 
any  rate,  as  being  associated  with  some  travelling 
event  At  the  wrist  the  direction  which  it  naturally 
assumes  is  centripetal.  This  statement  is  borne  out 
by  the  simple  experiment  detailed  on  page  156. 

But  the  simplest  demonstration  of  this  fact  lies  in 
the  inspection  of  an  arm  presenting  at  the  wrist 
and  at  the  elbow  a  strong  visible  pulse  beat.  Instru- 
mental methods  might  be  adopted  for  timing  the 
two  events,  and  for  supplying  written  evidence  of 
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their  time  difference.  They  could  hardly  add  any- 
thing to  the  clearness  with  which  the  finger  perceives 
the  latter.  Palpation  of  the  artery,  inch  by  inch  up 
the  arm,  proves  conclusively  the  identity  and  the 
continuity  of  the  ictus  which  is  observed  at  different 


Fig.  69. 


The  finger  is  gradnallj  shifted  up  the  arm :  the  same  ictus 
follows  it  up.  This  proves  the  identity  of  the  iotas  felt  first 
at  the  wrist  and  later  at  the  elbow. 

moments  at  the  two  extreme  points.  The  delay  at 
the  elbow  must  therefore  be  admitted  as  evidence 
that  the  ictus  has  travelled  upwards  from  the  wrist 
{cf.  p.  322). 


The  Relatlye  Time  of  the  Zotiis. 

The  impression  that  the  tactile  ictus  is  coincident 
and  perhaps  identical  with  the  so-called  percussion- 
wave  is  one  difficult  to  resist.  At  this  early  stage 
of  the  study  of  the  tactile  phenomena,  we  should, 
however,  avoid  nothing  more  carefully  than  pre- 
judging the  points  at  issue. 

Beyond  doubt,  in  all  arteries  the  ictus  follows 
very  quickly  upon  the  orvset  of  the  systolic  wave ;  but 
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it  has  perhaps  never  been  noticed  that  the  interval 
of  time  between  them  is  not  everywhere  identical. 
This  unexpected  fact  may  be  observed  in  the  radial 
artery,  even  within  the  short  stretch  of  three  inclies 
where  it  is  visible  at  the  wrist.  The  differential 
delay  is  very  small ;  but  it  is  not  too  small  for  the 
eye  or  for  the  finger.  The  ictus  will  be  seen  to  take 
place  appreciably  earlier  after  the  onset  of  the  wave 
at  the  extremity  of  the  radius  than  a  little  higher  up ; 
and  the  same  conclusion  will  be  arrived  at  by  the 
trained  observer,  if  he  will  apply  the  full  length  of 
the  thumb,  or  three  finger-tips  to  the  same  region. 

Bow  to  netermliie  the  BelatlTe  Time  of  the  Xetns. 

Two  methods  are  at  our  disposal  in  estimating  the 
relative  time  of  the  ictus  at  different  parts :  the 
tactile  and  the  ocular  method.  Their  respective 
value  will  be  discussed  at  another  place.*  The 
touch  and  the  eye  have  often  to  combine  in  work ; 
but  it  is  possible  to  use  them  separately  in  this 
casa 

The  rapid  rate  of  the  events  and  the  minuteness 
of  any  time-differences  between  their  incidence  at 
various  spots  almost  baffle  observation.  Among  the 
chief  difficulties  is  that  of  keeping  separate  the 
sensation  of  the  advent  of  the  wave,  and  of  the  ictus 
respectively.     The  wave,  being  of  course  perceived 


*  Observers  rary  greatly  as  to  their  capacity  for  timing  their  sensations. 
Considerable  practice  is  required  even  by  those  who  are  excellent  "  timists.*' 
It  is  important  that  any  isolated  experiments  of  one  individual  should  be 
confirmed  by  a  majority  of  other  observers. 
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first  by  the  proximal  finger,  would  almost  inevitably 

cause  the  ictus  to  be  felt  first  by  this  finger,  although 

the   two  events  do  not  of  necessity  keep   parallel 

times  or  necessarily  agree  in  direction.     In  most 

visible  pulses  the  wave  is  not  seen ;  we  are  therefore 

able  to  eliminate  this  possible  source  of  fallacy  by 

using  the  visual  method.     If  we  watch  the  pulse  at 

the  vmst    without    applying  the   finger,   we    shall 

generally  be  able  to   perceive  a  minute  difference 

between  the  time  of  onset  of  the  ictus  at  the  two 

extreme  spots  where  it  may  be  visible,  and  we  shall 

recognise  that  it  is  the  distal  spot  which  shows  the 

earlier  ictus  (see  also  p.  322). 

We  might  substitute  for  the  pressure  of  the  finger 
that  of  a  glass  slide  applied  across  the  long  axis  of 
the  artery ;  this  would  allow  us  to  apply  pressure 
and  at  the  same  time  to  keep  simultaneously  within 
sight  the  artery  on  either  side  of  the  pressure  applied. 
It  will  be  found  that  more  pulsation  occurs  when 
pressure  is  made,  and  that  the  distal  beat  at  the 
same  time  is  delayed. 

Timing  the  Pulse  with  the  Foot, 

The  difficult  task  is  much  facilitated  by  the  capacity 
which  we  possess  of  beating  strictly  accurate  time 
to  events  occurring  at  regular  intervals.  In  this 
case  the  personal  factor  and  the  time  of  nerve  con- 
duction are  eliminated.  Our  movements  in  beating 
time  anticipate  our  perception  of  the  rhythmic  events, 
and  can  be  made  perfectly  synchronous  with  the 
latter. 

Thus  in  comparing  the  time  of  the  distal  and  of  the 
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proximal  ictus,  we  first  beat  with  the  foot  accurate 
time  to  the  distal  ictus  (obtained  by  using  pressure 
ii,  e/I  p.  115).  Whilst  we  continue  to  beat  time, 
pressure  iv  is  made  by  the  finger  :  this  wiU  elicit 
the  proximal  ictus.  We  are  now  in  a  position  to 
notice  any  want  of  synchronism  between  the  beat  of 
the  foot,  which  represents  the  distal  ictus,  and  the 
proximal  ictus  which  is  felt  or  seen. 

It  is  well  to  verify  the  continued  accuracy  of  the 
foot  beat  by  relaxing  the  pressure  so  as  to  restore 
the  distal  ictus.  In  this  way  we  can  acquire  proof 
that  the  distal  ictus  is  not  absolutely  synchronous 
with  the  proximaL  My  own  determinations  have 
convinced  me  that  it  is  an  earlier  event  than  the 
latter. 


Fraeticftl  P termination  of  the  SelatlTO  Time  of  the 
ntstal  and  of  the  Frozimal  Zetos. 

There  are  various  ways  of  comparing  the  time  of 
the  two  events ; 

Experiment  xvi. 


A.  First  position  of  fin- 
ger. The  foot  times  this 
ictus. 


B.  Second  position  of 
finger.  The  foot  keeps  up 
the  time  of  A. 
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1.  By  using  one  finger  and  ascertaining  the 
rhythm  of  the  distal  ictus  at  D.  The  rhythm  being 
mean^vhile  kept  up  by  the  foot,  pressure  iv  is  applied. 
The  proximal  ictus  then  appearing  at  C  will  be 
fractionally  later. 


Experiment  xvii. 

2.  By  using  four  fingers  as  already  described  on 
p.  143.  The  distance  being  increased,  it  will  become 
less  difficult  to  identify  the  delay.  In  a  slow  pulse 
this  method  will  give  very  satisfactory  results. 


A.    First  position.    The  foot  beats  time  to  the  distal  iotas. 

As  shown  in  the  figmre,  in  the  first  phase  of  the 
exj>eriment  the  index  finger  alone  need  be  depressed 
to  obtain  the  distal  ictus.  This  will  also  be  the 
most  satisfactory  beat  to  time  with  the  foot. 
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FiO.  63. 

Mf  Mf 


B.     Second  position.     The  proximal  iotas  is  obtained, 
whilst  the  rhythm  of  A  is  kept  up  by  the  foot. 

Experiment  xviiL 

3.  Lastly,  by  using  both  arms  *  of  the  patient  and 
applying  a  finger  at  the  same  level  to  each  with 
pressures  ii  and  iv  respectively. 

Fig.  64.  Fia.  66. 


A.    The  distal  ictus,  ob- 
tained in  the  right  arm. 


B.    The  proximal  ictns, 
obtained  in  the  left  arm. 


The  distal  ictus — in  this  figure  the  right — will  be 
easily  recognised  as  the  earlier  of  the  two. 

*  In  all  comparative  time-observations  made  in  both  arms,  an  essential 
preliminary  is  to  ascertain  the  synchronism  of  the  two.  radial  beats,  and 
their  freedom  from  anastomotic  pulsation. 
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If  any  doubt  should  be  felt,  the  observation  should 
be  repeated  with  a  change  of  hands ;  or  the  respective 
pressures  may  be  shifted  from  one  ann  to  the  other. 


Oombined  Observation  of  the  Progress  of  the 
Wave  and  of  the  Progress  of  the  lotos. 

It  is  good  practice  for  educating  the  timing  capacity 
of  the  finger  to  watch  the  full  succession  of.  events, 

Experiment  xix. 
Fig.  66. 


Pressure  ii  implied  by  both  fingers.    Df  is  struck  later  by 
the  systoUo  wave,  but  eadier  by  the  ictus,  than  Cf. 


When  two  fingers,  placed  on  the  radial  at  a  short 
interval,  both  exert  pressure  ii,  suflSciently  lightly 
to  enable  the  onset  of  the  wave  to  be  felt  by  each, 
whilst  the  distal  ictus  is  still  plainly  perceptible,  the 
direction  followed  by  the  wave  from  Cf  to  Z^will  be 
quite  unmistakeable.  In  other  words,  Cf  will  be 
struck  by  the  wave  perceptibly  earlier  than  Df.    Yet 
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if  the  attention  be  concentrated  on  the  distal  ictus, 
it  will  be  found  that  ly  is  earlier  than  D. 

This  latter  observation  is  a  little  difficult  to  carry 
out. 

Experiment  xx. 

An  easier  way  for  the  observer  to  demonstrate  for 

himself  the  retrograde  progress  of  the  distal  icttis  is 

to  place  the  four  fingers  of  the  left  hand  in  a  group 

on  his  right  radial  artery,  pressure  ii  being  lightly 

applied.     The  ictus  will  strike  the  fore-finger   Df 

first,  and  strongly. 

Fig  67. 

Mf  Mf 


Pressure  ii  applied  by  the  observer  to  his  own  arm.  The 
systolic  wave  is  felt  deacending  towards  the  wrist,  the  distal 
ictus  ascending. 

It  will  not,  however,  stop  there  ;  but,  if  the  pulse 
be  sufficiently  strong,  and  the  finger  pressure  appro- 
priate, it  will  be  felt  in  succession  by  the  middle 
finger  and  by  the  ring  finger. 

Experiment  xxi. 

Four  fingers  may  also    be   used  to   study  the 
progress  of  the  wave.      If  pressure  i  be  employed, 
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The  downward  march  of  the  wave  recognised  with  pressure  i. 

the  onset  of  the  wave  will  be  felt  in  a  centrifugal 
direction,  as  shown  by  the  arrows,  first  by  the  little 
finger  Cfy  and  seriatim  by  the  others. 
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MODIFICATIONS  OF  THE  PULSE  CAUSED 

BY  COMPRESSION  OF  THE  ARTERY, 

OR  INDUCED  BY  POSTURK 

I.  The  Effect  of  OBLrnsEATiNG  the  Pulse  at 

THE  WbIST,  on  the  STRENGTH   OF  THE  ICTUS 
ABOVE  THE   BlOCK, 

Expei*iment  xxii. 

If  whilst  pressure  ii  is  kept  up  by  the  proximal 
finger  Cf,  a  distal  finger  Df  be  placed  farther  down 
upon  the  artery,  the  effect  will  be  to  make  the  pulsa- 
tion at  C/*  stronger  ;  and  this  will  be  strongest  if  Df 
be  applied  forcibly  so  as  to  compress  the  artery.* 
This  fact  will  be  easily  recognised  by  alternately 
lifting  and  pressing  down  Df.    At  each  pressure  by 


*  This  observation  is  identical  with  that  described  by  Dr.  G.  Oliver, 
I  which  the  author  had  the  pleasure  of  reading  in  The  Practitioner  (vol.  50, 
\  April  1893),  a  year  after  the  above  was  written.  Farther  reference  will  be 
[made  to  Dr.  01iver*s  interesting  experiments  and  results.  The  term 
^  **  expansile  reaction,''  which  applies  to  one  phase  of  this  observation,  is  a 
1  usefnl  one. 
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the  finger  almost  a  shock  is  felt  at  the  distal  border 
^f  Q^  so  decided  and  distinct  is  the  impression. 


Fig. 


A.    Distal  ictus  at  Cf.    {Df  ^a  not  applied. ) 


Fig.  70. 


Cf 


B.    I)/*  being  firmly  applied,  the  pulsation  at  Cy  is  mnch 
increased. 

It  may  even  be  said  that  the  pulsation  continues 
to  be  intensified  by  each  successive  increment  of 
pressure  until  Df  produces  obliteration. 

Marey  *  long  ago  described,  in  the  following  words, 

*  E.  J.  Marey  :  *'  La  Circulation  du  Sang  a  I'^tat  Fhysiologique  et  dans 
les  Maladies,*'  Paris,  1881. 
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the  same  phenomenon,  observed  by  means  of  the 
Sphygmograph : 

"Si  Ton  comprime  gradnellement  Tart^re  au-dessous  du 
sphygmographe,  au  niveau  de  rartioulation  radio-carpienne,  on 
constate  un  accroissement  de  Tamplitude  des  pulsations.  La 
figure  159  donne  un  bon  example  de  cet  accroissement  de  la 
force  du  pouls ;  on  doit  Fexpliquer  par  le  choc  de  I'onde  sanguine 
centre  Fobstacle  sur  lequel  elle  se  r^flechit  comme  une  vague  qui 
vient  butter  contre  un  rocher.  CTest  cet  effet  que  nous  avons 
d^j4  indiqu^  sous  le  nom  de  coup  de  b^lier,  empnmtant  auz 
hydrauliciens  une  expression  technique." 

In  this  connection  it  is  interesting  to  note  von 
Frey's  statement,  that  he  has  demonstrated,  by 
repeated  experiment,  that  the  obliteration  beyond 
the  sphygmograph  of  the  radial  or  of  any  other 
artery,  introduces  no  essential  alteration  into  the 
shape  of  the  tracing. 

The  experiment  described  above  is  most  instruc- 
tive in  connection  with  the  proximal  ictus  also. 
Reference  has  elsewhere  been  made  (page  122)  to 
the  observations  obtained  with  the  proximal  border 
of  the  single  finger  employed. 

The  increased  volume  of  the  ictus  is  not,  however, 
to  be  duly  appreciated  by  one  finger.  Indeed,  it 
has  already  been  pointed  out  that  if  the  pressure  be 
very  great  the  sensation  of  proximal  ictus  may  be 
totally  abolished.  The  following  experiment  is 
based  upon  this  peculiarity. 

Experiment  xxiii. 

A  curious  result  may  be  obtained  under  favourable 
circumstances.     The  finger   pressures    may   be    so 
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arranged  that  no  pulse  is  perceptible  (A)  at  Cf 
except  when  Dfv&  firmly  applied  (B). 


Fig.  7U 


Cf 


A.    Cy  80  lightly  applied  that  it  peroeiTes  no  pulse,  whilst 
moderate  pressure  is  made  at  2). 


Fig.  72. 


cr 


B.    Stronger  pressure  by  Df  causes  pulsation  to  be  felt  by  Cf, 

During  this  second  phase  (B),  both  fingers  perceive 
the  ictus ;  but  if  i^be  pressed  down  very  strongly, 
it  may  in  turn  lose  the  feeling  of  pulsation  (C). 

In  this  way  C/"and  i>/' would  alternately  perceive 
pulsation,  and  cease  to  perceive  it 
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Fig.  78. 


0.    Forcible  pressure  deprives  Df  of  the  sensation  of  ictus, 
lotos  farther  intensified  at  Cf. 


Experiment  xxiv. 

Analogous  results  are  obtained  when  Cf\a  brought 
down  upon  the  artery,  with  pressure  iii  or  iv,  just 

FIO.  74. 


D«    The  same  increase  in  pulsation  obtained  when   Cf 
ezertf  pressure  iii  or  iv. 

above  the  seat  of  obliteration.  The  volume  of  the 
pulsation  will  be  much  increased  whenever  Z)/*  makes 
pressure;  and,  with  pressure  iv,  this  increase  will 
concern  the  proximal  ictus  (see  Fig.  74). 
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The  Bftoot  of  ForcdUe  Sressiire  on  the  Artery 

and  on  the  Pulsation  above  the 

Seat  of  Sressnre. 

The  arrangement  of  fingers  described  above  enables 
us  to  recognise  a  fiirther  influence  beyond  the  merely 
mechanical  alteration  of  the  intra-arterial  current  and 
pulsation  due  to  distal  obliteration. 

Faotltioiui  ArterUa  Spasm  and  Faraljsla. 

Experiment  xxv. 

Obliteration  having  been  effected  by  moderate 
pressure,  with  the  result  of  calling  forth  the  expan- 


FIG.  75. 


of 


Sensation  of  diminished  volame  and  pulsation  of  artery  at 
<y  when  forcible  pressure  is  made  by  2)/ suddenly. 

sile  reaction,  if  sudden  and  hard  pressure  be  now 
made  upon  the  artery,  the  volume  of  the  pulsation 
under  Cf  wiU  quickly  diminish,  till  it  almost  ceases 
to  be  felt. 


Digitized  by 


Google 


164 


PRESSURE  AND  POSTURE. 


If  the  same  pressure  be  kept  up, — after  a  varying 
number  of  seconds,  the  pulsation  will  gradually 
return,  and  ultimately  assume  greater  proportions 
than  previously. 


FIG.  76. 


Polflation  returning  after  a  while  at  Cf^  during  persistenoe 
of  pressure  at  Lf. 

This  is  a  practical  illustration  of  Marey's  law,* 
that  moderate  stimulation  will  produce  arterial  con- 
traction, and  excessive  stimulation  will  eventually 
produce  dilatation.  In  this  case  the  immediate 
effect  is  arterial  spasm,  which  quickly  gives  way  to 
paralysis  under  the  influence  of  a  continuance  of  the 
severe  stimulation.  We  witness  here  the  results  of 
that  which  may  be  termed  the  traumatic  degree  of 
pressure. 

Just  as  a  direct  lesion  of  an  exposed  artery  causes 
it  to  contract,  the  powerful  pressure  applied  through 
the  skin  stimulates  the  muscular  coat  of  the  artery 
to  spasmodic  contraction. 

We  are  thus  in  possession  of  a  means  of  causing 

♦  Marej,  "M6m.  sur  la  Contractility  Vase."  {Ann,  de$  Se.  Nat.  1858, 
4"»«  SIrie,  t.  ix.  p.  69). 
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arterial  muscular  spasm,  and  of  studying  the  dura- 
tion of  the  spasm,  and  some  of  its  features. 

The  permanently  exaggerated  pulsation  which 
follows  upon  the  local  occurrence  of  spasm  may  be 
r^arded  as  a  species  of  paralytic  relaxation  of  the 
arterial  muscular  tone,  induced  as  a  result  of  the 
previous  stimulation  of  the  muscular  fibres. 


Vhe  ■fBdct  of  Obliterating  the  Pulse  at  the 

TRTrlsts  on  the  Time  of  the  Iotas 

above  the  Obliteration. 


Experiment  xxvi. 


Fig.  77. 


Fig.  78. 


A.  Bigfatarm.  Obliter- 
ation at  />/  causes  the 
ictus  at  Cy  to  be  earlier. 


B.  Left  arm.  Pulse  not 
blocked*  The  ictus  at  Cf 
used  as  a  standard  of  time 
for  (A). 


The  easiest  way  of  trying  this  experiment  is  to 
use  the  patient's  two  arms.  In  one  of  them  D/is 
applied  with  obliterating  pressure  close  to  the  wrist ; 
and  Cfia  lightly  applied  higher  up  the  arm. 
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In  the  other  arm,  Cfy  is  applied  in  a  situation,  and 
with  a  pressure,  identical  with  those  employed  for 
Cf\  but  distal  pressure  is  not  made. 

This  arrangement  enables  the  trained  observer  to 
realise  that  distal  obliteration  causes  a  slight  advance 
in  the  moment  at  which  the  distal  ictus  is  felt  by 
the  proximal  finger. 

II.  Changes  in  the  Tactile  Pulse  induced 
BY  Posture. 

This  influence  on  the  pulse  has  been  studied  long 
ago  from  the  point  of  view  of  rate.  Recently,  Dr. 
Oliver  (Practitioner^  February  to  August,  1893)  has 
investigated  the  effects  on  the  pulse  of  changes  in  the 
posture  of  the  body  in  connection  with  the  "  expan- 
sile reaction."  An  analysis  of  this  portion  of  his 
important  observations  cannot  be  attempted  here. 

Znflnenoe  of  the  Attitude  of  the  Arm  on  the 
Strenirth  of  the  Fnlse  Wave. 

There  is,  however,  a  question  almost  more  closely 
connected  with  everyday  clinical  work, — that  of 
the  variations  noticed  in  the  radial  pulse,  according 
as  the  arm  is  raised  or  depressed. 

•  Experiment  xxvn. 

Marey  {loc.  cit  p.  287)  deals  with  the  subject  in 
the  following  terms : 

"  Quand  on  tient  le  bras  en  Elevation,  on  observe  souvent  que 
le  pouls  y  devient  plus  fort.     C'est  que  Tart^re,  trop  peu  d^pres- 
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sible  dans  Tetat  normal  le  devient  davantage  quand  l*^16vation  a 
fait  baisser  la  preesion  sangmne  dans  le  vaisseau.  Dans  ce  cas, 
Tond^e  sanguine  s'^lanoe  avec  plus  de  force  dans  Tart^re  moins 
tendue,  et  la  variation  de  pression  qu'elle  y  produit  est  plus 
brusque.  Lupine  et  Lorain  ont  constats  oet  effet  et  ont  souvent 
Titilisd,  au  lit  du  malade,  cette  mani^re  de  rendre  plus  apparent 
un  pouls  trop  faible  pour  ^tre  fid^lement  inscrit,  etc.'* 

Von  Kries  {loc.  ci<.,  pp.  103-111),  devotes  much 
attention  to  the  investigation  of  this  remarkable 
phenomenon.  His  observations  will  form  the  subject 
of  further  remarks  in  Part  IV.  (see  p.  231)  in 
connection  with  a  study  of  its  mechanism.  Accord- 
ing to  him,  the  increase  in  volume  described  by 
Marey  is  not  the  only  change  brought  about  in  the 
radial  pulse  by  elevation  of  the  arm.  The  additional 
differences  which  he  notices  will  be  gathered  from  an 
inspection  of  the  accompanying  sphygmogram  which 
is  reproduced  from  von  Frey's  work. 

Fig.  79. 


Badial  tracings  reproduced  from  von  Frey  (loc,  cit,  p.  220). 
The  npper  tracing  taken  with  arm  dependent,  the  lower  trac- 
ing with  arm  raised. 

In  the  tracing  corresponding  to  the  elevated 
position,  the  line  of  ascent  is  more  oblique  in  its 
upper  part,   and  distinctly   anacrotic,   the  line   of 
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descent  very  slow  in  its  fall,  and  the  dicrotic  notch 
and  rise  both  very  shallow. 

All  these  features  may  not  be  separately  perceived, 
but  they  are  readily  recognised,  as  a  whole,  by  the 
finger.  The  pulse  assumes  the  type  with  which  we 
are  familiar  in  cases  of  mitral  and  of  aortic  stenosis. 
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CHAPTER  IX. 

THE  ELEMENTARY    STUDY  OF  THE 
ANASTOMOTIC  PULSE. 

Th£:  complications  which  arise  when  an  anastomotic 
wave  is  combined  with  the  ordinary  wave,  have 
hitherto  obliged  us  altogether  to  exclude  the  former 
from  consideration.     We  now  turn  to  its  study. 

Fig.  80. 


Obliteration  bj  one  finger.    The  interrupted  arrows  repre- 
sent the  anastomotic  blood-stream  and  pulsation* 

In  many  radial  pulses,  probably  at  times  in  all, 
the  pulse  wave  finds  its  way  round  the  palmar  arch, 
through  one  vessel  or  the  other ;  most  often,  it  is 
stated,  through  the  Superficialis  VoIcb.  As  explained 
above,  the  presence  of  this  additional  pulsation  may 
be  detected  by  a  single  finger,  if  sufficiently  sensitive, 
by   pressing    so  firmly  against    the    radius   as    to 
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obliterate  the  arterial  channel.  Any  pulse  perceived 
by  the  distal  side  of  the  finger  can  then  be  only  an 
anastomotic  and  recurrent  pulse.  It  is  much  easier, 
however,  to  obliterate  the  artery  with  one  finger  Cf^ 
and  to  feel  the  anastomotic  pulse  with  another  finger 
Df,  applied  farther  down  the  wrist.  This  is  a 
method  which  was  described  by  Ozanam,  and 
separately  by  Dr.  Douglas  Powell  (see  Fig.  81). 


Obliteration  by  two  separate    fingers.      Their   pulseless 
interval  may  be  tested  by  Mf, 


If  we  keep  the  artery  obliterated  conveniently 
high  in  the  wrist,  we  secure  room  for  further 
manipulations,  and  freedom  from  interference  on  the 
part  of  the  normal  wave.  In  this  way  we  shall  find 
that  in  every  respect,  except  in  its  direction,  which 
is  centripetal,  and  in  its  strength,  which  is  reduced, 
the  anastomotic  pulse  is  analogous  to  the  ordinary 
uncomplicated  pulse ;  and  that  it  behaves  according 
to  the  same  rules ;  so  that  with  eyes  shut  and  the 
patient's  arm  duly  covered,  we  might  be  mistaken  as 
to  the  kind  of  pulse  felt.     The  observations  detailed 
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in  connection  with  the  ordinary  pulse  apply  to  the 
anastomotic,  almost  without  any  alteration,  as  will 
be  gathered  from  the  diagrams,  which  represent  in 
each  case  results  obtained  by  direct  experiment. 


The  SregresB  of  the  AnastomoUo  Wave. 

ExpeHnient  xxviii. 

The  recurrent    direction   of   the   wave  is  easily 
demonstrated  by  using  three  fingers.     (Estops  the 

Fio.  82. 


other  mode  of  demouBtration  of  the  direction  of  the  anasto- 
motip  wave,  i^  alternately  interposes  between  Mf  and  the 
wave,  or  allows  the  wave  to  strike. 

direct  wave  above ;  Df^  below,  alternately  sets  free 
and  stops  the  anastomotic  wave ;  and  Mf  likewise 
alternately  receives  and  loses  the  sensation  of  ictus. 

The  instant  Df  is  raised  the  wave  strikes  the 
finger  Mf  on  its  distal  border.  The  instant  Df  is 
depressed  Mf  is  once  more  deprived  of  all  pulse 
sensations.  Meanwhile,  Cf  being  hard  down  on  the 
radius,  no  pulse  can  reach  Mf  from  above,  and  the 
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pulsation  felt  by  it  is  obviously  anastomotic,  being 
conveyed  through  a  collateral  channel  from  the 
ulnar  artery. 

The  B^laUve  Time  of  the  Anastomotio  Wave 
at  the  TRTrlst. 

The  longer  route  taken  by  the  anastomotic  wave 
inevitably  causes  its  arrival  at  the  wrist  to  be  later 
than  that  of  the  direct  wave.  This  delay  is  some- 
times, though  not  readily,  perceived  by  the  touch. 

Experiment  xxix. 

Fio.  83. 

cr 


Whilst  the  arrival  of  the  direct  wave  at  C  is  being  timed  by 
the  beat  of  the  foot,  when  Df  is  raised  (see  Fig.  84),  Cf 
feels  the  arrival  of  the  anastomotic  wave  as  a  later  event. 

Let  the  two  fingers  Cf  and  Df  be  applied  at  a 
slight  distance  from  each  other  with  obliterating 
pressure.  The  direct  wave  *  will  strike  the  proximal 
side  of  Cf\  and  the  anastomotic  wave,  the  distal  side 
ofZ)/ 

The  second  stroke  will  be,  often  appreciably,  later 
than  the  first. 


♦  For  further  comment  on  this,  see  Part  V..  p.  305. 
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Another  method  consists  in  observing  the  time  of 
the  ordinary  pulse  at  Cf  (the  finger  used  as  block) ; 
timing  its  beat  with  the  foot,  and,  after  making  sure 
of  the  rhythm,  letting  loose  the  anastomotic  wave  at 
Df\  the  distal  pulsation,  immediately  felt  at  Cf^ 
will  be  unmistakably  later  than  the  stroke  of  the 
foot. 

We  shall  see  that  there  is  reason  to  believe  that 
the  transmission  of  the  ictus  along  the  palmar  circuit 
is  slower  than  the  transmission  of  the  ictus  back- 
wards up  the  arm  (see  p.  347). 

Experiment  xxx. 

FlO.  84. 


One  ftDger,  carefullj  applied,  distinguishes  a  delay  between 
the  two  waves  striking  its  opposite  sides. 

The  same  interval  in  time  may  be  perceived  with 
the  help  of  one  finger,  as  shown  by  the  diagram. 

In  the  same  way,  if  the  finger  be  applied  firmly 
enough  (pressure  iii)  to  obtain  the  sensation  of  inter- 
mediate beat,  this  sensation  will  not  be  a  simple 
stroke,  as  with  each  of  the  two  fingers  previously 
used,  but  a  more  prolonged  feeling,  made  up  of  the 
sensations  corresponding  to  each  of  the  four  degrees 
of  pressure  (see  Fig.  85). 
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Fig.  85. 


The  sensation  of  intermediate  ictus  analysed  into  a  sacces- 
sion  of  sensations  striking  the  sides  and  the  tip  of  the  finger. 


VartaliUity  of  the  Delay. 

In  different  individuals  the  delay  of  the  anasto- 
motic wave  will  vary  much.  It  may  sometimes  be 
less  with  a  slow  than  with  a  quick  pulse  rate. 

In  old  people,  and  in  cases  of  arterial  rigidity,  or 
when  tension  is  high,  it  will  be  much  shorter  than  in 
young  subjects  with  elastic  arteries,  or  in  those 
presenting  low  pulse  tension. 

We  may  therefore  expect  the  interval  to  vary  ia 
the  same  individuals  with  the  state  of  the  circula- 
tion. 

Experiment  xxxi. 

Since  raising  the  arms  diminishes  arterial  fulness, 
we  may  expect  a  retardation  of  the  anastomotic  wave 
from  this  cause.  If  the  patient's  arm  be  fully  raised, 
the  anastomotic  wave  will  be  noticeably  delayed ;  if 
it  be  lowered  from  the  level  of  the  bed  to  the  floor, 
the  wave  will  become  decidedly  quicker  than  in  the 
horizontal  position. 
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THE  ANASTOMOTIC    ICTUS. 

Hitherto  we  have  spoken  of  the  anastomotic  wave 
and  of  the  time  of  its  impact.  Pursuing  the  analogy 
which  exists  between  this  wave  and  the  direct  wave, 
we  now  turn  our  attention  to  the  ictus  properly  so 
called. 

Experiment  xxxii. 

When  the  pressure  of  the  blocking  finger  Df  is 
slightly  relaxed,  the  anastomotic  wave,  which  pre- 


Af  ter  striking  Cft  the  anastomotic  wave  is  received  by  the 
proximal  side  of  Df. 


viously  was  stopped  by  that  finger,  not  only  strikes 
Cf,  but,  if  the  pressure  of  Df  be  suitably  adjusted, 
it  will  also  cause  an  ictus  to  be  felt  at  the  heart- 
side  of  Df. 

This  experiment  possesses,  it  will  be  seen,  much 
physiological  importance.  The  anastomotic  ictus  is 
analogous  to  that  which  has  been  described  as  the 
distal  ictus  of  the  ordinary  pulse  (see  p.  114),  although 
now  it  occurs  on  the  reverse  side. 
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The  Aelative  Time  of  the  AiuMtomotlo  Zotiui. 

It  was  noticed  (see  p.  152),  in  connection  with  the 
ordinary  proximal  ictus,  that  this  occurred  fractionally 
later  than  the  distal  ictus.  Here  in  like  manner  the 
anastomotic  ictus  should  be  earlier  at  Cy  than  it  is 
at  Z)/ (see  Fig.  86). 

Experiment  xxxiii. 

This  could  be  easily  verified  by  the  two  fingers 
applied  in  the  same  manner  as  in  the  preceding 
experiment,  by  varying  the  pressure  of  Df. 

Fig.  87. 


The  anastomotic  ictus,  travelling  upwards,  and  striking  in 
succession  Lf^  (^  (which  is  used  as  block),  and  ly  again. 

N.B.  The  distinction  between  the  wave-onset  and  the  ictus, 
indicated  in  the  figure,  will  be  dwelt  on  at  p.  805. 

The  ictus  felt  at  Cf  is  indeed  bound  up  with  the 
anastomotic  wave,  propagated  past  Df^  and  which 
makes,  at  the  moment  of  its  passage  under  that  finger, 
a  slight  impression  on  the  distal  side  of  Df.  The  two 
arrow-heads  at  Zy  represent  the  two  events  occurring 
on  opposite  sides  of  that  finger.  With  sufficient 
attention  it  may  be  possible  to  realise  both  sensations. 
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and  to  notice  that  the  distal  sensation  (at  D)  is  an 
earlier  event  than  the  ictus  felt  on  the  proximal  side 

In  a  boy,  cet,  9^,  it  was  very  plain  that,  whilst 
the  distal  finger  was  pressed  down  moderately 
(say  half-way  through  the  diameter  of  the  artery), 
the  proximal  finger  being  meanwhile  employed  in 
obliteratiDg  the  channel,  Df  felt  the  ictus  on  the 
side  nearest  the  heart.  But  when  the  pressure  was 
increased,  so  as  to  obliterate  the  artery  at  Dfy  then 
the  ictus  was  felt  only  on  the  wrist  side  of  the  said 
finger.  In  a  previous  experiment  performed  in  a 
strong  man,  the  ictus  on  the  proximal  side  of  2)/*  was 
distinctly  later  than  that  felt  on  the  distal  side  of 
Cfy  the  interval  of  time  being  of  course  minute. 

This  accordance,  in  spite  of  reversed  directions, 
with  the  observations  made  on  the  direct  pulse,  is 
strongly  confirmatory  of  the  correctness  of  previous 
results.  The  mechanism  of  the  ictus  in  both  cases 
would,  judging  from  analog}',  be  the  same.  It  will 
be  discussed  later. 

For  the  present  let  it  be  stated  that,  as  regards 
the  ictus,  the  anastomotic  wave  behaves  in  the  same 
manner  as  an  ordinary  descending  wave ;  but  that, 
as  might  have  been  expected,  the  pressures  necessary 
in  order  to  alter  the  site  of  the  ictus  and  to  obliterate 
the  pulse  are  less  than  is  the  case  with  the  ordinary 
pulse. 

THE  ANASTOMOTIC  THRILL. 

Another  set  of  observations  especially  connected 
with  the  anastomotic  pulse  claims  attention  at  this 
place. 
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Experiment  xxxiv. 

Since,  by  varying  the  pressure  of  the  blocking 
finger  Cf,  we  can  either  obliterate  the  pulse  or 
reduce  it  to  any  extent,  the  artificial  equalisation 
of  the  main  pulse  and  of  the  anastomotic  pulse  in 
the  length  of  artery  included  between  Df  and  Cfy 
would  be  merely  a  question  of  adjustment.  Sup- 
posing this  to  have  been  carried  out,  what  would  be 

Fig.  88. 


Diagram  illustrating  the  theory  of  thrill  by  wave-inter- 
ference, i//*  would  feel  a  thrill  when  the  pressures  made  by 
Cf  and  Df  respectively  were  so  adjusted  ^  to  reduce  both 
waves,  and  to  render  them  equal. 

the  effect  produced  at  Cfi  The  equalised  waves 
would  mutually  destroy  their  velocities,  whilst  the 
pressures  would  add  up.  Owing,  however,  to  the 
slight  difference  in  the  time  of  their  transmission, 
the  waves  would  not  overlap  with  perfect  symmetry, 
but  the  two  summits,  and  any  sets  of  points  corre- 
sponding in  their  level  in  the  two  waves,  would 
alternate  with  each  other.  The  result  might  be  a 
thrill  such  as  depicted  in  the  diagram. 

As  a  fact,  it  is  not  necessary  to  use  more  than 
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one  finger.  If  by  its  means  pressure  be  varied  with 
nicety,  a  point  may  be  reached  at  which  the  two 
opposed  waves  are  so  balanced  as  to  give  rise  to  a 
thrill. 

It  will  be  shown  elsewhere  that  thrills  are  not 
limited  to  such  pulses  as  possess  an  anastomotic 
wave,  and  the  mechanism  of  thrills  in  general  will 
receive  consideration. 
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PART  IV. 

THE  WAVE  THEORY;    AND  THE 

INSTRUMENTAL  STUDY  OF  THE  PULSE 

WAVK 

INTRODUCTORY  REMARKS   ON   THE   INSTRUMENTAL 
STUDY   OF   THE   PUI^E. 

Had   any  technical    study   of  the    sphygmograph 
been  ventured  upon  in  these  pages^  they  would  have 
included  a  description  of  M.  von  Frey's  elaborate 
tonograph,  and  of  Professors  Roy  and  Adam's  sphyg- 
mometer *  ;  but  the  reader  must  be  referred  to  the 
1  original  accounts.     The  sphygmograph  leaves  us  in 
the  dark  concerning  some  of  the  most   important 
elements  of  the   pulse.     Within  certain   limits,  it 
registers  variations  of  pressure  (without,  however, 
defining  their  absolute  value) ;  but  unlike  the  finger, 
it  does  not  even  claim  to  judge  of  the  volume  of  the 
artery  at  the  various  stages  of  the  pulse  wave,  neither 
does  it  supply  us  with  data  as  to  any  modifications 
in  the  rapidity  of  the  blood  stream.     For  a  demon- 
stration of  the  variations  of  the  arterial  volume  and 

♦  The  Practitioner,  Feb.  to  July,  1890. 
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of  the  intra-arterial  velocity  we  raust  turn  to  the 
plethysmograph  and  to  the  tachograph  respectively. 
The  need  for  a  separate  study  of  shape,  volume, 
and  velocity  of  the  pulse  is  rendered  obvious  by  the 
differences  between  the  three  curves,  which  may  be 


Fig.  89. 


A 
C 


Palse-pressare,  volame,  and  Telocity,  expressed  in  lines 
(A.  Fick).  A:  The  frphygmogram  (of  the  radial  artery). 
B:  The  plethysmogram  of  the  hand.  C:  The  curve  of 
velooity  (in  this  case  derived  by  calcalation). 


termed  respectively  the  sphygmogram,  the  plethys- 
mogram, and  the  tachogram,  obtained  by  means  of 
the  three  instruments  bearing  corresponding  names. 
Other  instruments  have  a  less  direct,  though  im- 
portant, bearing  upon  the  study  of  the  pulse— viz., 
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the  cahiiograph,  but  more  especially  the  myo-cardio- 
graph,  and  Dr.  H.  D.  RoUeston's  *  instrument  for  the 
registration  of  intra-ventricular  pressures.  To  these 
some  allusion  will  be  made  in  connection  with  the 
movements  of  the  heart. 

Lastly,  reference  should  be  made  to  Dr.  Greoige 
Oliver's  pressure-gauge,t  -with  which  ingenious  ob- 
servations have  been  made  on  the  variations  of 
arterial  pressure. 


*  The  Practitioner,  vol.  xliv.  p.  162,  1890 ;  also  Journal  of  Phy$iciogy, 
vol.  viii  p.  295,  1887. 

t  Th^  Practitioner^  February  to  Angust,  1893, 
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CHAPTER  L 

ON  THE  PROPAGATION  AND  REFLECTION 

OF  WAVES  WITHIN  ELASTIC  TUBES 

FILLED  WITH  FLUID. 

Wave  reflection  enters  largely  into  present 
theories  of  the  pulse,  and  must  claim  some  of  our 
attention.  The  rebound  of  waves,  as  it  occurs  within 
elastic  tubes,  has  been  deeply  studied  by  various 
observers. 

The  following  brief  review  of  the  results  of  recent 
investigations  are  abstracted  from  von  Kries' 
**  Studien  zur  Pulselehre,"  *  and  from  M.  von  Frey's ' 
"  Die  Untersuchung  des  Pulses."  t  The  latter  work 
contains  a  bibliography  of  the  subject,  and  may  be 
regarded  as  the  latest  scientific  treatise  on  the  pulse. 
Among  earlier  works,  that  by  Grashey,  **  Die  Wellen- 
bewegung  elastischer  Rohren  und  der  Arterienpuls 
des  Menschen  sphygmographisch  untersucht,'*  deals, 
as  the  title  indicates,  with  the  physical  aspedt  of  the 
question  :  it  is  specially  mentioned  here,  not  only  on 
account  of  its  scientific  importance,  but  because  it 
supports  a  view  to  which  reference  must  be  made. 

*  Freiburg  in  Breisgaa,  1892.  f  Berlin,  1892.  I 
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The  Total  meflootlon  or  mebonna  of  WaTOS. 

The  occurrence  of  wave-rebounds  within  elastic 
tubes  has  long  been  demonstrated  in  artificial 
schemata  of  the  circulation.  A  question  now  arises, 
as  to  the  condition  of  the  wave  after  it  has  suffered 
reflection. 

The  original  wave,  which  we  will  assume  to  be  one 
of  positive  pressure,  might  rebound  as  a  positive  wave, 
as  in  Fig.  90,  where  A  represents  the  primary,  and 


A :  Wave  of  positive  pressure  travelling  towards  D.    B :  Its 
rebound- wave,  also  positive  (von  Eries). 

B  the  secondary,  or  rebound  wave ;  or  it  might  con- 
ceivably, as  in  Fig.  91,  be  reflected  as  a  negative 
wava 

FlQ.  91. 
A  B 


A 1  Wave  of  positive  pressure.    B  :  Its  rebound  as  a  nega* 
tivc  wave  (von  Kries). 

The  event  does  not,  however,  depend  on  mere 
chance.  The  positive  or  negative  character  of  the 
rebound  is  strictly  determined  by  the  circumstances 
of  the  experiment. 
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If  the  end  of  the  tube  be  closed,  any  positive  wave 
suftering  total  reflection  at  the  spot  will  rebound  as 
a  positive  wave,  as  in  Fig.  90. 

If,  on  the  contrary,  the  extremity  at  which  reflection 
occurs  be  open,  the  positive  wave  will  pass  into  the 
negative  phase,  and  rebound  as  a  negative  wave,  as 
shown  in  Fig.  91. 

The  same  rules  would  have  applied,  mutatis 
mutandisy  had  the  primary  wave  been  a  negative 
wave. 


The  Partial  mefleotlon  of  WaTOs  In  tlio 
Gonttnuity  of  a  Tube. 

The  reflected  waves  to  which  we  have  alluded  are 
not  exclusively  produced  by  total  reflection  at  the 
end  of  tubes.  Similar  reflections  of  a  partial  kind 
occur  also  in  the  length  of  tubes,  whenever  any 
sudden  change  occurs  in  their  diameter  or  in  the 
qualities  of  their  walls,  and  whenever  they  undergo 
subdivision.  A  reservation  must,  however,  be  made 
in  connection  with  the  influence  of  the  branching  of 
tubes.  Branching  may  occur  without  giving  rise  to 
any  reflection ;  but,  according  to  von  Kries,  this  can 
only  be  the  case  when  the  dividing  tubes  alter  their 
diameter  in  exact  proportion  to  the  alterations  in  the 
velocity  of  the  wave.  In  other  words,  any  increase 
in  diameter  must  be  compensated  by  a  thickening  of 
the  wall,  any  decrease  in  diameter  by  a  thinning  of 
the  wall.  In  the  special  case  of  a  tube  dividing  into 
a  number  of  small  tubes  of  ^ual  size,  their  aggregate 
diameter  on  the  one  hand  and  the  velocity  within 
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them  on  the  other,  are  the  factors  to  be  used  in  deal- 
ing with  the  problem. 

Should  the  tube  present  at  some  spot  a  constric- 
tion, this  would  similarly  be  the  seat  of  a  positive 
rebound  of  limited  extent ;  any  widening  of  the 
lumen  would  on  the  contrary  be  the  seat  of  a  partial 
rebound  of  the  negative  kind. 

The  conditions  thus  far  are  simple,  and  the  cha- 
racter of  any  of  these  rebounds  might  be  predicted, 
given  a  knowledge  of  the  tube. 


Frlotlon  a  Souroo  of  Partial  Sefleotlon  of  WaTOS. 

In  all  tubes,  however,  but  in  some  more  than  in 
others,  the  conditions  are  complicated  by  friction. 
Von  Kries  (loc.  cit.^  p.  24)  has  shown  that  friction 
(such  as  that  occasioned  by  a  short  plug  of  loose 
cotton-wool  inserted  in  the  tube)  determines  a  wave- 
rebound  of  the  same  variety  as  the  primary  wave. 

Thus,  a  localised  friction  will  produce  a  wave- 
rebound  analogous  (though  on  a  smaller  scale)  to  that 
induced  by  the  sudden  turning  off  of  a  stopcock. 

It  might  happen  that  the  tube  traversed  by  a 
positive  wave,  whilst  presenting  a  considerable 
dilatation,  should,  at  the  same  spot,  offer  a  consider- 
able increase  of  frictional  resistanca  The  positive 
rebound  due  to  friction  might,  in  a  tube  of  this  kind, 
exceed  the  negative  rebound  due  to  dilatation  ;  and 
the  returning  wave  might,  in  spite  of  the  dilatation, 
remain  a  positive  wave.  Precisely  this  combination 
is  found  in  the  circulation,  at  the  seat  of  the  expan- 
sion of  the  arterial  into  the  capillary  lumen. 
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The  intriTisic  frictions  occurring  within  the  fluid 
itself,  and  between  it  and  the  tube  walls,  must  of 
course  modify  the  normal  relations  between  flow  and 
pressure.  This  influence  von  Kries  has  also  verified 
experimentally.  He  has  shown  that,  within  narrow 
tubes,  periodical  oscillations  of  pressure,  set  up  within 
the  tube  at  one  end,  no  longer  keep  strictly  parallel 
with  the  oscillations  of  velocity. 

Additional  complications  arise  in  tubes  which 
contain  a  fluid  in  motion  :  the  current  itself  may 
suffer  acceleration  or  retardation  in  consequence  of 
the  passage  of  waves. 

The  Meeting  of  WaTes. 

When,  at  a  given  spot,  two  equal  waves  of  the 
same  kind  meet  from  opposite  directions,  their  pres- 
sures combine  at  this  spot  to  a  pressure  twice  as 
great  as  that  of  either.  Their  velocities,  on  the  other 
hand,  will  exactly  counterbalance  each  other.  In 
the  special  case  of  the  closed  end  of  a  tube,  there 
being  no  possibility  of  any  outflow,  the  rebound  will 
be  a  positive  one  ;  had  the  given  spot  been  the  open 
end  of  a  tube,  the  positive  wave  of  pressure  would 
have  been  reflected  as  a  negative  wave. 

Gomponnd  WaTes. 

Let  us  now  consider  the  case  of  any  other  spot  not 
a  terminal  one.  Provided  the  distance  from  the  end 
of  the  tube  be  greater  than  one  entire  wave  length, 
the  direct  and  the  reflected  wave  will  be  recognisable 
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as  two  distinct  waves.     Otherwise,  the  direct  and 
the  reflected  wave  will  overlap,  in  proportions  vary- 
^^^^^g^^  'mg  according  to  the  distance 

^^^^H^l  between  their  summits,  and 

^^^H|^|  they  will  give  rise  to  various 

^^^HH^I  wave-combinations      and 

^^^■■^1  shapes,    to    which    it    must 

^^^^H^l  -^  here  suffice  to  have  called 
attention.  Von  Kries  and 
Grashey  have  described  these 
combined  forms. 
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Wave  SeboundSf  Ziatent 
or  OTerlooked. 

The  diversity  of  the  modi- 
fications as  well  as  of  the 
origin  of  wave-rebounds 
would  naturally  lead  to  their 
being  sometimes  overlooked 
and  often  misinterpreted. 
Thus,  according  to  von  Kries, 
Landois' "  Ruckstoss  Eleva- 
tionen  "  and  Moens'  "  Schlies- 
sungs  wellen  "  are  two  ordi- 
nary instances  of  wave-re- 
bound. 

Landois'  "  Elasticitats  Ele- 
vationen "  are  explained  by 
von  Kries  as  oscillations  such 
as  may  be  imparted  to  a  loop 
of    indiarubber-tubing  fiUed 
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with  water,  by  raising  it  at  one  end,  and  letting  it 
fall  again  abruptly  on  to  the  table  ;  or  else  as 
waves  of  elliptical  deformation,  such  as  may  be  set 
up  within  a  suspended  piece  of  elastic  tubing  filled 
with  water  by  striking  it  a  sharp  blow  with  the 
handle  of  a  scalpel.  Neither  of  these  conditions  are 
fulfilled  by  the  radial  artery. 
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CHAPTER  II. 

ON  THE  VELOCITY  OF  WAVES. 

I.    Pulse  Pressure  and  Velocity.    Von  Kries' 
Tachograph. 

The  Pressiire-Wave  and  the  Velocity- Wave. 

All  oscillations  of  pressure  occurring  within  tubes 
I  filled  with  fluid  are  bound  up  with  the  production  of 
current  (or  with  the  modification  of  any  current  that 
previously  existed),  in  a  direction  from  the  point  of 
the  highest  towards  that  of  the  lowest  pressure. 
/  If  the  fluid  should  previously  be  moving  at  a  given 
'  rate,  the  descent  of  a  wave  of  pressure  down-stream 
will  be  marked  at  each  point  by  a  temporary  increase 
in  the  velocity  of  flow.  To  this  modification  von 
Kries  gives  the  name  oi  wave  of  velocity.  Although 
in  this  case  running  hand  in  hand,  it  is  not  identical, 
with  the  wave  of  pressure.  For  had  the  wave  of 
positive  pressure  been  travelling  up-stream^  the  cur- 
rent would  have  suffered  temporary  retardation  at 
each  spot  reached  by  the  wave:  in  this  case,  the 
positive  pressure-wave  would  have  been  accompanied 
by  the  negative  velocity- wave — a  combination  leading 
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to  this  result :  that  the  maximum  of  pressure  at  any 
point  would  coincide  ivith  the  minimum  of  velocity  *^ 
Thus,  let  us  repeat  that,  if  the  flow  taking  place 
within  a  tube  be  steadily  in  one  direction,  the  passage 
of  any  waves  of  increased  or  diminished  pressure  will 
tell  very  differently  according  as  the  wave  travels  in 
the  direction  of  the  current  or  in  a  direction  opposed 
to  it ;  and  for  greater  clearness  in  discussing  these 
different  combinations  we  shall  use  the  convenient 
expression  employed  by  von  Kries,  and  speak  of  the 
transient  acceleration  or  retardation  arising  in  con- 
nection with  the  passage  of  a  wave  of  positive  or  of 
negative  pressure  as  a  "  wave  of  velocity."  The/ 
wave  of  velocity  travelling  in  the  direction  of  the 
stream  will  be  a  "  positive  velocity-wave  " — another 
name  for  a  wave  of  acceleration  ;  that  travelling  back- 
wards will  be  a  "  negative  wave  of  velocity,"  in  other 
words,  a  wave  of  retardation. 


On  the  Bate  of  Transmission  of 
Pressure- Waves. 

The  rapidity  with  which  the  oscillations  of  pressure  I 
travel  along  the  fluid  is  determined  by  the  specific 
gravity  of  the  fluid,  by  the  thickness  and  elasticity 
of  the  membrane,  and  by  the  diameter  of  the  tube. 
It  is  only  indirectly  dependent  upon  the  pressure — 
viz.,  to  the  extent  in  which  pressure  affects  the 
diameter  and  the  dilatabihty  of  the  tube.     Animal 


*  Conversely,  any  velocity-wave  must  set  up  within  the  fluid  a  wave  of 
pressure  which  will  be  positive  or  negative  as  the  case  may  be. 
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membranes  diflfer  in  a  very  important  respect  from 
other  elastic  membranes :  the  greater  their  tension, 
so  much  the  less  their  capacity  for  expanding.  It 
results  that,  with  rising  pressures,  they  will  transmit 
waves  at  a  quicker  instead  of  a  slower  rate. 

Thanks  to  the  close  relationship  shown  to  exist 
between  waves  of  pressure  and  waves  of  velocity,  it 
is  possible  to  ascertain,  from  determinations  made  at 
any  one  point  of  the  tube,  the  direction  or  directions 
followed  by  the  waves  within  it  (von  Kries,  loc.  cit, 
p.  13).  This  facility  is  of  practical  importance  in 
connection  with  the  circulation,  since  the  arterial 
system  presents  conditions  eminently  favourable  to 
the  conversion  of  a  centrifugal  into  a  centripetal 
wave. 


Method  for  Determining  the  Direction  of 
Waves  within  Tubes. 

The  first  idea  of  a  graphic  representation  of  the 
oscillations  of  velocity  is  due  to  Fick.  The  curve 
here  reproduced  from  his  original  paper  was  not  a 

■  direct  tracing,  but  was  derived  by  calculation  from 
the  plethysmographic   curve  or  curve   of  volume; 

!  and  in  this  case  the  plethysmogram  was  not  taken 
from  any  one  artery  but  from  the  whole  hand.  In 
the  human  subject  a  direct  experimental  determina- 
tion of  the  volume  of  arteries  is  clearly  impossible.  The 
plethysmograph  can  only  supply  the  pulse  variations 
of  a  limb  or  of  a  part  of  a  limb.     On  the  other  hand, 

!  it  possesses  the  advantage  over  the  sphygmograph 

;  that  we  can  learn  from  it  not  only  the  relative  but 
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the    absolute  value   of  the   variations.     The  pulse  1 
variations  in  the   volume  of  any  one   artery  may,  I 
however,  under  ordinary  circumstances,  be  regartledi 
as    bearing  a  definite  proportion   to   those  of  thef 
limb.  I 


Fio.  93. 


A.  Fick's  simaltaneons  tracings  of  the  left  radial  pulse  (A), 
and  of  the  volnme-oscillations  of  the  left  hand  (B) ;  from 
which  (C)  the  pnlse-yelocity  was  obtained.* 

The  curves  were  originally  obtained  by  Fick  by 
registering  simultaneously  the  oscillations  in  the  size 
of  his  left  hand  enclosed  in  a  plethysmography  and 
the  pulsations  of  the  left  radial  artery  by  means  of 
the  sphygmograph  applied   immediately  above  the 

♦   Verh.  der  Phyt.-Med.  Oesdltchaft  zu  WUrzburg,  1886. 
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latter.  The  oscillations  of  velocity  (see  Fig.  93), 
were  derived  by  calculation  from  the  oscillations  of 
volume. 

Since  then,  the  tachograph  invented  by  von  Kries 
has  rendered  possible  a  direct  determination  of  the 
velocity  of  waves,  and  we  are  therefore  indebted  to 
von  Kries  for  a  practical  method  of  determining 
and  graphically  representing  the  direction  of  waves 
of  pressure  within  the  arterial  system,  based  upon 
simultaneous  records  of  the  intra-arterial  pressures 
and  velocities. 

Von  Kries*  Tachoflrraph. 

Von  Kries'  instrument  registers  on  the  bromide- 
paper  of  a  revolving  drum,  enclosed  in  a  dark  case 
(which  is   provided  with  an  appropriate   slit),   the 

Fig.  94. 


I  ' 


Tachogram  taken  by  von  Kries  from  the  middle  of  the 
upper  arm.    (Reproduced  from  von  Frey,  loc,  cU.^  p.  168.) 

oscillations  imparted  to  the  flame  of  a  specially  con- 
structed lamp  by  the  pulsatile  changes  in  volume  of 
the  air-chamber  (plethysmograph)  in  which  the  limb 
imder  observation  is  enclosed. 

At  the  side  the  image  of  another  flame,  influenced 
by  the  vibrations  of  a  tuning  fork,  or  of  an  organ-pipe, 
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is  projected  by  a  mirror  through  the  slit — and  gives 
a  time  record  to  the  tracing. 

The  tachogram  here  reproduced  will  convey  a  clear 
idea  of  the  general  characters  of  this  form  of  pulse 
tracing.  Von  Kries  draws  special  attention  to  the 
very  deep  drop  which  immediately  follows  the  rise, 
and  which  coincides,  in  the  sphygmogram^  with  a 
period  of  high-pressure.  The  dicrotic  event  is  also  a 
prominent  feature  in  the  tachogram  of  the  pulse. 

Fig.  96. 


A :  The  air-chamber  for  the  arm,  connected  with  the  gas 
flame  F.  U :  The  revolving  dram,  enclosed  in  a  dark  chamber 
provided  with  a  slit.  The  oscillations  of  a  time-recording 
flame  (not  shown)  are  also  focnssed  on  the  drum.  (Bepro- 
daced  from  von  Frey.) 

Instead  of  being,  as  in  the  plethysmographic  pro- 
cess, immersed  in  water,  the  limb  is  surrounded  with 
air  only.  A  tube,  which  must  be  sufficiently  broad 
to  obviate  any  resistances,  establishes  a  connection 
between  this  air  space  and  the  central  air  space  of 
the  gas  £ame,  the  oscillations  of  which  are  photo- 
graphed on  the  moving  surface,  simultaneously  with 
the  time  record. 
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Descriptfon  of  the  BEetbod. 

The  following  principle  underlies  the  method  in 
question.  Whenever,  within  elastic  tubes,  a  wave 
travels  down-stream,  the  maximum  of  pressure  co- 
incides at  each  point  with  the  maximum  of  velocity ; 
but  should  the  wave  be  travelling  up-stream,  every 
local  increase  in  pressure  coincides  with  a  local 
decrease  in  velocity.  The  accompanying  schema 
(see  Fig.  96),  reproduced  from  von  Frey's  book,  will 
aflTord  a  ready  demonstration  of  these  facts. 

It  is  not  at  first  obvious  how  the  arrangement  we 
have  described  can  supply  information  as  to  the 
rapidity  of  the  arterial  current.  This  is  best  ex- 
plained by  von  Frey's  diagram,  in  which  we  deal 
with  the  variations  in  volume  and  in  velocity  of  the 
contents  of  a  single  tube  passing  through  an  air 
space.  Water  is  supposed  to  flow  from  a  reservoir 
through  the  tube  at  a  constant  rate.  A  lever,  placed 
(at  I)  on  the  tube  before  it  reaches  the  bottle,  indi- 
cates any  variations  in  pressure,  whilst  the  tacho- 
gram  is  obtained  by  connecting  at  II,  the  air  con- 
tained in  the  bottle,  with  the  sensitive  flame  of  the 
tachograph.  Air  would  obviously  be  diiven  out  at 
II  by  any  increase  in  the  volume  of  the  loop,  and 
sucked  in  again  by  any  decrease  in  volume,  with 
corresponding  results  on  the  size  of  the  flame,  if 
connected.  It  is  found  that  if  a  wave  of  positive 
pressure  be  sent  down  the  loop  in  the  direction  of 
the  stream,  air  is  driven  out,  showing  that  the  loop 
has  increased  in  volume ;  in  other  words,  more  water 
flows  in  at  I  than  flows  out  at  III.  Any  increased 
rapidity  of  in-flow  is  in  this  way  registered  by  a  rise 
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in  the  size  of  the  flame.  The  exact  opposite  occurs 
when  the  wave  of  pressure  is  made  to  travel  in  the 
opposite-  direction  from  III  to  I.  In  this  case, 
although  the  lever  may  register  a  lise  in  pressure 
equal   to  that  previously  recorded,  the  flame  sinks 


Von  Frej's  schema :  Water  flows,  from  the  tap,  through 
the  U-shaped  elastic  tube.  The  empty  bottle  freely  coimnuni- 
cates  with  the  outer  air  at  II.  A  recording  lever  is  supposed 
to  rest  on  the  indiarubber  connection  at  I. 

instead  of  rising  :  in  other  words,  the  loop  has  lost 
volume,  showing  that  the  in-flow  has  become  less 
than  the  out-flow. 

In  a  rough  schema  of  this  sort  the  rate  of  out- flow 
is  not  absolutely  uniform  ;  but  in  the  living  subject 
since  the  venous  out-flow  is  rendered  nearly  constant, 
the  variations  in  velocity  may  be  mainly  ascribed  to 


Digitized  by 


Google 


198  VELOCITY  OF  PULSE-WAVE. 

circumstances  affecting  the  in-flow.  Von  Frey  also 
shows  that,  if  the  loop  were  to  be  constricted  at  its 
middle,  greater  uniformity  of  in-flow  would  be  secured, 
and  the  conditions  found  in  the  living  artery  would 
be  more  closely  approached.  A  great  portion  of  the 
pressure  wave  travelling  down  the  loop  would  then 
suffer  reflection  at  the  constriction,  and  on  its  i-etum 
to  I  would  occasion  a  secondary  rise  of  the  lever ; 
whilst  the  rapidity  of  in-flow  would  have  varied  from 
a  maximum  to  a  minimum,  the  maximum  coinciding 
with  the  first  of  the  two  rises  of  the  lever,  the  mini- 
miun  with  the  second  rise, 

11.  On  the  Bate  of  Transmission  of  the 
Pulse-Wave. 

The  Inflaenoe  of  tbe  Blastioitj  of  the  Arterial  Wall. 

I     Were  arteries  rigid,  the  transmission  of  the  systolic 

Ishock  would  be  almost  immediate,  from  the  heart  to 

jthe  periphery — somewhat  in  the  same  way  as  the 

last  of  a  continuous  row  of  billiard  balls  is  instantly 

(displaced  by  the  stroke  dealt  at  the  first.  Since, 
however,  arteries  are  elastic,  the  pulse-wave  at  the 
periphery  can  never  be  synchronous  with  that  at  the 
heart.  The  maximum  rapidity  of  its  transmission 
^will  be  reached  (for  any  given  degree  of  elasticity), 
when,  even  during  beats,  the  aorta  and  arteries  are 
kept  not  only  full,  but  under  tension. 

The  great  varieties  found  between  arteries  as 
regards  fulness  and  tension  will  correspond  to  similar 
varieties  in  the  rate  of  transmission  *  of  the  wave. 
With  equal  arterial  fulness,  and  systoles  equal  both 


In  this  oonnection  see  the  remarks  on  the  pulse  of  aortic  reflux. 
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in  volume  and  energy,  the  wave  will  travel  quickest 
in  stiffened  arteries.  Czermak,*  Grunmach,t  A.  T. 
^^ytyt  and  J.  G.  Edgren  §  all  report  analogous  results 
as  to  the  increasing  rapidity  of  pulse  transmission 
i^th  aga  Grunmach  and  Edgren  also  point  to  the 
same  influence  as  arising  from  chronic  nephritis  with 
hypertrophy.     The  diflferences  resulting  from  valvular 

defects  are,  according  to  Edgren,  slight  in  comparison. 

On  the  contrary,  the  pulse-wave  moves  with   least 

rapidity  in  those   arteries  which   are  most   elastic. 

This   leads  us  to   inquire   into   the    coefl&cient    of 

elasticity  ||  of  arteries. 

Professor  Roy's  experiments  IT  on  the  elasticity  of  L. 

the  arterial  membrane  have  furnished  some  important 

results. 

Transverse  strips  of  aorta,  1  cm.  wide,  were  lengthened  by  a 
load  of  100  grammes  in  the  following  proportions : 

50  p.c.  in  the  case  of  a  child  ceU    2^ 
43-8  ,,  a  man  est,  22 

48-2  „  a  man  est.  26 

16-6  „  a  man  cet,  71  ♦♦ 

22-0  „  a  man  ast.  76  ♦♦ 

Roj*8  results  also  point  to  an  enormous  elastic  capacity  of  the 
pulmonary  artery. 

*  Oeeam.  Schriften,  Leipzig,  1879,  bd.  1.  p.  708. 

t  Virchow's  Archiv.,  bd.  102,  1886,  s.  666. 

t  "Sphygmography  and  Cardiography,"  New  Tork  and  London,  1887. 

§  Nordisk.  Med.  Archiv.,  bd.  xz.,  1888 ;  see  also  Skandinav.  Archiv., 
bd.  L,  1889,  8.  67. 

i  By  coefficient  of  elasticity  (Elasticitfttsmodnl)  is  understood  the 
increment  of  tension  which  would  be  needed  to  increase  the  diameter  to 
doable  its  length,  were  the  increase  to  remain  proportionate  to  the  tension 
thronghont. 

^  Journal  of  Physiology ,  voL  viii.  p.  25,  1881. 

**  These  were  cases  of  arterio-sclerosis,  bat  the  strips  used  were  free 
from  calcareoos  deposit. 


Digitized  by 


Google 


! 


200  VELociry  of  pulse-wave. 

Unfortunately,  determinations  of  this  sort  are 
practicable  only  in  the  larger  arteries.  It  must 
remain  matter  for  conjecture  how  and  to  what  extent 
elasticity  may  vary  in  the  different  sections  of  the 
great  bulk  of  the  arterial  system.  Instead  of  being 
able  to  use  this  as  a  known  quantity  for  the  calcula- 
tion of  the  velocity  of  the  wave,  we  need  to  determine 
the  latter  experimentally  in  order  to  gain  some  idea 
of  the  tension  of  the  walls  of  small  arteries. 


Various  Bstlmates  of  the  Velooitj  of  the 
Fulse-WaTO. 

Von  Frey  states  that  E.  H.  Weber  found,  between 

the   pulses   of  the   external   maxillary  and   of  the 

anterior  tibial  arteries,  an  interval  of  one-sixth  or 

one-seventh  of  a  second  :  he  estimated  from  this  the 

velocity  of  a  pulse- wave  as  ranging  between  7*92  and 

9  '24  metres  per  second.     This  wide  range  is  exceeded 

^in  other  estimates.     Czermak  found  a  rate  of  6*70 

metres  per  second  for  the  upper,  and  of  11*16  metres 

for  the  lower  extremity.     Most  observers  agree  with 

' ,  him  in  adopting  a  quicker  rate  for  the  latter ;  but 

)  both  Keyt  and  Edgren  find  the  velocity  in  the  upper 

*  limb  a  higher  one,  in  the  following  proportions  :  7*37 
;to  6-83   (Keyt);    7-32  and   7*63  to  6  20  and  6*59 

•  (Edgren). 

Tbe  Inflaonce  of  Calibre,  Blood-Fressnre,  and 

Arterial  Tone  on  the  Velocity  of 

the  Fnlfle-WaTe. 

Although  the  aggregate  sectional  area  of  arterial 
subdivisions  increases  v^ith  their  distance  from  the 


\, 
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heart,  and  the  size  of  the  wave  therefore  decreases,  | 
the  velocity  of  the  latter  need  not  decrease,  provided 
there  be  a  proportionate  variation  in  the  tension. 
Von  Frey  aptly  suggests,  that  the  rapidity  of  the 
peripheral  rebound-wave,  which  does  come  under  our 
observation,  fevours  the  view  that  small  arteries 
possess  very  good  capacity  for  the  rapid  transmission 
of  waves.* 

Moens  (quoted  by  von  Frey,  loc.  cit.,  p.  132) 
studied  the  velocity  of  the  pulse-wave  during  the 
performance  of  Valsalva's  experiment  (straining  with 
filled  chest).  During  quiet  breathing,  the  velocity 
was  8  4  metres  per  second ;  during  strain  it  fell  to 
7*0  metres.  In  animals  he  found  an  analogous 
diminution  during  stimulation  of  the  vagus.  For 
this  retardation  he  seeks  an  explanation  in  the 
diminished  ventricular  fulness,  and  in  the  fall  in 
arterial  pressure  (which  is  coupled  with  a  correspond- 
ing increase  in  the  ampUtude  of  the  pulse  oscilla- 
tions).! 

Moens  suggests,  on  the  strength  of  his  observations, 
that  the  amount  of  the  arterial  blood-pressure  might 
be  ascertained  from  determinations  of  the  velocity  of 
the  pulse-wave — a  very  unreliable  mode  of  measure- 
ment, since,  as  von  Frey  shows,  arterial  tone  is  apt 
to  vary  from  one  section  of  an  artery  to  another. 

Von  Frey  {loc.  cit.,  p.  137)  draws  attention  to  the 


*  It  should  be  remembered  that,  whereas  the  aortio  blood  is  compara- 
tively at  rest  during  the  heart's  diastole,  the  arterial  blood  at  the  periphery 
is  steadily  flowing.  Tliis  circumstance  most  exert  some  influence  on  the 
rate  of  transmission  of  waves. 

t  Roy  and  Adami's  experiments,  as  well  as  Ton  Frey's,  show  a  rise  in  the 
basal  line  of  the  sphygmogranu 
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retardation  (14  p.c.)  of  the  radial  pulse  obtained  by 
Grunmach  by  keeping  the  arm  in  a  warm  bath— or 
by  placing  a  light  elastic  band  on  the  fore-arm. 
Assiuning  the  general  blood-pressure  to  have  re- 
mained the  same,  it  is  made  probable  by  this  experi- 
ment that  the  rapidity  of  transmission  is  locally 
depressed  by  a  locally  lowered  arterial  tone.  It 
should  be  borne  in  mind  that  arteries  in  contracting 
alter,  not  only  their  coefficient  of  elasticity,  but  also 
their  thickness. 
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CHAPTER  III. 

THE  REBOUND  OF  ARTERIAL  WAVES 
OF  BLOOD-PRESSURE. 

I.  Von  Kries'  Method  applied  to  the 
Circulation. 

Reverting  now  to  the  circulation,  we  perceive  how 
a  comparison  of  simultaneous  tachograms  and  sphjg- 
mograms  would  enable  us  to  ascertain  the  duection 
followed  by  a  wave  of  pressure.  In  this  way  von 
Kries  has  arrived  at  definite  conclusions  concerning 
the  meaning  of  the  sphymographio  events.  These 
conclusions,  which  are  largely  supported  by  von  Frey, 
will  be  dealt  with  in  due  place. 

The  occurrence  within  the  arterial  system  of| 
rebounds  of  the  primary  or  systolic  ventricular  wave, 
long  regarded  as  probable,  no  longer  admits  of  doubt ; 
but  to  what  extent  the  laws  which  govern  the 
behaviour  of  waves  within  elastic  tubes  may  apply 
to  the  circulation  is  a  question  not  easily  answered. 
The  most  recent  observers,  von  Kries,  von  Frey,  and 
Krehl,  have  satisfied  themselves  that  the  same  laws 
are  applicable.  We  propose  briefly  to  set  forth  some 
of  the  evidences  and  the  views  expressed  by  von 
Kries  on  the  characters  and  most  hkely  modes  of 
production  of  arterial  rebound- waves. 
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On  tbe  Sites  of  mefleotion  of  Intra-Arteiial  Watos. 

(     I.  Waves  set  up  within  an  artery  rebound,  not 
'only  from  the  points  of  division  of  the  vessel,  but 
from  any  other  point  where  the  muscular  tone  is 
locally  different  from  the  rest. 

In  any  elastic  *tube,  a  local  alteration  of  the  co- 
efficient of  elasticity  will  lead  to  the  reflection  of  a 
{ wave.  Since,  however,  the  blood  is  constantly  flow- 
ing, a  wave-rebound  must  also  take  place  at  the  seat 
of  each  arterial  division.  We  may  assume  that  a 
healthy  artery  usually  possesses  an  even  calibre  in 
the  intervals  between  its  branchings.  Nevertheless 
(putting  aside  the  pathological  changes  which  might 
modify  the  lumen),  it  is  consistent  to  imagine  that 
the  muscular  coat  may  be  the  seat  of  local  contrac- 
tions or  relaxations,  and  that  a  narrowing  or  a 
dilatation  affecting  all  the  arteries  of  a  given  district 
may  occasion  a  rebound  perhaps  hardly  noticeable 
in  the  individual  vessels,  but  perceptible  in  the  larger 
vessels,  into  which  the  several  rebound  waves  con- 
verge and  are  piled  up. 

II.  The  chief  aite  of  the  rebound  of  intra-arterial 

pressure-waves    is    the  periphery  of  the    vascular 

/system — the   capillary  area.     Owing  to   their  very 

small  diameter,  capillaries  present,  relatively  to  their 

capacity,  a  vast  surface  of  friction  which  presumably 

more  than   outweighs  the  great  increase   in  their 

;  aggregate  lumen.     As  pointed  out  by  von  Frey, 

I  intra-capillary  resistance  is  enormously  increased  by 

,  the  blood  corpuscles,  which  cannot  but  add  much  to 

;  the  lateral  friction  of  the  blood-stream,  whilst  their 

^  tendency  to  obstruct  the  smallest  capillaries  sets  up 
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a  yet  more  efficient  obstacle  to  the  passage  of  the 
wave,  and  under  ordinary  circumstances  determines 
its  alcDost  total  reflection. 


cniaraoter  and  Direction  of  the  Xefleoted 
Arterial  WaTOS. 


Von  Kries  arrives  at  the  conclusion  that,  at  every 
branching  of  the  artery,  some  kind  of  rebound  of 
pressure  must  take  place.     The   ideal   adjustment 
which  alone  might  prevent  a  local  rebound  is  sup- 
posed by  him  to  be  hardly  ever,  if  ever,  met  with. 
Concerning  the   nature  of  this  rebound,    opinions 
have  differed.     Grashey,  whilst  admitting  that  the 
rebound  of  a  wave  of  pressure  (whether  positive  or 
negative),  could  take  place  without  change  of  signs — 
i.e.,  without  the  wave  being  thrown  into  the  opposite 
phase-— contends  that  this  can  only  be  the  case  either 
when  the  vascvdar  lumen  is  diminished,  or  when  the 
.vascular  wall  becomes  less  extensile  :  and  that,  under 
all  other  circumstances,  positive  waves  of  pressure 
would  be  reflected  as  negative  ones,  and  vice  versa. 
In   opposition  to  this  view,  von  Kries,  and  subse- 
quently von  Frey,   have  satisfied  themselves  that, 
partly  owing  to  increased  firiction  (von  Kries),  partly 
owing  to  the  resistance  of  the  blood  corpuscles,  the 
widening  of  the  capillary  area  does  not  cause  the  ' 
wave  to  be  reversed,  but  that  the  rebound  from  the  • 
capillaries  remains  a  positive  rebound.     The  positive  • 
character  of  the  rebound  may  be  regarded  as  proved 
by   some   of  the  tactile   observations    recorded   in 
Part  III. 
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The  Froofii  of  a  Peripheral  Befleotioii  of 
Arterial  Waves. 

Proofs  of  a  peripheral  rebound  of  the  pulse-wave 

have  been  sought  in  two  directions  :  (l)  by  physio- 
logical  experiments ;  (2)  by  a  comparative  analysis 
of  pnlse-tracings  taken  at  various  distances  from  the 
heart. 

(1)  The  experimental  demonstration  which  we  owe 

Fio,  97. 


/./^-'■V/VA^A. 


The  €on|.iiiuaus  tracings  of  the  femorul  puUt;  was  taken 
during  life;  the  artifipial  pulse- waves  are  a\m>  from  the 
femoral  artery  (yon  Kries). 

to  von  Kries  *  and  von  Frey,  consisted  in  determin- 
ing the  arterial  pressures  in  animals  bled  to  death,  in 
whom  an  artificial  circulation  of  defibrinated  blood 
Avas  kept  up  by  means  of  intra-aortic  injections.  In 
this  way  von  Kries  succeeded  in  obtaining  evidence 
of  a  secondary  wave  in  the  femoral  artery  of  dogs 
{the  normal  femoral  tracing  having  previously  beeu 
taken  during  life), 

*"  Von  Kries,  loe.  ciL,  p.  62,  63* 
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Under  the  circumstances  of  the  experiment,  this 
wave  would  have  had  its  origin  neither  in  the  aorta 
itself^  nor  in  the  spring  manometer  employed 

Soorw^'s  failure  to  obtain  analogous  waves  is 
attributed  by  von  Eries  to  the  great  length  of  india- 
rubber  tubing  (10  metres)  inserted  between  the 
source  of  pressure  and  the  aorta.  The  same  faulty 
arrangement  was  adopted  by  Bernstein,  who  used 
7  metres  of  tubing,  and  also  failed  to  obtain  any 
result.  In  the  hands  of  von  Frey  and  Krehl,  the 
experiment  was  entirely  successful. 

^Evidence  of  reflection  might  also  be  obtained  by 
comparing  the  differences  in  the  intervals  between 
successive  waves  at  the  periphery  and  nearer  the 
heart ;  this  method  would  be  more  promising  but  for 
the  fact  that,  after  travelling  a  long  distance,  waves 
lose  their  definition  and  undergo  deformation,  espe- 
cially in  channels  exposing  them  to  much  friction. 

It  is  pointed  out  by  von  Frey,*  that  an  excellent 
proof  of  the  positive  reflection  of  arterial  waves  has 
been  unintentionally  supplied  in  the  course  of 
Hiirthle's  investigations. 

The  proof  is  an  indirect  one.  The  oscillations  of 
pressure  observed  in  the  femoral  artery  were  found 
by  Htirthle  to  be  considerably  greater  than  those  in 
the  carotid  of  the  same  animals.  Thus,  from  78  to 
220  mm.  of  mercury  was  the  range  for  the  femoral ; 
from  74  to  168  mm.  only  for^he  carotid  :  in  another 
experiment  in  the  femoral,  the  pressure  ranged  from 
94  to  249  mm.  of  mercury,  whilst  in  the  carotid  it 
did  not  exceed  from  94  to  183  mm. 

*  Loc,  eit,  p.  33. 
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This  unexpected  result  can  hardly  find  a  better 
explanation  than  in  the  action  of  peripheral  reflection, 
leading  in  the  more  distant  vessel  to  the  summation 
of  direct  and  of  reflected  waves. 


II.  Von  Frey's  Demonstration  of  thb  Theory 
OF  Arterial  Eebounds. 


The  following  abstract  from  von  Frey's  book,*  in  conjunction 
with  his  diagrams,  will  throw  further  light  on  the  difficulties 
connected  with  a  study  of  the  pulse-wave,  and  on  some  of  the 
explanations  supplied  by  the  theory  of  wave-rebound. 

Fig.  98. 


fso  cm 


The  head  of  the  systolic  wave  (S)  has  reached  P,  after  lapse 
of  0*15  sec. ;  its  summit  has  not  yet  entered  C. 


The  Diafram. 

For  greater  simpUdty,  the  aorta  and  the  arterial  83rstein  are 
represented  by  a  single  elastic  tube  150  cm.  in  length,  of  even 
diameter  throughout,  open  at  the  cardiac  end  (7,  and  closed  at  the 
peripheral  end  F,  This  is  supposed  to  contain  a  fluid  at  rest, 
traversed  by  a  wave  which  possesses  a  uniform  velocity  of  10  metres 
per  second,  and  which  is  frea  from  the  disturbing  influence  of 
friction. 

The  horizontal  line  CF  represents  the  tube ;  and  the  upper  line, 
the  successive  levels  attained  by  the  pressures  within  it. 


«  Loe.  ctV.,  pp.  181-192. 
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The  Fnlse-WaTe  and  its  ftefleotton. 
A.    The  Frlmarj  Kehoimd. 

The  positive  (aortic)  wave  is  supposed  to  occupy  0*2  seconds  in 
reaching  its  full  development  from  its  beginning  to  its  acme. 
Starting  at  C,  it  will  only  need  0*15  seconds  to  arrive  at  jP,  where 
it  must  be  reflected — ^as  shown  diagrammatically  in  II ;  and  by 

Fig.  99, 


At  the  end  of  0*2  sec.  the  summit  of  the  wave  has  entered  G. 
Its  head  would  have  reached  8',  but  is  reflected  as  R  B, 
R  E  being  superposed,  as  so  much  additional  pressure,  to  the 
original  wave,  the  local  distribution  of  pressure,  at  that 
moment,  is  represented  by  the  line  S  S+B.  A  minimal  pm 
sure  occurs  at  B ;  the  two  maxima  at  C  and  at  ?• 


the  time  its  summit  has  entered  the  tube  (viz.,  after  0*2  sec.),  its 
b^inning  will  have  travelled  back  as  far  as  ^,  as  a  positive  refluent 
wave ;  and,  therefore,  the  pressure  at  each  spot  between  F  and  E 
wlQ  be  raised  by  a  corresponding  amoimt.  This  is  expressed  in  the 
diagram  by  superposing  the  reflected  portion  over  the  earlier 
portions  of  the  wave. 

The  diagrams  III  and  lY  are  constructed  on  the  same  principle, 
and  represent  the  conditions  after  lapse  of  0*25  sec.  and  0*30  sec. 
respectively. 

The  Ohaaffea  in  Tr^mmur^m 

Let  us  consider  the  successive  pressures  at  a  point  E^  distant 
100  cm.  from  (7,  The  wave  will  not  reach  that  spot  until  0*10  sec. 
have  elapsed  since  the  aortic  valves  have  opened  a  way  for  it  into 
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the  arterial  system.  The  following  figures  represent  the  increments 
of  pressure  at  successive  intervals  of  time : 


TIME. 


PRESSURE. 


0-00  sec.        0*0\ 
0*05               0*0 

0*10               O'Ol  pressures  due  to  primary  wave 
015               1*7 
0*20               3*6) 
After  lapse  of  0*25  ....  5*0  would  he  the  pressure  due  to 
the  primary  wave  only. 

Fig.  loa 

s*n. 

^ — 

~9.tL»im 

D 

\ 

m. 

~ZZ^' 

) 

C    O          ^ 

^ 

P               s' 

owfie 

S  S' :  The  length  of  wave  after  0*25  sec  S  S  +  R :  The 
local  distribution  of  pressiire  at  that  moment,  P  S'  having 
suffered  reflection  at  P. 


But  meanwhile  (as  shown  in  diagram  III)  an  additional  pressure 
of  1*7  has  accrued  at  point  B  from  the  passage  of  the  reflected 
part  of  the  wave — and  the  total  pressure  at  £J  amounts  to  6*7. 

After  lapse  of  0*80  sec.  the  pressure  at  ^  is  higher  still  (Dia- 
gram IV). 


Bearlnr  of  these  Data  on  the  Arterial  Fnlae. 

An  important  fact  is  illustrated  hy  this  mode  of  demcoistration. 
The  highest  pressure  at  E  will  not  always  coincide  with  the 
moment  of  transit  of  the  apex  of  the  primary  wave.  Whenever 
the  reflected  wave  rises  more  quickly  than  the  primary  wave  falls, 
the  summit  of  the  combined  pressures  will  be  later :  the  apex  of 
the  pressure-curve  will  be  broadened.  And  again,  the  nearer  to 
F  is  the  point  selected,  so  much  the  smaller  will  be  the  inequality 
between  the  primary  wave-pressure  and  that  of  the  superposed 
wave,  until  at  P  the  pressure  of  the  primary  wave  is  exactly 
doubled. 

The  Femoral  artery  of  man  presents  a  oharacteristie  broadening 
of  the  summit,  which  is  due  to  the  combination  of  a  primary  and  of 
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«  re/UiOed  toave^  whilst  in  the  less  distant  Radial  arte/ry  the  summit 
of  the  primary  and  that  of  the  reflected  wave  are  less  far  apwrU* 

In  animals^  direct  measurements  show  that  tht  femoral  ptdse  is 
often  a  bigger  one  than  that  of  the  carotid^  presumably  because^  in 
the  former^  summaHon  of  the  pressures  more  readily  occurs. 


Fig.  ioi. 


4f5SM 


Von  Frej'8  diagram  t  (slightly  altered)  of  the  coarse  of  a 
systolic  wave,  in  an  elastio  tabe  (or  artery)  150  cm.  in  length. 

On  the  other  hand,  the  tachograph  shows,  in  the  arteries  of  the 
limbs,  a  rapid  fall  of  the  primary  summit  towards  the  periphery. 
It  is  noteworthy  that  a  similar  diminution  takes  place  in  the 
•ensuing  minimum  of  velocity. 

Had  the  pressure  been  determined  at  the  point  D  (20  cm. 
distant  from  (7),  the  record  would  have  been  as  follows  : 


TIME. 

0-00  sec. 

0-05 

010 

0-15 

0-20 


PRESSUBE. 
0 
10 

2-9 
4-5 
5-6 


*  See  Figs.  102a  and  1026,  p.  214. 


t  Loc,  cU.j  p.  18^ 


Digitized  by 


Google 


212  VON  FREY  ON  REBOUNDS. 

The  apex  of  the  primary  wave  occurs  0*02  sec.  later,  and  the 
pressure  begins  to  fall  agauu  But  this  fall  only  lasts  0*03  sec., 
after  which  begins  a  fresh  rise  to  a  yet  higher  maximum.  The 
fail  of  the  primary  wave  and  the  subsequent  rise,  due  to  the 
advent  of  the  rebound  wave,  are  shown  in  Diagram  II ;  and  it 
will  be  readily  understood  that  the  intervening  miniinnm  will 
have  a  greater  depth  the  nearer  to  the  heart  is  the  point 
selected. 

The  two  summits  might  likewise  be  separated  by  diminishing 
the  velocity  or  the  length  of  the  waves. 

Instances  of  this  kind  are  also  to  be  found  in  the  living 
subject. 

It  must  be  borne  in  mind,  however,  that  in  the  living  artery 
the  reflected  wave  is  so  much  reduced  by  friction,  etc.,  that  it  will 
hardly  raise  the  pressure  above  that  of  the  primary  wave,  except 
in  the  neighbourhood  of  the  summit  of  the  latter. 

B.   The  Seoondarj  Aebounds. 

Reverting  once  more  to  the  diagram,  we  will  now  assume  th«it 
the  wave  reflected  towards  C  finds  that  opening  closed.    The  wave 

Fig.  102. 


^iittt 


The  starting  point  C  reached  again,  after  0*30  sec.,  by  the 
head  of  the  rebound  wave.  Henceforth  a  secondary  reflection 
must  occur  at  C  (if  closed) ;  and  yet  later,  a  tertiary  reflection 
at  P. 

would  suffer  a  second  reflection  at  C ;  and  would  resume  the 
direction  of  the  original  wave.  Yon  Frey  proposes  to  distinguish 
it  from  the  latter  as  a  wave  of  the  second  order.  Its  relations  to 
the  reflected  wave  will  be  precisely  analogous  to  the  relations 
described  above  ae  existing  between  the  primary  and  the  reflected 
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wave.  Therefore,  simultaneous  observations  at  symmetrical  points 
in  the  vicinity  of  G  and  in  the  vicinity  of  P  respectively,  would 
give  the  following  results : 

In  the  vicinity  of  C :  (a)  a  first  summit,  that  of  the  primary 
centrifugal  wave ; 

(6)  a  second  summit,  the  joint  product  of  the  reflected  wave  of 
the  first  order,  and  of  the  centrifugal  wave  qfthe  second  order; 

(c)  a  third  summit  belonging  to  the  combination  of  the  centri- 
petal  wave  of  the  second  order,  and  of  the  centrifugal  wave  of  the 
third  order,  etc. ; 

And  in  the  vicinity  of  P :  (a)  a  first  summit  due  to  combined 
direct  and  reflected  waves  of  the  first  order  ; 

(6)  a  second  summit,  compounded  of  the  direct  and  reflected 
waves  of  the  second  order,  etc. 

Thus  the  maxima  at  the  two  ends  are  both  composite,  but  not 
analogous ;  .the  central  maxima  resulting  from  waves  of  different 
orders — the  peripheral  maxima,  of  waves  of  the  same  order. 

As  a  practical  deduction  from  the  above,  the  summits  of  the 
pulse-waves  of  two  arteries  at  points  equidistant  from  the  heart 
may  be  compared ;  not  so  those  of  two  arteries  unevenly  distant 
from  the  heart.  In  particular,  the  dicrotic  elevations  of  the 
arteries  of  the  limbs  are  regarded  by  von  Frey  as  representing  the 
summation  of  the  direct  and  reflected  waves  of  the  secoTid  order,  I 
The  alternation  which  he  has  frequently  observed  between  thd 
secondary  elevations  of  the  innominate,  and  those  of  the  external 
iliac  pulse,  leads  him  to  suspect  that  those  of  the  innominate 
belong  to  the  central  type  (combination  of  a  direct  wave  of  the 
n*^  order,  and  of  a  reflected  wave  q/*<Ae  (n  + 1)  order). 


Thm  fteboiiiids  in  the  UTingr  Arterial  System. 

Passing  now  from  the  crude  simplicity  of  the  diagram  to  a  I 
consideration  of  the  real  conditions  of  the  arterial  and  capillary  I 
system,  we  must  account  for  an  enormous  number  of  small/ 
rebounds  which  by  mutual  summation  will  ultimately  (in  the] 
aorta),  grow  to  a  considerable  total.  Owing  to  their  multipl^ 
diversity  in  time,  their  resultant  wave  will  lose  much  of  its  heighi 
and  become  broader.    The  undoubted  occurrence  of  resultants  of 
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this  kind  suggests  their  probable  origin  from  large  vascular  areas 
sadi  as  those  of  the  intestine^  of  other  viscera,  and  oC  the  limbs : 

Fig.  102a. 


-i- 


i- 


Brachial  tracing,  with  time-record,  by  yen  Eries,  reproduced 
from  von  Frey,  Joe,  dt.,  p.  168. 

Fig.  1026. 


f- 


> 


Femoral  tracing  from  the  same  sabject,  Tory  different  in 
shape  from  the  brachial  tracing ;  illostrating  the  dependence 
of  any  pnlse-cnnre  upon  the  kind  and  arrangement  of  its  com- 
ponent rebounds. 

it  also  suggests  the  possibility  that  the  existing  inequalities  in 
distance  from  the  heart  may  be  partly  compensated  by  corre- 
sponding differences  in  the  velocities,  as  a  result  ci  differences  in 
the  condition  of  the  arterial  walls  in  different  regions  of  the 
organism. 

The  alterations  due  to  muscular  contractility  under  nerve 
influence,  open  up  an  almost  incalculable  range  of  possible  com- 
binations. 

Yon  Frey's  numerous  observations  on  the  pulse  of  the  innomi- 
nate artery  have  yielded  most  variable  results  in  different  animals, 
some  of  the  pressure-curves  being  monocrotic,  others  provided 
with  three  or  with  four  summits.  Even  in  the  same  animal  the 
tracing  will  entirely  alter  its  character  in  the  course  of  a  single 
experiment.  The  pulse  will  pass  from  a  monocrotic  into  a 
polycrotic  phase,  becoming  either  anacrotic  *  or  katacrotic,  without 


*  If  a  rebound-waye  should  coincide  with  the  ascent  of  a  direct  one,  an 
anacrotic  tracing  will  result  (von  Frey,  loc^  eit,  p.  173). 
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the  occurrence  of  any  alteration  either  in  blood-pressure  or  in 
cardiac  rhythm.  The  only  explanation  for  this  variability  is  to 
be  found  in  vasomotor  influences. 

Fig.  103. 


Tracings  of  the  Temporal  (A),  of  the  Badial  (B),  and  of  the 
Dcrsalis  pedis  pulse,  taken  in  rapid  sncoession  in  the  same 
person  (T<m  Frey*) :  ninstrating  the  essential  diversity  in 
their  oonfigoration. 

Yon  Frey  also  draws  attention  to  the  short-circuit  rebounds 
taking  place  from  one  branch  of  an  arterial  bifurcation  into  the 
other  t ;  and  lastly,  to  the  reflux  waves  due  to  anastomosis. 

In  conclusion,  the  thorough  discussion  of  any  pulse-tracing  is, 
strictly  speaking,  impossible  in  the  absence  of  a  knowledge  of  the 
number,  origin,  and  direction  of  the  waves  which  share  in  its 
production. 

The  centripetal  waves  of  distant  peripheral  parts,  can  be  traced 
to  a  definite  mode  of  production  ;  but  the  centrifugal  waves  may 
have  their  origin,  not  only  in  the  heart,  but  in  any  other  part  of 
the  body  capable  of  generating  an  arterial  rebound,  and  of  trans- 
mitting it  to  the  arteries  under  observation. 


*  Loe.  cU.,  p.  161. 

t  Reference  to  these  local  reboonds,  described  by  von  Eries,  will  be 
found  at  page  257* 
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CHAPTER  IV. 

THE  PULSE-WAVE  STUDIED  IN  THE 
PULSE-TRACING. 

The  Sphygmograiih :  Its  Alms  and  Its  Umits. 

Leaving  aside  the  gross  imperfections  of  some  of 
the  special  forms,  the  shortcomings  of  the  sphygmo- 
graph  in  general  have  hitherto  been  of  three  kinds. 
It  has  failed  to  report  as  to  the  hardness  or  other 
tactile  qualities  of  the  pulse — ^to  -gauge  the  absolute 
value  of  blood-pressure — and  to  supply  trustworthy 
/information  as  to  the  size  of  the  pulse^  and  the 
[direction  of  its  waves.  Some  of  these  data  are 
tfumished  by  the  plethysmograph  and  the  tacho- 
/graph. 

The  qualities  of  a  good  sphygmograph  are  briefly 
described  by  Roy  and  Adami : 

To  obtain  satisfactory  graphic  records  of  the  pulse,  an  instru- 
ment is  required  which  will  give  with  certainty  similar  results 
when  applied  at  different  times,  when  the  pulse  has  not  undergone 
alterations  in  the  intervals ;  which,  secondly,  can  be  applied  with- 
out difficulty ;  thirdly,  the  pressure  upon  the  artexy  must  be 
capable  of  being  regulated  with  exactitude;    fourthly,  it  must 
!  give  tracings  sufficiently  large  to  enable  us  to  distinguish  minute 
/  variations  in  the  characters  of  the  pulse-wave ;  fifthly,  the  curves 
J  obtained  must  be  free  from  inertia- vibrations ;  sixthly,  it  must  be 
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capable  of  measuring  the  blood-pressure  within  the  artery ;  and 
lastly,  it  must  be  silbh  that  it  can  be  conveniently  employed  at 
the  bedside.  \ 

Roy  and  Adami  claim  for  their  instniment,  the  i  r  ^  \ 

sphygmometer,  described  and  depicted  in  the  Prac-  \  ^i^ 

titioner  (vol.  xlv.,  p.  29,  1890),  that  it  fulfils  most  of  H 
these  conditions. 

The  Sphygmogram. 

AH  observers  are  agreed  as  to  the  main  features 
of  the  sphygmogram.  These  consist  (in  Roy  and 
Adami's  nomenclature)  of:  I 

(1)  A  primary  wave ;  and  of  at  least  three  second-  "^ 
ary  waves ; 

(2)  The  upstroke  of  the  primary  wave  is  continued 
into  the  Jii'st  secondary  wave; 

The  downstroke  presents  various  events  : 

(3)  A  predicrotic  wave,  or  second  secondary  tvave ; 

(4)  A  dicrotic  notch ; 

(5)  A  "  post-dicrotic  "  *  wave,  or  third  secondary 
wave ; 

(6)  A  rounded  shoulder  included  between  the 
post-dicrotic  wave  and  the  base  line ; 

(7)  "  Finally,  in  tracings  taken  near  the  heart,  a 
small  notch  and  short  positive  wave  corresponding 
in  time  with  the  commencement  of  the  ventricular 
systole." 

In  addition  to  these  manifest  constituents,  other 
elements,  which  are  partly  latent,  are  held  by  some 
to  take  an  important  share  in  shaping  the  sphyg- 
mogram, 

*  "  Po8t*dicrotic  "  ifi  used  instead  of  "  dicrotic."    Both  names  mean  the 
same  event,  viz.,  the  wave  immediately  following  the  notch* 
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Its  Znterpretatloiuk 

Considerable  difference  of  opinion  prevails  as  to 
the  origin  of  the  leading  features  of  the  pulse-tracing, 
and  as  to  their  individual  variations.  Von  Kries  and 
von  Frey  attribute  much  to  peripheral  influences  and 
wave  rebound.  Roy  and  Adami,  on  the  other  hand, 
lay  great  stress  upon  the  mode  of  the  cardiac  con- 
traction as  influencing  the  configuration  of  the 
curve. 

The  two  views  might  almost  be  contrasted  as  the 
central  and  the  peripheral  interpretation  of  the 
sphygmogram:  Roy  and  Adami  recognising,  in 
addition  to  the  waves  of  inertia^  among  which  they 
include  the  dicrotic  wave,  three  heart-waves  {a,  primary 
wave  due  to  the  contraction  of  the  heart-wall — a  first 
secondary  or  "  papillary  wave "  due  to  the  late  and 
brief  contraction  of  the  papillary  muscles — and  a 
second  secondary  or  "  outflow-remainder  "  wave,  due 
to  the  continued  contraction  of  the  heart-wall,  out- 
lasting the  papillary  contraction) ;  whilst  von  Kries 
and  von  Frey  are  content  with  a  single  heart-wave, 
the  peripheral  rebounds  of  which  are  supposed  to 
be  such  as  to  give  rise  to  the  various  accidents  in  the 
outline. 

A. 

ROY  AND  ADAMl's   VIEWS. 
The  Mode  of  Froductioii  of  the  Sereral  BTenta. 

Roy  and  Adami's  important  experimental  observa- 
tions on  the  function  of  the  papillary  muscles  lead 
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them  to  suggest  alterations  in  the  interpretation  of 
the  pulse-trace,  and  in  the  names  to  be  appUed  to 
its  several  constituents. 

(1)  For  the  term  "  percussion-wave "  they  substitute  that  of 
'*  papillaiy-wave/'  on  the  ground  that  the  portion  of  the  pulse- 
curve  which  corresponds  in  time  with  the  ventricular  outflow 
agrees  in  form  with  the  intra-ventricular  pressure-curve. 

(2)  The  rounded  shoulder  or  secondary  wave,  hitherto  known 
as  the  "tidal  or  pre-dicrotic,"  should  he  called  the  "outflow 
remainder-wave.''  It  coincides  in  time  with  the  third  phase  of 
ventricular  systole,  that  which  precedes  the  dicrotic  notch. 

(8)  The  dicrotic  notch  is  regarded  as  a  wave  of  inertia  of  the 
blood  in  the  aorta  and  larger  arteries,  causing  a  negative  wave  at 
the  root  of  the  aorta.  This  is  propagated  in  the  same  direction 
as  the  positive  wave.  It  may  be  considered  as  the  result  of  the 
cessation  of  the  ventricular  outflow. 

The  depth  of  the  dicrotic  notch  is  of  course  in- 
fluenced by  the  height  of  the  wave  which  follows  it. 
The  size  of  this  post-dicrotic  (dicrotic)  wave  is  not 
determined  by  inertia  alone.  Boy  and  Adami  have 
observed  that  this  positive  wave  often  coincides 
exactly  with  the  onset  of  the  ventricular  diastole, 
and  are  inclined  to  connect  it,  at  least  in  part,  with 
the  sudden  change  in  the  rigidity  of  the  heart-wall 
at  that  moment,  an  influence  which  might  be  trans- 
mitted to  the  adjoining  vessel.  In  cases  in  which 
this  synchronism  did  not  obtain,  they  have  sometimes 
noticed  two  waves  instead  of  one,  and  one  of  these 
did  coincide  with  the  onset  of  diastole. 

A  seeond,  much  smaller  wave,  which  is  also  positive,  follows  the 
post-dicrotic  wave.  Roy  and  Adami  regard  it  as  due  to  inertia  ; 
at  least,  they  are  unable  to  find  any  other  cause  for  it. 

Lastly,  in  tracings  from  the  early  portion  of  the  aorta,  a  small 
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notch  and  a  short  positive  wave  immediately  precede  the  up- 
stroke. *'  They  appear  to  be  due  to  the  pull  upon  the  aorta  which 
results  from  the  first  part  of  the  ventricular  systole." 

The  Timet  Sisei  and  Rapidity  of  the  Upstroke. 

At  the  root  of  the  aorta  the  beginning  of  the  pulse- 
wave  does  not  bear  a  constant  relation  to  the  onset 
of  the  Ventricular  systole  (a  fact  apt  to  influence  the 
form  of  the  pulse- wave).  For  there  may  be  delay  in 
the  opening  of  the  sigmoids — due  to  intra-aortic 
pressure— or  again,  the  intra- ventricular  pressure  may 
be  raised  more  or  less  quickly  during  the  earlier  part 
of  the  systole. 

The  height  of  the  systolic  rise  is  influenced  : 

(1)  by  the  volume  of  ventricular  output ; 

(2)  by  the  freedom  of  outflow  into  capillaries ; 

(3)  by  the  degree  of  arterial  wall  rigidity  ; 

(4)  by  the  degree  of  pressure  of  the  recording 
instrument  on  the  vessel. 

Its  rapidity  varies  with  the  rapidity  of  the  outflow 
from  the  heart. 

The  point  corresponding  to  the  cessation  of  ven- 
tricular outflow,  may  be  determined  by  the  simul- 
taneous use  of  the  myocardiograph.  The  cessation 
of  the  shortening  of  the  muscles  will  indicate  this 
point,  which  must  occur  in  the  tracing  above  the 
dicrotic  notch.  Usually  (the  cessation  being  gradual) 
no  indication  is  traceable  in  the  pulse-curve. 

The  Sphygmoffraphlo  Oharaetera  of  the  False  of 
BliTh  Tenaion  as  aeon  in  the  Downatroke. 

Roy  and  Adami  have  conclusively  shown  that  the 
mere  shape   of  the  pulse-curve   often  conveys  no 
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information  as  to  the  height  of  the  blood-pressure? 
and  that  it  is  necessaiy  to  state  the  amount  of  the 
extra-vascular  pressure  employed.  Considerable 
oscillations  of  the  lever  are  observed  in  some  cases  of 
high  tension.  The  pre-dicrotic  wave  in  them  may/ 
be  as  short  in  duration  as  it  is  in  pulses  of  low\ 
tension.* 


The  Sph jirmoirnun  not  an  OI»t1oiis  lieoord  of  the 
Mediam  Arterial  Freaaore. 

It  is  pointed  out  that  much  confiision  would  arise, 
if  the  mere  form  of  the  pulse- wave  were  regarded  as 
a  safe  guide  to  the  height  of  the  medium  arterial 
pressure. 

By  comparing  a  healthy  sphygmogram  with  one 
obtained  from  a  patient  on  the  eighth  day  of  erysipelas, 
the  authors  arrive  at  the  conclusion  that 

"  The  medium  arterial  pressure  may  be  reduced  considerably 
below  the  normal  without  any  change  in  the  form  of  the  pulse- 
tracing  being  necessarily  produced  thereby."  I 

Again,    the    pulse-curves    in    cases   of   Anaemia 


*  The  converse  to  this  has,  however,  not  (as  far  as  known  to  the  author) 
been  alleged.  A  prolonged  pre-dicrotic  wave  coinciding  with  large  size 
of  the  main  wave  has  not  been  observed  in  cases  of  low  tension.  We  may 
regard  Mahomed's  test  as  a  safe  indication  of  the  existence  of  tension  in 
the  large  group  of  cases  in  which  high  tension  is  of  the  sustained  kind. 
His  test  should  be  regarded  as  trustworthy  where  it  applies  as  a  positive 
test,  but  it  cannot  be  used,  as  at  one  time  alleged,  as  a  negative  test,  since 
high  tension  may  exist  in  its  absence. 

Mahomed's  test  is  the  following  : —  . 

A  line  is  drawn  from  the  apex  of  the  tracing  to  the  bottom  of  the  dicrotic  \ 
notch.  If  any  part  of  the  pulse  trace  rises  above  this  connecting  line^  high  > 
pressure  is  shown  to  exist  {Owifs  Bosp.  Bep,,  1879,  p,  371).  It  is  also  stated  • 
that  the  level  at  which  the  dicrotic  event  occurs  is  an  indication  of  the  amount  ; 
of  pressure ;  the  higher  position  meaning  the  higher  pressure^  I 


Digitized  by 


Google 


222  VON   FREY 

[  (Hydraemia)  may  fail  to  indicate    the  existence  of 
very  different  types  of  pressure.     Thus  : 

"A  patient  (from  whom  Fig  80*  was  taken)  was  intensely 
anaemic,  and  had  functional  mitral  incompetence.  Nevertheless, 
the  arterial  pressure  was  not  low,  the  minimum  being  85  mm.  of 
mercury.  As  the  dicrotic  depression  was  very  marked  and  deep, 
analogous  to  that  seen  in  the  so-called  low  tension  pulse,  therefore 
a  typically  dicrotic  pulse- wave,  of  the  kind  usually  called  the  low- 
tension  pulse  curve,  may  be  present  in  cases  where  the  blood- 
pressure  in  the  systemic  arteries  is  little,  if  at  all,  below  the 
normal." 

In  another  patient  the  minimum  pressure  was  lower 
than  normal ;  nevertheless  the  pulse  curve  did  not 
resemble  the  so-called  low-tension  pulse. 

B. 
VON  frey's  views. 

Von  Frey,  like  von  Kries,  has  little  to  say  con- 
cerning the  mode  of  the  cardiac  contraction  as 
directly  influencing  the  fluctuations,  of  the  outline  of 
the  pulse-wave. 

The  differences  between  his  analysis  of  the  sphyg- 
mogram  and  that  given  by  von  Kries  are  not  con- 
siderable, and,  but  for  the  few  remarks  which  follow, 
the  accounts  given  by  the  two  authors  might  be 
conveniently  blended. 

Tlie  Snfluenoe  of  the  Attendant  Oircwmetaaceg  on 
the  Poise  Cnrre. 

Mistakes  in  interpretation  are  often  traceable  to 
the  following  influences : 

♦  Loc  ciUf  vol.  xlv.  p.  22. 
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(1)  Pulsatile,  so-called  locomotor,  changes  in  the 
position  or  curvature  of  the  artery.  The  disturb- 
ances set  up  in  the  tracing  in  this  way  are  probably 
of  a  complicated  nature. 

(2)  Fulness  of  the  subcutaneous  veins,  mechani- 
cally raising  the  level  of  the  tracing,  may  supervene 
very  rapidly,  and  within  the  duration  of  a  single 
tracing. 

(3)  The  smaller  tracings  being  the  more  reliable 
ones,  the  higher  pressures  should  be  used  first,  and 
gradually  diminished,  so  long  as  no  obvious  deforma- 
tion   of  the  tracing  is   set   up.     This  is  in  direct 
opposition  to  the  practice  of  the  early  teachers  of 
sphygmography.*     Complete  flattening  of  the  artery 
by  the  button  is  not  likely  to  occur,  seeing  that  the 
pressure   of  the  latter  will  diffuse  itself  in  every 
direction  in  the  watery  tissues.    Under  the  influence 
of  the  heightened  tissue-tension,  the  artery  will  con- 
tract feirly  evenly,   whilst    the    blood-pressure    is 
resisted,  no  longer  by  the  arterial  wall,  but  by  the 
tissues  around  and  by  the  spring  of  the  sphygmo- 
graph. 

Tlfte  Varlabllitj  of  tbe  Arterial  Traoinff. 

Von  Frey  regards  the  sphygmograph  as  well 
suited  for  determinations  in  the  small  arteries — the 
tonograph  for  the  larger  ones  only,  owing  to  the  un- 
avoidable movements  of  the  fluid  and  to  the  friction 
to  which  they  may  give  rise ;  but  whichever  instru- 
ment be  used  it  is  remarkable  that  tracings  from  the 

•  See  O.  J.  B.  Wolff,  **  Charakteristik  des  Arterienpulses,"  Leipzig,  1865, 
p.  19. 
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same  artery  will  be  very  different  when  taken  at 
different  points  of  its  course,  or  from  the  same  spot 
at  different  times.  Frequency  seems  to  be  almost 
the  least  variable  of  the  qualities  of  the  pulse. 

The  size,  as  well  as  the  hardness  or  maximum  of 
tension,  both  decrease  from  the  centre  to  the  peri- 
phery. So  changeable  is  the  shape  of  pulse-curves 
that,  if  any  comparison  is  to  be  made  between 
tracings  from  different  arteries,  they  should  all  be 
taken  under  identical  circumstances  and  with  as 
little  interval  as  possible  (cf.  Fig.  103,  p.  215). 

The  line  of  ascent  and  the  primary  summit  pre- 
sent noticeable  differences  in  tracings  from  different 
arteries  in  the  same  individual  The  primary  summit 
occurs,  according  to  von  Kries,  in  the  carotid  0*05 
of  a  second  after  the  beginning  of  the  tracing,  0-06 
in  the  brachial,  0*08  in  the  femoral,  and  0*10  in  the 
radial. 

Much  attention,  as  will  presently  be  seen,  has  also 
been  bestowed  on  the  exact  timing  of  the  so-called 
dicrotic  wave.  In  respect  of  the  remaining  details 
of  their  configuration,  any  two  curves  may  be  totally 
different :  the  minute  elevation  in  the  one  may 
correspond  to  a  depression  in  the  other ;  the  primaiy 
summit  may  be  rounded,  or  it  may  be  sharp ;  the 
line  of  descent  may  be  concave  or  rounded.  More- 
over, when  features  of  two  different  curves  do  co- 
incide, are  we  justified  in  concluding  that  the  two  like 
summits  or  depressions  are  really  equivalent  ?  They 
may  be  the  resultants  of  very  different  wave  com- 
binations« 
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CHAPTER  V. 

VON  KRIES'  ANALYSIS  OF  THE 
PULSE-TRACING. 

FteUminary  Remarks  on  the  Peripheral 
Rebouncl. 

Von  Kries'  analysis  of  the  sphygmogram  is  worked 
out  strictly  on  the  theory  of  peripheral  wave-rebound, 
with  the  help  of  a  comparative  study  of  the  pulse- 
tracing  and  of  the  tachogram. 

A  Peripheral  Seboimd  obtainable  in  tbe  Artificial 
Cironlation  within  the  Dead  Body  (of  Animals). 

Experiments  of  this  kind,  first  published  by  Bernstein,*  subse- 
quently by  Hoorweg,t  and  by  von  Frey  and  Krehl,  J  were  previously 
conducted  in  1882,  although  not  published,  by  von  Kries.  The 
occurrence  of  a  peripheral  wave-rebound  was  recognised  by  von 
Kries,  and  by  von  Frey  and  E^rehl ;  but  the  other  two  observers 
failed  to  obtain  it,  most  probably  owing  to  the  unfavourable 
conditions  special  to  their  experiments.  The  positive  results 
recorded  are  a  strong  argument  in  support  of  the  probable 
occurrence  of  similar  rebound-waves  during  life. 


*  Sitzongs  berichte  der  Naturforschenden  Gesellschaft  za  Halle,  1B87. 
t  PflUgers  Archiv.,  bd.  46,  s.  167. 
Z  Da  Bois  Reymond's  Archiv.,  1890. 
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Biirthle'ft  dmpwanMw  Btadj  of  l^entral  and 
Perlpbaral  Falsa*  Traeliic*. 

Hurthle,*  in  hifi  oomparativo  study  of  the  serial  summits  of  the 
carotid  and  of  the  femoral  pulse-tracings,  did  not  succeed  in  ob- 
taining conclusive  evidence  in  favour  of  the  wave-rebound  theory. 
According  to  von  Kries,  he  appears  to  have  overlooked  the  fact 

Fio.  104. 


Carotid  pulse-tracings  from  a  peripheral  and  from  a  central 
part  of  the  vessel.  (UiLrthle,  Pflnger*s  Arch.,  bd.  47.)  (Re- 
produced from  Ton  Eries,  loc  cit,  p.  67.) 

that  any  elevation  due  to  a  rebound  must  approach  nearer  and 
nearer  to  the  primary  apex,  the  nearer  to  the  periphery  the  tracing 
has  been  taken. 

Tlfto  WaTO-Kebounds  at  tbo  Bntraaoo  of  tbo  Kodiiim- 

•isoa  and  Small  Arteries,  and  of  the  Capillaries, 

are  not  of  the  Meff ative  Bind. 

In  opposition  to  Grashey,  von  Kries  contends  that 
the  wave-rebound  from  the  capillaries  is  of  a  positive 
i  kind ;  and  he  also  argues  that  the  arterioles  likewise 
\throw  back  the  wave  as  a  positive  one. 

♦  PflUger's  Archiv.,  bd.  47  and  bd.  49. 
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He  iDclines  to  a  belief  that  the  wave,  in  passing  from  the  larger  ' 
arteries  into  the  middle-sized  ones,  does  not  suffer  any  considerable 
positive  rebound,  but  at  any  rate  not  any  negative  rebound,  and 
that  the  rate  of  tnmemiesum  of  the  puUe-wave  dUmg  the  latter  veeeeU 
rather  increasea  than  diminishes  towards  the  periphery. 

An  opinion  is  also  expressed  that,  in  them,  the  aggregate  I 
increase  in  lumen  is  not,  during  life,  as  considerable  as  it  has  I 
hitherto  been  estimated  from  observations  in  the  dead  body. 

Matters  are  widely  different  in  connection  with  the  arterioles 
and  capillaries.  Their  aggregate  lumen  progressively  and  largely 
increases.  Meanwhile  friction  occurs  in  a  remarkably  increased 
proportion,  so  much  indeed  as  to  warrant  us  in  expecting  a 
positive  rebound  analogous  to  that  seen  at  the  closed  end  of  a 
tube.  At  the  same  time  von  Kries  does  not  allow  that  the 
evidence  to  that  effect  is  absolutely  convincing,  and  it  is  still 
conceivable  that  the  extraordinary  dUcUahUity  of  capillaries  may 
compensaie  for  their  increased  frictional  resistance. 


Tbe  Slow  De»oent  of  the  Down-Stroke  of  the 
SphjirmogTam  is  due  to  Wavo-Keboimd. 

The  aortic  systolic  inflow,  which  causes  the  pulse- 
wave,  occupies  less  than  half  the  duration  of  the 

Fig.  105. 


Elementary  pnlse-cnnre  from  a  schema  (von  Kries). 

latter.  From  about  the  beginning  of  the  dicrotic  I 
rise,  or  even  earlier,  it  has  entirely  ceased.  Why! 
should  the  pulse-curve  be  so  slow  in  falling  ?    Friction,  i 
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in  a  tube  of  the  diameter  of  the  aorta,  is  too  slight  a 
force  to  explain  the  delay.  On  the  other  hand, 
tracings  taken  from  an  elastic  reservoir,  distended  by 
a  periodical  inflow  and  provided  with  narrow  orifices 
of  outflow,  exactly  imitate  the  pulse-curve  in  its 
elementary  form — (viz.,  when  freed  from  secondary 
elevations).  In  the  fluid  contained  in  a  completely 
closed  elastic  balloon,  the  rise  due  to  external  pres- 
sure is  kept  up — because  there  is  no  outflow ;  in  the 
reservoir  mentioned  above  it  is  kept  up  for  a  longer 
time  than  the  external  pressure,  because  the  gi-eater 
part  of  the  wave  of  pressure  undergoes  complete 
reflection  at  the  narrow  orifices. 

The  WaTe-Keboond  in  it*  Relations  to  tbe 
Arterial  Distribution. 

Von  Kries  insists  that  in  any  arterial  district  the 
secondary,  dicrotic,  wave  is  to  be  regarded  as  the 
combination  of  the  rebounds  occurring  in  all  other 
vessels  throughout  the  body. 
L  The  study  of  wave-rebounds  is  much  complicated 
by  the  extensive  range  of  difference  in  the  length  of 
arteries.  It  may  be  admitted,  however,  that  the 
very  long  and  the  very  small  arteries  are  in  the 
minority  ;  and  that  the  greater  number  are  included 
within  a  certain  average  as  regards  length  (among 
these  may  be  reckoned  the  arteries  supplying  the 
intestine*  and  abdominal  viscera).  To  this  larger 
group  the  chief  rebound  must  be  attributed,  which 
eventually  supplies  the  dicrotic  wave ;  and  owing  to 
its  multiple  origin  we  may  expect  this  wave  to  pre- 
sent a  broad  summit.  In  reality,  the  dicrotic  summit 
is  always  much  less  pointed  than  the  primary. 
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Meanwhile  the  shortest  arteries  will  have  given 
rise  to  much  earlier  rebounds,  which  would  be 
registered  at  an  earlier  stage  of  the  pulse-curve — that 
is,  anterior  to  the  dicrotic  wave. 


The  Fredlcrotio  Waves. 

Von  Kries  traces  the  occurrence,  in  the  interval  n/ 
between  the  main  summit  and  the  dicrotic  summit, 
of  two  small  waves   (which  Landois  has  described 
under  the  name  of  "  Elastic  Elevations.") 

These  waves  are  very  easily  overlooked.  If  the 
main  wave  should  be  very  pointed,  they  stand  out 
as  elevations ;  but  a  very  rounded  summit  of  the 
pulse-wave  may  not  allow  them  to  be  recognised,  or 
even  suspected,  except  by  the  expert. 

Simultaneous  study  of  the  tachogram  has  led 
von  Kries  to  regard  the  first  of  these  as  a  centripetal 
wave.  The  second,  of  much  less  constant  shape, 
has  a  centrifugal  direction.  It  is  to  be  considered  as 
analogous  in  its  origin  to  the  dicrotic  wave,  but  as 
due  to  rebounds  from  much  shorter  vessels. 

In  some  cases  alterations  in  the  innervation  of 
some  of  the  vascular  districts,  or  influences  of  a 
difterent  kind  (such  as  that  of  nitrite  of  amyl),  may 
produce  alterations  in  the  size  of  this  wave— or  in  its 
shape : — its  apex,  for  instance,  may  become  doubled. 
Von  Kries  has  tried  to  prove  this  mode  of  influence 
by  sphygmograms  taken  from  the  radial,  whilst  the 
other  arm  was  exposed  to  severe  cooling,  and  he 
believes  that  the  resulting  effect  is  more  strongly 
marked  in  the  predicrotic  wave  than  in  any  other. 
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High  Tensions  of  Peripheral  Origin. 

Von  Kries  (loc.  eit.,  p.  125)  is  in  favour  of  the  old 
view,  that  a  slow  and  even  fall  of  the  line  of  descent 
with  little  prominence  of  the  dicrotic  wave,  argues 
high  tension  ;  and  that  low  tension  is  indicated  by  a 
rapid  descent,  and  a  marked  dicrotism.  The  slow 
fall  has  been  shown  to  be  due  to  peripheral  rebounds. 
The  greater  the  rebound  set  up  as  a  result  of  a  con- 
tracted state  of  the  vessels,  so  much  the  closer  will 
be  the  resemblance  between  the  sphygmogram  and 
the  tracing  obtainable  from  an  elastic  reservoir  with 
narrow  outlets,  a  tracing  in  which  the  fall  in  pressure 
is  absolutely  gradual  from  the  apex  of  the  wave  to 
the  foot  of  the  next  upstroke. 

The  instance  of  the  local  pulse-modifications  ob- 
served in  the  arm  when  raised  teaches  us  not  to 
draw  too  hasty  a  conclusion  from  the  pulse-tracing 
from  any  single  artery,  as  to  the  condition  of  others. 
Above  all,  it  would  be  rash  to  apply  the  observa- 
tions made  in  the  vessels  of  the  limbs,  and  in  the 
cutaneous  vessels,  to  the  visceral  districts. 

It  is  very  doubtful  whether  the  strong  dicrotism 
observed  in  feverish  states,  indicates  a  general  re- 
laxation of  all  the  vessels.  The  disappearance  of 
dicrotism  at  the  height  of  the  nitrite  of  amyl  reaction 
substantiates  this  doubt. 

The  variety  of  pulse-tracing  which  is  usually- 
ascribed  to  high  tension,  may  be  brought  forth  by 
local  conditions  of  the  limb  ;  but  it  may  also  be  a 
result  of  multiple  and  extensive  rebounds,  occurring 
within  shorter  vascular  territories. 
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CHAPTER  VI 

VON  KRIES  ON  SOME  ARTIFICIAL  OR 

EXPERIMENTALLY  PRODUCED 

MODIFICATIONS  OF  THE 

PULSE-TRACING. 

I.  The  Changes  in  the  Pulse  due  to 
Raising  the  Arbi. 

On  raising  the  arm  the  most  conspicuous  effect,! 
easily  demonstrated  by  connecting  the  plethysmo- ' 
graph  with  the  flame  of  an  ordinary  gas  lamp  , 
provided  with  a  graduated  cylindrical  glass  chimney,  \ 
is  an  increoLse  in  the  size  of  the  pulse. 

The  plethysmogram  (volum-puls)  of  the  forearm 
(the  instrument  being  in  this  case  charged  with  air 
instead  of  water)  shows  an  increase  in  the  size  of  the 
oscillations. 

The  tachogram  likewise  yields  increased  values, 
whether  the  observation  be  confined  to  the  hand  or 
include  the  middle  of  the  forearm. 

Marey  explains  the  greater  amplitude  of  the 
sphygmogram  as  being  due  rather  to  the  increased 
excursions  of  the  arterial  wall  than  to  any  real 
increase  in  pressure. 

Von  Kries,  working  with  a  transmission  sphyg- 
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mograph,  the  movements  of  which  were  registered 
on  a  much  enlarged  scale  by  photography,  found  the 
leading  features  of  the  two  modifications  of  the 
pulse-curve  to  be: 

With  arm  dependent:  Sharp  rise  and  a  rather 
quick  fall  of  the  tracing,  dicrotism  marked  ; 

With  arm  raised :  Slow  rise  with  anacrotism,  slow 
fall  of  the  line  of  descent ;  dicrotism  very  feebly 
marked.  These  points  are  illustrated  in  the 
annexed  tracings,  by  von  Frey  (loc.  cit,  p.  220). 

Fig.  106. 


Tracings  from  the  radial  (von  Frey),    A :  With  arm  dependent ; 
B:  With  arm  raised. 

It  is  noticed  that  in  the  tachogram  the  drop  which 
immediately  follows  the  main  rise  occurs  more  slowly 
with  raised  arm,  giving  to  the  wave  summit  greater 
breadth. 

On  the  other  hand,  the  drop  is  much  more  con- 
siderable, showing  that  the  wave  is  much  more 
strongly  reflected  in  the  raised  position. 

It  is  regarded  as  certain  that  the  pressure  is  much 
lessened  in  the  vessels  of  the  raised  hand,  and  that 
the  capillaries  are  emptied  of  much  of  their  blood. 
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Why  is  the  Systolic  Wave  slowed  in  the 
Raised  Arm  ? 

Von  Kries  briefly  considers  the  possible  influence 
of  stretching  on  the  diameter  of  the  artery,  and  of  a 
smaller  diameter  on  the  shape  of  the  wave.  More 
stress  is  laid  on  the  influence  of  the  short-circuit 
rebounds,  originating  at  the  level  of  the  shoulder,  and 
on  their  centrifugal  course,  tending  to  delay  the  main 
wave  and  to  broaden  its  tracing. 

The  increased  dimensions  of  the  tachogram  are  to 
be  explained  in  connection  with  the  relaxed  condi- 
tion of  the  artery  and  the  slackened  speed  of  the 
wave. 

The  small  anacrotic  elevation  seen  in  the  sphyg- 
mogram  is  really  the  main  summit.  The  higher 
summit  is  that  of  a  powerful  rebound  made  up  not 
only  of  the  backward  rebound  from  the  hand,  but 
also  of  the  centrifugal  rebound  from  the  whole  arm. 

The  lessened  degree  of  dicrotism  observed  is  a 
direct  result  of  the  sustained  height  of  the  curve. 


II.  Modifications  of  the  Pulse  due  to  the 
Application  of  Cold  or  of  Warmth  to 
THE  Arm. 

Cooling  the  arm  lowera  the  sphygmographic  oscillar 
tions  in  a  marked  degree. 

Tachograms,  taken  by  means  of  a  plethysmograph  I 
provided  with  an  alternating  hot  and  cold  water  \ 
supply,  also  show  great  differences. 
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At  the  same  time,  however,  modifications  in  shape 
are  much  less  noticeable  than  in  the  case  of  raising 
and  lowering  the  arm. 

Probably  the  influence  of  the  cold  application  is 
also  exercised  on  vessels  of  a  larger  size  above  the 
seat  of  the  application.  This  would  explain  alike 
the  diminution  of  the  oscillations  of  pressure,  and  the 
indistinct  character  of  the  phenomena  due  to  wave- 
reflection.  The  predicrotic  wave  is  apt  to  be  very- 
prominent,  both  in  the  pulse-tracing  and  in  the 
tachogram.  This  is  probably  due  in  part  to  re- 
bounds occurring  at  a  higher  level  in  the  arm« 

Warmth  causes  much  less  departure  from  the 
ordinary  type  of  tracing.  The  line  of  descent  falls 
rapidly  at  first,  and  subsequently  much  more  slowly. 

III.  Modifications  Resulting  from  Changes 
Induced  in  Distant  Vascular  Districts. 

Alterations  in  the  vascular  conditions  of  separate 
districts  influence  the  radial  pulse  only  in  proportion 
to  the  efiect  which  they  take  upon  the  contents  of  the 
first  part  of  the  aorta.  But  they  also  tend  to  set  up  (as 
in  the  case  of  the  occlusion  of  large  vascular  areas)  vaso- 
motor compensations  of  a  highly  complex  character. 
Nevertheless,  von  Kries  does  not  agree  with  Landois 
that  the  distant  influences  are  unable  to  modify  the 
pulse-trace.  By  alternately  tightening  or  loosening 
-a  ligature  placed  round  the  abdominal  aorta,  very 
striking  differences  are  set  up  in  the  carotid  sphyg- 
mogram,  and  the  effect  is  yet  more  pronounced  in 
the  tachogram. 

If,  as  practised  by  Marey,  the  artery  under  exami- 
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nation  be  obliterated  lower  down,  the  fact  that  the 
dicrotic  wave  remains  perceptible  above  is  not  an 


Fig.  107. 


Radial  tracing  (Marey,  he,  cit.,  p.  287).  From  the  moment  C, 
when  compression  was  made  below  the  sphyg^ograph,  '*  there 
is  an  increase  in  the  size  of  the  pulsations,  as  well  as  in  that 
of  their  systolic  ondalations  1,  2,  dec.,  and  of  their  diastolic 
ondnlations  a,  a,  &c." 

adequate  proof  of  the  centrifugal  nature  of  the  wave, 

as  alleged  by  Marey. 

**  Alors  en  efiet,  Fonde  centrifuge  ne  pourrait  franchir  le  point 
comprim^,  et,  la  reflexion  se  faisant  au  lieu  mSme  od  Tart^re  est 
exploree,  il  n'y  aurait  plus  de  separation  entre  Tonde  centrifuge  et 
I'onde  centrip^te ;  on  aurait  seulement  une  onde  unique  mais  plus 
haute  qn'k  T^tat  normal.  Or,  en  comprimant  la  radiale  au  poigiiet, 
audessous  du  point  d'application  du  sphygmographe,  on  ne  sup- 
prime  pas  la  deuxi^me  onde ;  celle-ci  est  done  centrifuge  comme  la 
premiere." 

Since  the  vessel  above  remains  in  communication 
with  the  ulnar  artery,  which  is  still  capable  of  con- 
veying a  reflux  wave,  and  with  the  aorta  to  which 
reflux  waves  from  other  parts  may  have  been  trans- 
mitted, the  wave  in  question  might  yet  have  been  a 
centripetal  wave.  If  the  effect  of  distal  closure  of  an 
artery  is  to  be  studied,  the  observations  should  be 
made,  as  in  the  case  of  the  radial  when  the  arm  is 
raised,  within  the  vascular  distribution  of  the  arteiy 
submitted  to  the  modifying  influence. 
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CHAPTER  VIL 

THE  DICROTIC  EVENTS,  AND  DICROTISM  ; 

AND  THE  PREVAILING  THEORIES 

AS  TO  ITS  ORIGIN. 

A  COMPLETE  history  of  the  theories  on  dicrotism 
would  be  too  large  a  subject  for  these  pages.  Let  us 
take  it  at  its  present  stage.  The  choice  lies  to-day 
between  two  views,  representing  the  two  systems  of 
sphygmology : 

(1)  Marey's  original  view  that  the  dicrotic  rise 
ivas  a  wave  rehounding  from  the  closed  central  end 
of  the  aorta^  subsequently  abandoned  by  physio- 
logists, has  been  taken  up  and  ably  defended  by 
von  Kries  and  von  Frey. 

(2)  Meanwhile  the  ^'fluid  inertia  theory''  has  been 
widely  adopted,  although  the  conditions  most  favour- 
able to  this — viz.,  a  rigid  system  of  tubes — are  not 
those  distinctive  of  a  healthy  arterial  system.* 

(3)  Another  less  important  view  may  find  mention 
at  this  place.     Those  who  ascribe  the  sigmoid  closure 

*  This  doctrine  has  led  Roy  and  Adami  {Praditioner,  vol.  xlv.  1890)  to 
state  in  opposition  to  previous  teachings  that  the  dicrotic  pulse  is  peculiar 
to  high  arterial  pressures,  because  these  tend  to  render  the  arterial  walls 
rigid. 
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to  a  reversal  of  the  aortic  stream^  explain  the  dicrotic  I 
fall  and  the  dicrotic  rise  as  expressions  of  this  tern-  ) 
porary  reversal  and  of  the  ensuing  return  of  the  i 
current  to  its  original  direction.     Since  this  view  is 
bound  up  with  the  assumption  of  an  actual  reflux  of 
blood  into  the  ventricle — ^a  reflux  which  in  the  casei 
of  an  exaggerated  dicrotism  would  presumably  be) 
almost  as  considerable  as  the  ventricular  output — 
we  need  only  ask  by  way  of  comment,  Why  is  not  a\ 
i-egurgitant  murmur  audible  ? 


THE   DICROTIC   WAVE  ;   AND   ITS   FEATURES   AS   FAR 
{       AS    KNOWN. 

There  is  no  difficulty  in  most  tracings  in  identifying 
the  dicrotic  wave.  Authors,  in  their  remarks,  clearly 
refer  to  the  same  object.'**'  The  only  doubt  is  as  to  its 
nature,  its  cause,  and  its  mechanism. 

The  Direction  and  Oharaoter  of  the  Dicrotic  Wave. 
Zts  Analogy  with  the  Primar3r  Wave. 

(1)  The  wave  is  a  positive  wave  because  it  produces  I 
a  distinct  elevation  of  the  trace.  (2)  From  Eoy  and  / 
Adami's  remarks  we  may  conclude  that  they  regard 
the  wave  as  centrifugal^  although  they  do  not  give 
their  reasons.  The  same  view  is  explicitly  stated  by 
von  Kries  and  von  Frey,  and  based  upon  demon- 
stration (see  p.  253).  (3)  Since  the  wave  is  detected 
even  in  tracings  from  the  aorta,  we  may  regard  its 


*  Boy  and  Adami  use  in  speaking  of  the  dicrotic  wave  the  expression 
**Post-dicrotio  wave,"  which  by  most  authors  is  reserved  for  the  elevation 
which  is  apt  to  follow  the  wave  in  question. 
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appearances  in  the  various  arterial  tracings  as  expres- 
sions of  one  and  the  same   wave.    In    all    these 

I  particulars,  therefore,  as  a  positive,  as  a  centriAigal, 
and  as  a  continuous  wave,  the  dicrotic  resembles  the 

I  primary  wave. 

The  Fositlon  of  the  Dlerotie  Wavei  Zs  It  Oonstaat 
or  Variable  t 

The  dicrotic  wave  occupies  a  definite  place  in  the 
series  of  events  belonging  to  the  pulse-wave,  and 
therefore,  a  definite  position  in  the  tracing.  Some 
go  so  far  as  to  say  that  the  time  relation  between  the 
primary  and  the  dicrotic  wave  is  identical  in  the 
same  individual,  whichever  be  the  artery  supplying 
the  tracing.  Thus  Marey,  Grashey,  Hoorweg  (in 
man),  and  Hurthle  (in  the  dog),  have  failed  to  obtain 
any  variation  in  the  time  of  onset  of  the  wave.  Other 
observers,  however,  including  Landois,  von  Kries, 
and  Edgren,  have  been  able  to  trace  a  slight  difference 
in  the  time  of  the  wave  at  spots  differing  in  their 
distances  from  the  heart. 

Landois*  found  the  interval  between  the  beginning  of  the  curve 
and  the  dicrotic  summit  on  the  average  equal  to :  '845  of  a  second 
in  the  carotid ;  *40  of  a  second  in  the  axillary ;  *39  in  the  radial ; 
*60  in  the  femoral ;  and  '52  in  the  dorsalis  pedis. 

Von  Kries  finds  '34  for  the  carotid;  '89  for  the  brachial;  -40 
for  the  radial ;  *48  for  the  dorsalis  pedis ;  *45  to  50  for  the  femoral. 
Time  measurements  on  the  tachogram  lead  to  similar  results. 

Edgren's  figures  are  analogous  to  these,  but  the  differences  are 
smaller^  '29  of  a  second  for  the  radial  and  carotid,  '81  for  the 
femoral  artery. 

*  Quoted  by  von  Frej,  loc.  ciL,  p.  162. 
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Landois  concludes  that  the  farther  from  the  heart  it  is  traced, 
so  much  the  later  will  the  dicrotic  wave  appear  in  the  sphjgmo- 
gram  ;  but  his  facts,  it  is  pointed  out  by  vou  Kries,  do  not  quite 
bear  out  this  construction.  For  instance,  the  relative  delay  in  the 
arrival  of  the  dicrotic  wave  into  the  dorsalis  pedis  arteiy,  as 
compared  with  the  carotid,  is  really  smaller  than  would  be  expected 
on  the  assumption  that  the  delay  was  determined  by  distance. 
The  minute  attention  bestowed  by  von  Kries  upon  comparative 
measurements  renders  his  results  and  his  criticisms  especially 
weighty. 

Thus,  although  von  Eries  almost  entirely  agrees  with  Landois 
in  his  timing  of  the  dicrotic  summit,  he  does  not  subscribe  to  the 
conclusion  drawn  by  that  author ;  nay,  he  holds  that  the  difference 
in  time  is  much  greater  in  appearance  than  it  is  in  reality,  and 
that  it  is  for  the  greater  part  dependent  upon  the  points  selected 
for  measurements  in  the  tracings.  The  earliest  measurements, 
those  by  Landois,  utilise  the  beginning  of  the  primary  wave  and 
the  summit  of  the  dicrotic. 

Von  Kries  repeated  these  experiments  with  the 
results  stated ;  but  in  addition  he  determined  the 
distances  between  the  beginning  of  the  primary  wave 
and  that  of  the  dicrotic  wave,  a  proceeding  also 
employed  by  Hurthle  and  by  Hoorweg. 

Reckoning  (in  hundredths  of  a  second)  from  the 
beginning  of  the  primary  wave,  in  tracings  obtained 
by  means  of  the  tachograph,  von  Kries  found  the 
following  delays : 

For  the  primary  summit : 

at  the  femoral O'lO 

at  the  middle  of  the  calf  ....  009 

at  the  middle  of  the  upper  arm         .  0*09 

at  the  middle  of  the  forearm  0-08 

For  the  beginning  of  the  dicrotic  rise : 

at  the  femoiul 0*27 

at  mid-calf 0*25 

at  the  middle  of  the  upper  arm  .  0*25 

at  the  middle  of  the  forearm    .  0*25 
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For  the  summit  of  the  dicrotic  rise  : 

at  the  femoral 0*43 

at  mid-calf       ......  0'4G 

at  the  middle  of  the  upper  arm  0  88 

at  the  middle  of  the  forearm     .                 .  0*35 

V  From  these  experiments  von  Kries  draws  the 
important  conclusion  that  the  hegmiiing  of  the  dicrotic 
^se  hears  an  almost  constant  relation  to  that  of  the 
primary  ivave  in  all  artetn£Sy  althoicgh  the  summit 
of  the  dicrotic  wave  occupies  very  vamoics  positions. 


The  Velocltj  of  the  Dicrotic  Wave. 

This  constant  relation  in  time  between  the  primary 
and  the  dicrotic  wave  leads  von  Kries  t/O  conclude 
that  the  dicrotic  wave  travels,  not  only  in  the  same 
direction,  but  with  the  same  velocity,  as  the  primary 
wave,  suffering  hurry  or  delay  in  the  same  proportion 
as  the  latter.  He  is  inclined  to  lay  little  stress  on 
an  argument,  which  has  been  quoted  also  by  von 
Frey,  to  the  eflTect  that  since  small  waves  travel  less 
rapidly  than  large  ones,  the  local  accelerating  or 
retarding  influence,  special  to  each  of  the  various 
arteries,  must  tell  unevenly  upon  the  primary  and 
the  dicrotic  wave,  or  upon  dicrotic  waves  of  different 
sizes. 

The  Shape  and  Slxe  of  the  Dlorotie  Wave  and  their 
Xiocal  Differences. 

'  It  may  be  said  of  the  dicrotic  wave  that,  in  sphyg- 
mograms,  we  know  it  by  its  site  and  by  its  surround- 
ings, rather  than  by  its  shape  and  size.  Than  the 
latter  nothing  could   be  more    variable — ^in   some 
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tracings  insignificant,  in  others  almost  equalling  that 
of  ihe  primary  wave.  Its  shape  also  vanes  con- 
siderably. Von  Kries'  determinations  of  the  distance 
of  the  beginning,  as  well  as  of  the  summit  of  the 
dicrotic  wave,  has  provided  ns  with  a  mathematical 
demonstration  of  differences  in  size,  which  otherwise 
were  likely  to  be  overlooked. 

Expressed  in  hundredths  of  a  second,  the  primary  waire  was 
separated  from  the  beginning  and  from  the  summit  of  the  dicrotic 
wave  respectively  by  the  following  intervals : 

For  the  brachial  artery,  '27  and  *89  (a  difference  of  -12). 

For  the  radial  artery,  '28  and  *40  (a  difference  of  '12). 

For  the  femoral  artery,  '33  and  '45  to  *52  (a  difference  of  '12  to 
•17. 

For  the  dorsalis  pedis  artery,  '32  and  *48  (a  difference  of  *16). 

The  tachograph  gave  analogous  results. 

The  upshot  is,  that  the  dicrotic  wave  in  the  lower 
extremity  is  much  rnore  flattened  and  long  drawn 

Fig.  108. 


-i- 


Von  Kries'  sphygmogram  of  the  brachial  pulse.    (Repro- 
duced from  Ton  Frey,  he  dt,,  p.  168.) 

Fig.  109. 


J- 


Femoral  tracing  from  the  same  subject,  showing  a  later  and 
broader  dicrotic  summit  than  the  brachial  tracing. 

than  it  is  in  the  upper  limb  and  in  the  carotid.    This 
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is  readily  verified  by  referring  to  the  tracings  taken 
from  the  extremities  of  healthy  subjects  by  other 
observers.  Like  von  Kries'  sphygmograms,  those 
taken  from  the  lower  extremity  wiU  show  a  later 
dicrotic  summit  than  those  from  the  upper. 

The  fact  that,  the  farther  any  waves  travel  within 
elastic  tubes,  so  much  the  more  flattened  do  they 
become,  does  not  fully  explain  the  peculiarity  men- 
tioned, and  fails  to  help  us  in  the  elucidation  of  other 
questions  connected  with  dicrotism. 

The  same  artery  wiU  yield  very  different  shapes  of 
the  dicrotic  wave  in  different  individuals,  all  healthy. 
As  to  the  pathological  variations,  there  is  no  limit  to 
them.  Even  a  slight  indisposition  may,  as  illustrated 
in  Boy  and  Adami's  paper,  produce  a  great  change 
in  this  respect.  The  most  striking  form  of  patho- 
logical dicrotism  is  that  obtained  from  ftilly  dicrotous 
or  hyperdicrotous  pulses.  It  illustrates  the  extent 
to  which  types  of  dicrotic  waves  may  vary. 
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/ 


This  theory  has  found  its  latest  exponents  in  Roy 
and   Adami,   whose  views  (fully  set  forth  in  the 
JPractitioner^  Feb -July,  1890)  are  easily  accessible  / 
to  the  reader,  and  need  here  but  a  brief  description. 

I.  Normal  Dicrotism. — ^This  is  apt  to  vary  within  \ 
wide  limits,  but  is  generally  represented  in  the  down-  \ 
stroke  by  a  ledge  rather  than  by  a  notch,  and  by  a 
shoulder  rather  than  by  a  rise. 

(a)  The  normal  dicrotic  notch  is  to  be  regarded  as  h 
a  negative  wave  due  to  the  inertia  of  the  blood 
driven  into  the  aorta.  Its  depth  would  increase  with 
the  velocity  of  the  output,  and  with  the  abruptness 
of  its  cessation'**' ;  and  also  with  the  d^ree  of  rigidity 
of  the  arteries — and,  therefore,  with  the  degree  of 
intra-arterial  pressure  from  which  their  rigidity  is  apt 
to  arise.     The  negative  wave  travels  onwards. 

(6)  In  immediate  succession  comes  the  positive^ 
**  post-dicrotic "  wave,  also  centrifugal,  the  varying 
height  of  which  influences  the  apparent  depth  of  the 
notch.     This  wave  is  likewise  attributed  to  inertia, 


*  Practitioner^  vol.  xliv.  p.  416. 
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although  not  exclusively  sow  ^'  Its  form  caa  also  be 
affected  by  the  sudden  relaxation  of  the  ventricular 
wall  at  the  end  of  systola" 

(c)  The  late  and  inconstant  small  positive  wave 
following  the  dicrotic  elevation  is  also  regarded  by 
Boy  and  Adami  as  a  wave  of  inertia. 
I  IL  JExcessive  Dicrotism. — (a)  An  increased  depth 
V  of  the  notch  would  be  most  favoured  by  the  conjunc- 
tion of  (1)  a  small  and  abrupt  ventricular  output, 
and  (2)  a  raised  intra-arterial  pressure"*^ ;  since  both 
would  fisivour  the  wave  of  inerticu 

(6)  The  tracings  taken  in  sthenic  fever,  or  in  the 
sthenic  stage  of  exhausting  fevers,  show  that  marked 
dicrotism  may  co-exist  even  with  a  larger  ventricular 
output  than  normal,  provided  that,  thanks  to  a 
diminished  resistance  to  the  peripheral  outflow  from 
the  arteries,  the  outflow  be  rendered  sufficiently  abrupt 

(c)  Other  tracings  t  also  supply  evidence  that  a 
typically  dicrotic  pulse-trace,  of  the  kind  usually 
called  a  low-tension  pulse-curve,  may  be  obtained  in 
cases  where  the  blood  pressure  J  in  the  systemic 
arteries  is  little  if  at  all  below  the  normaL 

TiM  Condltlaiui  Xieadliiff  to  an  XnereaiMd  l^epth  of 
the  Biorotie  Votob. 

A  normal  amount  of  dicrotism  is  that  which  may  be  obtained 

*  The  depth  of  the  notch  would  be  increased  by  high  intra-arterial 
pressures,  inasmuch  as  they  tend  to  make  the  vessel  walls  more  rigid.  In 
this  connection  Roy  and  Adami  dwell  npon  the  contradiction  which  eiists 
between  the  alleged  cansation  of  dicrotism  by  low  pressures  and  the 
recognised  function  of  arterial  elasticity,  the  purpose  of  which  is  to  trans- 
form the  intermittent  into  a  continuous  current. 

f  I^aeUtioner,  vol.  xlv.  p.  28. 

X  Under  the  above  statement  may  be  understood  the  minimum  arterial 
pressure. 
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by  momentarily  holding  the  breath  with  open  glottis.  The  tracing 
then  shows  in  most  cases  no  positive  rise  of  the  lever  after  the 
notch*  The  tracing  (fig.  26,  loe.  eU.^  p.  421)  shows  various 
depths  of  the  notch  in  connection  with  varying  pressures. 

The  greatest  depth  in  this  case  coincided  with  a  high  intra- 
thoracic pressure,  equal  to  42  mm.  mercury,  the  effect  of  which 
would  be  to  lessen  the  systolic  charge.  The  mean  arterial  pressure 
rises  at  the  same  time  somewhat  above  the  normaL  Another 
feature  of  this  phase  cf  the  tracing  was  the  total  absence  of  the 
outflow-remainder  (pre-dicrotic)  waves.  In  other  words,  the 
outflow  from  the  ventricle  had  been  completed  coinoidently  with 
the  rapid  contraction  of  the  musculi  papillaree,  and  had  therefore 
ceased  before  the  dicrotic  rise.  The  increased  depth  of  the 
dicrotic  notch  is  explained  by  Roy  and  Adami  in  connection  with 
this  rapid  emptying  of  the  ventricle,  together  with  the  heightened 
pressure  set  up  within  the  arterial  system. 

As  the  breathing  is  resumed,  the  abdominal  veins  fill  again,  the 
systolic  charge  increases,  and  the  arterial  pressure  diminishes. 
The  depth  of  the  dicrotic  notch  then  lessens,  although  the  greater 
part,  if  not  the  entire  outflow,  is  still  brought  about  by  the 
contraction  of  the  papillary  muscles.  In  the  third  stage,  the 
waves  rise  to  a  considerable  height,  owing  to  the  increased  intake 
and  output.  The  outflow-remainder  wave  asserts  itself  once 
more. 

Roy  and  Adami  regard  the  mechanism  of  the  heart-beat  as 
beautifully  adapted  for  a  rapid  outflow  with  a  minimum  of  inertia 
vibrations,  because  the  maximum  of  pressure  occurs  early  in 
systole,  and  the  pressure  is  falling  fast  at  its  termination.  Buti 
this  saving  of  inertia  vibrations  is  only  to  be  secured  when  the 
ventricular  output,  the  arterial  pressure,  and  the  peripheral 
resistance  maintain  mean  values. 

In  conclusion,  "  the  depth  of  the  dicrotic  notch  is  increased 
any  cause  which  diminishes  the  volume  of  blood  which  is  thrown 
out  by  the  ventricle  at  each  contraction,  and  also  by  any  cause, 
which,  ecBtens  partbtUy  raises  the  pressure  within  the  systemic 
arteries***  "  A  pulse-wave  with  greatly  increased  dicrotism  may 
occur  with  intra-arterial  pressures  at  or  above  the  normal." 

Roy  and  Adami  consider  the  nature  of  the  heart's  action  as 
being  of  great  importance  "as  a  factor  in  the  production  of 
increased  dicrotism."    A  short  sharp  systole  with  rapid  propulsion 


by\ 

wnl 


Digitized  by 


Google 


246  THE  "INERTIA*'  THEORY. 

of  the  blood  into  the  arteries  will  lead  to  a  correepondinglj  sharp 
and  energetic  rebound  or  reactionary  wave — **  that  is  to  say,  to 
increased  depth  of  the  dicrotic  notch*" 

The  Inereased  Dlerottsm  of  Sthenic  Fever. 

After  referring  to  changes  in  the  tracing  which  seem  to  have 
been  premonitory  to  an  attack  of  coryza,  Roy  and  Adami  mention 
among  the  peculiarities  of  the  dicrotic  pulse  in  sthenic  fever  the 
great  height  of  the  wave,  indicating  a  large  ventricular  output, 
and  probably  an  increased  rapidity  of  the  shortening  of  the  myo- 
cardium. 

As  a  result  of  the  abrupt  and  forcible  ventricular  emptying, 
occurring  mainly  during  the  time  of  the  active  depression  of  the 
mitral  flaps,  the  inertia  vibration  would  be  increased  and  would 
produce  an  increase  in  the  poetdicrotic  rise.  Meanwhile,  the 
rapidity  of  the  fall  of  the  wave  down  to  the  notch  indicates  great 
freedom  of  outflow  from  the  arteries. 

All  these  features  may  be  obtained,  at  least  temporarily,  by 
taking  a  deep  breath,  which  increases  the  blood  within  the  heart 
without  increasing  the  peripheral  resistance. 

The  authors  conclude  that  "  diminished  resistance  to  the  outflow 
of  blood  from  the  arteries,  by  allowing  the  outflow  to  finish  at  an 
early  period  in  the  systole,  may  lead  to  marked  dicrotism,  even 
although  the  volume  of  blood  expelled  from  the  heart  at  each 
contraction  is  greater  than  normal ;  although  it  is  possible  that 
this  may,  in  certain  cases,  be  due  to  increased  rapidity  of  ventri- 
cular contraction.'' 

The  febrile  curve  described  may  pass  by  easy  gradations  into 
the  so-called  low-pressure  dicrotic  curve. 

From  these  remarks  it  may  be  gathered  that  certain  differences 
are  admitted  to  exist  between  the  increased  dicrotism  of  high  and 
of  low  pressures. 
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CHAPTER  IX, 

THE  "  EEBOUND  "  THEORY  OF  DICROTISM. 

"Von  Kbies  and  von  Frey  support  the  notion  of  a 
to-and-fro  reflection  of  the  systolic  wave,  according 
to  which  the  dicrotic  wave  would  be  merely  a  third 
entry  on  the  sphygmographic  stage  of  the  original 
heart-wave.  They  base  this  theory  on  a  searching 
analysis  of  the  sphygmogram  and  of  the  tachogam. 

Von  Kries  reviews  the  whole  question  in  the 
following  way : 

(1)  In  the  first  place,  does  the  wave  start  from  the 
cardiac  end  of  the  aorta,  or  from  the  periphery  ? 

(2)  In  the  second  place,  if  central  in  its  origin,  is 
it  due : 

(a)  to  the  mode  of  cardiac  contraction  ? 

(b)  to  the  sigmoid  valve  closure  ? 

(c)  to  the  displacement  of  the  heart  ? 

(d)  or  to  an  elastic  stretching  of  the  aorta  ? 

(1)  The  first  question  is  answered  by  the  tacho- 
graph, which  demonstrates  the  peripheral  origin  of 
the  wave. 

The  origin  is  peripheral,  because  the  wave  is 
preceded  in  the  tachogram  by  a  deep  depression, 
indicating  the  passage  of  a  positive  wave  of  pressure 
in  a  backward  direction.     Thus  this  dicrotic  wave 
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would  be  a  twice-reflected  wave  (once  at  the  periphery 
and  once  at  the  semilunars).  This  corresponds 
with  Marey's  "  Eebondissement."*  But  Fr^^rioq, 
Hoorw^,  and  Hurthle  reject  a  peripheral  reflection. 
The  tachograph,  which  records  an  event  almost 
identically  coinciding  in  time  with  the  sphygmo- 
graphic  dicrotism,  has  in  like  manner  enabled  von 
Kries  to  demonstrate  the  centrifugal  nature  of  the 
dicrotic  wava  He  draws  attention  to  the  dicrotic 
summit  being  slightly  earlier  in  the  tachogram  than 
in  the  sphygmogram  f  :  this  is  taken  to  be  a  proof  of 
the  centriAigal  direction  of  the  dicrotic  wave. 

The  tachograph  not  being  applicable  to  the  arteries  of  the 
trunk,  we  are  restricted  in  connection  with  them  to  other  methods 
of  proof,  which  are  at  least  confirmatory ;  thus,  according  to  Yim 
Frey,  Ghauveau  and  Lortet's  baemodromographic  tracings  of 
velocity  in  the  carotid  of  the  horse  show  considerable  agreement 
with  the  results  elsewhere  obtained  with  the  tachograph ;  again, 
in  artificial  circulation  experiments  in  animalfl  just  killed,  the 
positive  reflection  of  each  positive  oscillation  of  pressure  may  be 
traced  up  with  great  regularity  into  the  aorta  (von  Erey  and 
Krehl,  Du  Bote  Eeynwnd^s  ArtAiv.^  1890,  s.  81). 

The  failure  of  Bernstein  and  Hoorweg  is  considered  to  be 
explained  by  their  interposing  some  10  metres  of  indiarubber 
tubing,  and  by  their  diluting  blood  with  NaCl  solution,  which 
does  not  give  rise  to  the  same  reflection  of  waves  as  defibrinated 
blood,  a  difference  which  von  Frey  illustrates  by  experiments  and 
tracings. 

*  This  view  woald  also  agree  with  the  statement  of  Roy  and  Adam! : 
**  A  short  sharp  systole  with  rapid  propulsion  of  the  blood  into  the  arteriM 
will  lead  to  a  correspondingly  sharp  and  energetic  rebonnd  or  reaotionaiy 
wave— that  is  to  say,  to  increased  depth  of  the  dicrotio  notch  "  {I^raetUionerf 
voL  xlv.  p.  28). 

t  Von  Froy  notices  that  the  dicrotic  summit  is  followed  in  the  tacho- 
gram by  a  drop  which  he  regards  as  analogous  to  the  deep  drop  after  the 
primary  summit ;  he  thinks  that  another  rebound-wave  is  latent  in  this 
situation. 
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Ab  early  as  1865,  Onimus  and  Yiry  derived,  from  the  occor- 
TGKk€»  of  pulsation  in  the  veins  in  C«  Bernard's  chorda47mpani 
stuniilation  experiments,  the  notion  that  the  normal  arterial 
rebound  was  dne  to  the  hlood-cells  in  the  capillaries.  They 
found  that  the  same  pulsation  oould  be  set  up  lin  the  veins 
by  diminishing  largely  the  number  of  the  corpuscles  by  vent- 
seotion.* 

(2)  Supporters  of  the  view  that  the  origin  of  the 
dicrotic  wave  is  central,  are  met  with  objections 
arising  from  the  subject  itself  : 

Oases  of  heart  disease  may  differ  vridely  io  most  important 
respects.  Some  are  cases  of  valvular  disease,  others  of  hyper* 
trophy,  others  of  dilatation,  etc.  Yet  their  pulses  may  preserve^ 
as  regards  the  dicrotic  wave,  a  general  uniformity,  which  is  in 
contrast  with  their  functional  inequalities.  On  the  other  hand, 
the  instances  in  which  dicrotism  assumes  unusual  proportions,  are 
often  precisely  those  in  which  little  or  no  organic  defect  is  traceable 
in  the  heart  or  in  the  vascular  system. 

Theories  which  ascribe  the  origin  of  the  dicrotic  wave  to  causes 
having  their  seat  at,  or  near  the  heart,  suffer  in  common  from  the 
difficulty  of  explaining  away  these  remarkable  facts. 

We  cannot  follow  von  Kries  into  a  discussion  of 
the  various  theories  enumerated  under  (a),  (6),  (c), 
and  (d\  with  the  exception  of  the  more  important 
one. 

ARGUMENTS  AGAINST   THE   "SIGMOID   VALVE- 
CLOSURE "   THEORY. 

Von  Kries  has  put  very  strongly  the  objections  to 
the  view  which  attributes  the  wave  to  the  eflEect  of 
the    closure    of  the    sigmoid    valve.    This  theory 

•  Journal  de  PAnat.  etdela  PhysioL,  1866,  p.  148  (quoted  by  von  Frey, 
foe  eU.,  p.  177). 
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practically  presupposes  a  reflux  into  the  ventricle 
prior  to  complete  closure  of  the  valve.  Hoorweg, 
Fick,  and  Hurthle,  all  three  adopt  the  theory  of 
reflux,  and  Hlirthle  has  even  endeavoured  to  show 
experimentally,  that  a  reflux  of  0*5  cm.  of  blood  will 
suffice  to  close  the  pulmonary  valvea 

If  this  is  to  be  regarded  as  the  normal  reflux 
corresponding  to  a  normal  dicrotic  wave,  what  will 
be  the  amount  which  must  regurgitate  in  order  to 
produce  dicrotic  waves  of  the  size  seen  in  absolute 
dicrotism  and  in  hyperdicrotism  ?  Judging  from  the 
size  of  some  of  the  dicrotic  waves,  this  would  mean 
the  reflux  into  the  heart  of  a  very  large  proportion 
of  its  systolic  output — and  the  occurrence  of  a 
regurgitant  aortic  murmur  would  be  quite  unavoid- 
able. 

Fig.  no. 


Von  Kries  schema  illustrating  the  behaviour  of  intra-aortic 
pressure  which  would  correspond  with  the  alleged  reflux 
(loc  cit,  p.  74). 


We  should  not  lose  sight  of  the  fact  that,  at  the 
moment  preceding  closure,  the  velocity  of  the  blood 
immediately  above  the  valves  as  well  as  below  them, 
is  nily  whilst  the  pressure  is  one  and  the  same  in  the 
sinuses  of  Valsalva  and  in  the  ventricle.  The  negative 
phase  of  pressure  is  not  reached  in  the  ventricle  until 
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the  valve  has  separated  the  cavity  from  the  high- 
pressure  contents  of  the  aorta. 

Martins*  admits  a  "  Verharrungszeit,"  during 
which  the  valves  are  in  unstable  equilibrium,  the 
ventricular  output  having  come  to  an  end,  whilst 
suction  has  not  yet  been  set  up  by  expansion  of  the 
ventricle. 

At  that  moment  a  very  feeble  force  would  suffice 
to  close  them,  since  they  would  have  been  already 
floated  up  into  position  (gestdlt),  and  almost  into 
contact.  Therefore,  with  the  advent  of  diastole, 
there  would  be  no  back-leakage,  and  the  second' 
sound  would  be  produced  by  their  tension  at  the 
moment  when  the  ventricular  pressure  suddenly 
began  to  ML 

Martins  suggests  that  most  probably  Ceradini's 
eddies t  (Wirhel)  are  the  small  force  in  question. 

Von  Kries  regards  the  return- wave,  reflected  from 
the  peripheiy,  as  perhaps  sufficient  for  the  purpose. 
According  to  this  view  a  close  relation  would  exist 
between  the  rebound-wave,  the  valve-closure,  and 
the  dicrotic  wave. 

Von  Frey  remarks,  that  the  causes  of  dicrotism 
are  probably  various,  and  that  it  would  be  premature 
to  formulate  any  definite  theory  as  to  its  mode  of 
production.  Mere  frequency  of  rate,  mere  elevation 
of  body-temperature,  mere  lowering  of  arterial  ten- 
sion t — none  of  these  are  constant  causes. 

*  '*  Epikritische    Beitr&ge     zur     Lehre   von     der   Herz    Bewegung'*  JJ 
{ZeHschriftfur  JeUn.  Med.,  bd.  19).  ^ 

t  According  to  Ceradini  eddies  are  set  np  by  the  axial  stream  from  the 
Tentricle,  in  the  more  stagnant  blood  filling  the  sinuses  of  Valsalva. 

X  Von  Frey  insists  that  this  low  tension  is  not  to  be  confused  with  low 
arterial  pressure  {ef,  p.  43). 
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When  the  cord  is  divided  in  animals  the  vessels  dilate,  the 
tracings  lose  their  definition,  and  the  dicrotic  rise  becomes  difficult 
to  identify.  Stimulation  of  the  cord  will  at  once  bring  them  into 
view  again.  These  same  experiments,  however,  afford  demon- 
stration of  the  fact  that  the  distinctness  of  the  secondary  waves, 
and  in  particular  of  the  dicrotic  wave,  does  not  remain  constant 
under  any  given  pressure,  but  is  apt  to  vary,  though  the  heart- 
beat  and  blood-pressure  may  have  remained  the  same. 

In  short,  there  is  not  a  single  fact  pointing  to  low  tension  as  a 
necessary  factor:  whilst,  in  von  Trey's  estimation,  vaso-motor 
innervation  has  a  large  place  in  the  etiology  of  dicrotism. 

From  all  this,  the  conclusion  may  be  drawn  that 
dicrotism  may  arise  froui  various  causes.  We  know 
this  much,  that  in  fever,  whilst  the  blood-pressure 
may  rise  and  the  internal  vessels  may  undergo 
constriction,  the  superficial  arteries  and  capillaries 
are  in  a  state  of  relaxation  so  long  as  dicrotism  is 
actively  proceeding.  And  von  Frey  is  almost 
tempted  to  state  that  dicrotism  will  arise  whenever 
cutaneous  hypercemia  sets  in  together  tvith  strong 
and  quick  arterial  beat,  in  subjects  presenting  normal 
or  raised  arterial  pressure.  Even  this  rule,  however, 
has  its  exceptions. 
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CHAPTER  X. 

VON  KRIES'  ANALYSIS  OF  THE  DICROTIC 

WAVE, 

TlM  Oentriftiffal  DIreetlon  of  the  Dicrotie  Wave. 

In  order  to  demonstrate  the  centrifugal  direction 
of  the  dicrotic  wave,  it  is  necessary  to  determine  at 
any  one  spot  the  behaviour  of  the  pulse- wave  and  of 
the  "  velocity- wave."  The  latter  may  be  mathe- 
matically evolved,  as  shown  by  Fick,  from  the  inflow 
and  outflow  curve  or  plethysmogram,  which  he  was 
also  the  first  to  draw,  and  which  is  supplied  by 
Mosso's  hydro-sphygmograpL  The  tachograph* 
supplies  the  "  velocity-curve "  without  so  much 
trouble.  In  this  curve  also  the  dicrotic  elevation  is 
represented,  sometimes  very  slightly  in  advance  of 
the  sphygmographic  rise,  but  usually  coinciding  with 
it.  Had  the  direction  been  a  centripetal  one,  the 
tachogram  would  have  shown  a  fiJl  instead  of  a  rise. 
The  following  figures  give  the  delays,  in  him- 
dredths  of  a  second,   from  the  beginning  of  the 


*  Von  Kries,  "  tTbei  ein  Denes  Verfahren  znr  Beobachtnng  der  Wellen- 
bewegnng  des  Blntes,"  Du  Bau-Beynumt^i  Archiv,,  1887;  idso  ''Stndien 
znr  Polslehie,"  1891,  p.  143. 
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primary  wave  to  the  beginning  and  to  the  apex  of 
the  dicrotic  elevation,  in  the  tachogram  and  in  the 
sphygmogram  respectively : 

Time  of  the  Onset  and  of  tbe  Apex  of  the 
Dlorotio  Rise. 

X.— Xn  the  TfiMhoflrrami  XX.— Xn  the  Sphjrmoirnuft. 

X. 


In  femoral 

onset    27 

,     apex  48  {^  sec.) 

mid-leg 

;,       25 

.         „     46 

» 

mid  upper  arm 

„        25 

.         „     88 

» 

mid  forearm    . 

„        25 
XX. 

.         „     85 

>» 

In  femoral 

onset  33 

apex  45-50 

» 

dorsalis  pedis 

„       32 

.       „    48 

>l 

brachial 

„       27     . 

„     89 

>* 

radial 

„        28 

„     40 

» 

The  OrliTln  of  the  Dlorotie  Wave. 

Its  direction  having  been  proved  to  be  centrifugal^ 
the  question  remains — where  does  the  dicrotic  wave 

Fig.  111. 


Von  Eries*  tachogram  taken  from  the  middle  of  the  upper 
arm.    (Beprodaced  from  yon  Frey,  loc.  cU,,  p.  168. ) 
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arise?  Does  it  originally  start  from  the  heart,  or 
from  the  periphery  ?  This  is  again  answered  by  the 
tachogram.  Whilst  in  the  sphygmogram,  the  lever, 
having  reached  the  highest  point  of  the  main  up- 
stroke, gradually  subsides  towards  the  level  of  the 
dicrotic  notch,  the  flame  of  the  tachogram  records  a 
very  different  coui-se.  Immediately  after  the  main 
apex,  it  presents  a  sheer  drop  to  a  very  low  level,  the 
lowest  in  the  whole  tracing.  This  signifies  that, 
whilst  the  pressure  is  little  diminished,  the  velocity 
suffers  a  great  check — and  this  combination  has  been 
shown  to  indicate  the  passage  of  a  positive  wave  in 
a  reversed  or  centripetal  direction.     A  rebound  of 

Fig  112. 


4W4vU 


Von  Eries'  tachogram  taken  from  the  upper  part  of  the 
thigh  in  the  same  subject.  (Reproduced  from  von  Frej,  loc, 
cU.j^  168.) 

this  magnitude  must  obviously  force  its  way  back  as 
far  as  the  origin  of  the  aorta ;  and  finding  the 
sigmoid  valves  closed,  must  be  once  more  reflected 
towards  the  periphery.  Whatever  other  influences 
may  contribute  their  share  to  the  result,  an  adequate 
link  is  thus  established  between  the  two  centrifiigal 
waves  (the  systolic  and  the  dicrotic).  Moreover,  this 
intervening  centripetal  and  positive  wave  affords  the 


Digitized  by 


Google 


256  VON  KRIES  ON  DICROTISM. 

desired  explanation  for  the  continued  high  pressure 
in  the  arteries  during  the  early  portion  of  the 
^hygmogram. 

The  Dicrotic  Summit. 

Tlie  Xnfloenca  of  Distance  from  tbe  Heart  on  tbe 
Voftitlon  of  the  Apex  of  tbe  Diorotie  Wave. 

Hoorweg  found  in  man,  and  HUrthle  in  animals, 
tiiat  varying  distances  made  no  change  in  the  position 
of  the  summit.  Von  Kries  agrees  with  Landois  and 
with  Edgren  that  it  occurs  later  in  the  more  remote 
arteries. 

HUrthle  and  Hoorweg  measured  the  distance  between  the 
beginning  of  the  main  wave  and  that  of  the  dicrotic  elevation, 
whilst  Laiktois'  measurements  extended  to  the  dicrotic  summit : 
there  lies  ihb  cause  of  the  discrepancy.  Yon  Kries'  determina- 
tions have  diown  that  in  all  pulses  the  dicrotic  rise  begins  nearly 
at  the  same  point,  but  that  the  relative  position  of  the  summit 
varies  eonsidembly. 

Wiij  is  the  Diorotio  Snmmit  Broader  In  tbe 
Lower  Bztremity* 

Landois'  explanation  is  stated  by  von  Kries  to  be  based  on  the 
assumption,  already  criticised  as  "  untenable,"  that  the  shape  of 
the  wave  in  any  part  of  the  body  is  mainly  governed  (under  the 
influence  of  reflection)  by  the  local  vascular  configuration  of  the 
part.  Far  from  this  being  the  case,  the  dicrotic  wave  is  the 
expression  of  a  secondary  maximum  of  pressure,  sot  up  in  the 
aorta  as  a  resultant  of  rebounds  from  all  parts ;  and  it  must  follow 
the  primary  wave  at  about  the  same  interval  in  all  arteries. 
Landois'  figures  fail  to  establish  a  strict  correspondence  between 
the  delays  in  the  summit  and  the  length  of  individual  arteries. 

The  fact  that  small  waves  travel  more  slowly  than  larger  ones 
and  that,  after  a  long  journey,  their  summit  gradually  becomes 
blunted,  is  also  an  insufficient  explanation. 
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Von  Kries  turns  to  a  fresh  quarter  for  an  answer 
to  the  problem. 

Ajn  artery  a,  bifurcating  into  branches  h  and  c,  of 


Fig.  113. 


:ri^  6 


s 


Synchronoas  rebonnds,  of  a  systoHo  wavei  JS^  from  the 
periphery  of  two  equal  arterial  branches.  These  ascending 
rebounds  combine.  The  descending  rebounds  (into  h  and  e), 
being  equal  and  opposed,  are  neutralised.  (Modified  from 
▼on  Kries,  2oc  cif.,  p.  83.) 

even  size  and  of  even  length,  receives  from  them 
simultaneous  rebounds  of  the  systolic  waves,  which 
ascend  in  it  as  a  single  wave. 

It  is  to  be  noted  that  the  rebounds  from  c  into  6, 
and  from  b  into  c,  which  are  part  of  the  same  process, 
mutually  destroy  one  another. 

Fig.  114. 


•^ —    c 


Non-synchronous  rebounds  from  the  periphery  of  branches 
of  unequal  length.    (Modified  from  von  Eries.) 

Should  the  two  branches  be  of  uneven  length,  the 
rebound  from  the  shorter  one  6  will  be  the  first  to 
return  into  a,  and  at  the  same  time  into  c  also. 
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The  resulting  effect  on  the  shape  of  the  reflected 
wave  must  be  obvious.  Whenever  an  important 
vascular  supply  of  great  extent,  but  of  short  length, 
is  given  up  above  the  origin  of  a  long  vessel,  there 
will  be  reduplication,  or  at  least  broadening,  of 
the  summit  of  the  wave  reflected  from  the  longer 
artery. 

As  a  plausible  hypothesis,  von  Kries  suggests  that 
the  mesenteric  rebound,  and  especially  that  portion 
of  the  rebound  which  is  reflected  down  the  abdominal 
aorta,  may  be  competent,  not  only  to  broaden  the 
dicrotic  summit  of  the  femoral  tracing,  but  to  set  up, 
within  that  vessel,  that  high  systolic  pressure  which 
has  already  been  mentioned  as  much  in  excess  of  that 
within  the  carotid. 


Tbe  Oondittons  faTourlnflr  a  Marked  Diorottsm. 

The  chief  condition  for  a  prominence  of  the  dicrotic 
event  in  tracings  is,  according  to  von  Kries  (loc.  cit, 
p.  110),  a  strong  fall  of  pressure,  immediately 
following  the  main  summit.  Whenever  the  centri- 
petal rebound  inserts  itself  between  the  main  wave 
and  the  dicrotic  wave,  which  are  both  centrifugal, 
pressure  is  maintained  during  the  interval  between 
them. 

Strong  dicrotism  will  therefore  arise  in  tlwse 
arteries  whose  channels  are  tvidened,  whilst  collateral 
arteries  remain  in  a  condition  capable  of  producing 
strong  rebounds. 
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On  the  Influence  of  Nitrite  of  Amyl  on  the 
Pulse-Tracing. 

Von  Frey  reports  that  nitrite  of  amyl  is  credited 
with  very  different  results  by  different  observers. 
Thus,  Schweinburg  *  instead  of  finding,  with  Lauder 
Brunton,  a  depression  of  the  blood-pressure  in  animals, 
discovers  a  decided  rise  in  animals  as  well  as  in  man, 
and  never  any  loss  of  pressure.  These  results  are 
confirmed,  so  far  as  they  relate  to  man,  by  von 
Maximowitsch  and  Rieder,  t  the  rise  being  as  high 
as  fifty  per  cent,  during  the  stage  of  arterial  excite- 
ment and  flush.  Von  Frey  does  not  possess  a  key  to 
this  conti-adiction  betwen  recognised  authorities. 

According  to  von  Kries,  the  effects  produced  by 
nitrite  of  amyl  are  multiple,  and  occur  in  a  definite 
sequence,  as  may  be  demonstrated  by  a  continuous 
series  of  tracings.     (See  Fig.  115.) 

One  of  the  early  results  of  the  inhalation  is  a 
diminution  of  the  dicrotic  wave,  almost  amounting 
to  its  suppression.  A  later  result  is  a  great  and 
rapid  fall  of  the  leverj  immediately  after  the  main 
summit,  almost  to  the  base-line,  from  which  the 
dicrotic  elevation  then  begins  its  rise.  The  dicrotic 
wave  is  blunt  and  broad,  and  the  second  predicrotic 
elevation  is  blended  with  it.  This  is  the  fully 
developed  stage  of  the  vascular  reaction.  The  pulse 
rate  has  risen  considerably  and  the  tracings  have 
diminished  in  size. 


*   Wiener  Med,  Presae,  1885. 

+  Arch,  f.  KUn,  Med,,  bd.  46,  s.  865,  1890 
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On  the  contrary,  the  tachogram  shows  larger  waves 
in  spite  of  the  rapid  heart-rate.  The  predicrotic 
elevation  is  absent — and  the  dicrotic  wave  is,  as,  in 
the  pulse-trace,  altered  and  broadened,  but  not 
suppressed  as  in  the  latter. 

Fio.  115. 


J\/\/M\. 


AATIAA/U 


Radial  pulse  (1)  before ;  (2)  immediately  after,  inhalation ; 
(3)  strong  beating  in  the  carotids ;  (4)  cntaneoos  flush,  and 
recovery.    (Reduced  from  von  Frey,  he.  ciLf  p.  232.) 

Yon  Kries  suggests  an  easy  explanation  for  this  sequence  of 
events.  We  may  assume  that,  o¥dng  to  the  high  degree  of 
dilatation  of  large  arterial  districts,  the  peripheral  rebound  is 
almost  extinguished  within  them,  the  relaxed  arterioles  allowing 
the  capillaries  to  be  strongly  filled. 

Nevertheless,  the  arm  does  not  lose  its  wave-rebound,  though 
the  radial  artery  does,  and  the  enlarged  tachographic  tracings 
suggest  either  a  widening  of  the  larger  arteries  of  the  arm — 
or  else  an  increased  arterial  dilatability  due  to  lessened  pressure. 

The  disappearance  of  the  predicrotic  wave  is  probably  correlated 
with  the  suppression  of  some  of  the  rebounds. 
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The  modification  in  the  shape  of  the  dicrotic  wave  and  its 
blending  with  the  second  predicrotic  wave  are  probably  due  to 
some  very  simple  variation  in  the  mode  of  reflection. 

In  condusion^  nitrite  of  amyl  relaxes  the  arterial 
muscular  fibre ;  but  not  evenly  at  all  parts,  nor  within 
the  same  delay. 

A  slight  administration  dilates  some  of  the  shorter 
arteries ;  this  explains  the  deep  drop  observed 
immediately  after  the  main  summit.  Meanwhile,  if 
rather  longer  vessels  such  as  the  abdominal,  should 
still  give  rise  to  rebounds,  the  pulse  will  show  strong 
dicrotism.  Should  they  on  the  contraiy,  like  the 
others,  become  widely  dilated,  dicrotism  is  completely 
suppressed  in  the  sphygmogram. 
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CHAPTER  XL 

EPITOME  OF  THE  FACTS  AND  OPINIONS 
CONCERNING  DICROTISM. 

Let  us  briefly  review  the  factors  which  have  served 
as  a  basis  for  the  theories  referred  to.  The  following 
are  points  of  ctgreement : — 

(1)  The  direction  of  the  dicrotic  wave  has  been 
demonstrated  to  be  centrifiigal. 

(2)  Accurate  time  measurements  have  been  made 
showing  that : — (a)  the  wave  begins  at  a  fairly  con- 
stant interval  after  the  primary  wave,  and  (6)  its 
duration  is  various,  being  longest  in  the  most  distant 
arteries. 

Simultaneous  investigation  of  the  dicrotic  pulse  in 
the  radial  artery  and  at  the  root  of  the  aorta  is  still 
wanted  as  a  crucial  experiment,  but  RoUeston's  endo- 
cardial studies  and  Roy  and  Adami's  simultaneous 
myocardiagraphic  and  sphygmometric  determinations 
have  shed  light  upon  some  previously  obscure  points, 

(3)  The  semilunar  closure  has  also  been  timed  and 
shown  to  precede  the  so-called  dicrotic  notch;  but 
normally  to  occur  after  the  pre-dicrotic  wave  (Roy 
and  Adami  s  outflow-remainder  wave). 

(4)  In  the  **  dicrotic  "  pulse  tracing  the  wave  last 
mentioned  is  absent  from  the  line  of  descent. 
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Roy  and  Adami  conclude  that  it  does  not  occur  in 
this  variety  of  pulse.* 

(5)  The  systolic  charge  is  small ;  or  if  large — and 
Roy  and  Adami  admit  that  it  may  be— its  size  must 
be  compensated  by  the  ease  and  the  rapidity  of  the 
peripheral  outflow. 

(6)  The  systole  is  rapid.  Roy  and  Adami  consideri 
that  it  is  completed  at  the  end  of  the  papillary  con 
traction,  leaving  no  "  outflow  remainder  *'  to  be  dis- 
posed of  by  further  contraction  of  the  cardiac  wall. 
This  assumption  of  a  variation  in  the  mode  of  the 
systole  must  be  specially  noted.  As  to  the  unusual 
rapidity  of  the  heart's  contraction  all  observers  are 
agreed. 

(7)  The  pulse  frequency  is  high.  On  this  point 
again  there  is  unanimity.  The  highest  frequency 
gives  rise  to  hyper-dicrotism. 

Discrepancies  as   to   important  facts   complicate  >l- 
our  study  of  the  dicrotic  pulse. 

(1)  Arterial  elasticity,  viewed  by  Landois  and 
almost  all  observers  as  essential  to  the  production  of 
dicrotism,  is  regarded  by  Roy  and  Adami  as  rather 
impeding  than  favouring  it. 

(2)  The  mean  blood  pressure  is  low  according  to 
most  observers.  Roy  and  Adami,  whilst  admitting 
that  sometimes  it  may  be  low,  make  of  such  cases  a 
separate  clasa     For  the  average  cases,  which  form 


*  On  the  assnmption  that  this  wave  is  in  the  normal  tracing  an  outflow 
remainder  wave  from  the  heart  we  most  conclude  that  it  has  no  existence 
in  the  "  dicrotic  *'  type  of  pulse  ;  the  rapid  line  of  descent  to  the  depth  of 
the  notch  leaves  no  doubt  on  this  score.  If  on  the  other  hand  we  were  to 
suppose  that  its  production  in  the  normal  tracing  were  eztra-cardiac,  the 
same  conclusion  need  not  be  drawn. 
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the  majority,  they  hold  that  the  arterial  tension 
must  be  high,  arguing  that  it  is  only  a  relatively 
rigid  tube  that  can  be  the  seat  of  oscillations  of 
inertia,  elasticity  being  their  destruction.* 

Lastly,  whilst  one  theory  looks  to  the  heart  for 
the  cause,  and,  to  modifications  in  its  mode  of  con- 
traction, for  the  variations  in  dicrotism ;  the  other 
rel^ates  to  the  periphery  both  the  main  cause  and 
the  modifying  influences,  and  seeks  to  explain  every 
peculiarity  of  the  pulse  by  means  of  a  single  heart- 
wave  and  of  the  various  combinations  of  its  multiple 
rebounds. 


CONCLUDING   REMARKS   ON   PERIPHERAL  KESISTANCE 
AND   CAPILLAKY  PULSATION. 

Peripheral  resistance  has  been  mentioned,  but  not 
in  any  prominent  manner ;  yet  it  seems  to  be  of 
primary  importance.  Any  increase  in  the  peripheral 
resistance  must  mean  longer  duration  of  the  arterial 
pressure.  Unusually  short  duration  of  the  latter 
must  imply  (if  the  systolic  charge  was  ample)  un- 
usual ease  of  outflow.  How  can  this  be  brought 
about  ?  By  relaxation  of  the  arterioles  first,  and  in 
the  second  place,  by  relaxation  of  the  capillaries. 
Of  the  latter  it  may  be  said  that  although  their 
dilatation  must  be  partly  passive,  it  is  also  to  a 
certain  extent  active. 


•  From  a  olinioal  standpoint,  however  great  a  9y$tolie  pre$$ure  may  be 
recorded  in  different  cases,  experience  shows  that  this  pressure  is  most 
f  ngitive,  and  that— in  the  pulse— tension  is  decidedly  not  sustained.  Indeed 
this  is  shown  by  the  sphyg^ogram  of  each  pulse-wave. 
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Increase  of  capillary  pulsation  is  nothing  more 
than  might  be  expected  It  is  very  marked  in 
cases  of  extreme  dicrotism. 

Dicrotism  is  apparently  not  merely  a  question  of 
rapidity  of  pulse  rate,  since  a  rapid  pulse  may  pre- 
serve its  normal  configuration.     Some  modification 
has  occurred  in  the  time-relation  of  the  primary  and 
of  the  dicrotic  beat ;  and  the  effects  of  this  disturb-  ] 
ance  become  more  conspicuous  with  any  further  rise  ( 
in  firequency.     Thus  the  dicrotic  rise  is  more  and  . 
more  closely  followed  up  by  the  next  primary  ascent, 
ultimately  becoming  a  mere  elevation  in  the  latter*' 
If  the  rapidity  should  grow  beyond  this,  whatever' 
there  may  exist  of  dicrotism  is  merged  into   the 
following  beat :    dicrotism  becomes  latent     Under 
these  circumstances  each   successive   beat  may   be ) 
regarded  as  containing  the  dicrotic  rebound  of  the 
preceding  one.     This  type  is  known  as  the  mono-  \ 
crotous  pulse ;  the  pulse  of  intermediate  type  being  ' 
termed  hyperdicrotous. 
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CHAPTER  XII. 

THE   CARDIAC  MECHANISMS  AND  PRES- 
SURES :  THEIR  INSTRUMENTAL  STUDY. 

The  heart  being  the  cause  of  the  pulse  and  also  of 
many  of  its  variations,  it  would  be  impossible  to  do 
justice  to  the  problems  presented  by  the  arterial  pulse 
without  a  preliminary  consideration:  of  its  cardiac 
factors,  viz.,  cardiac  contraction  and  intra-cardiac 
pressure. 

The  more  recent  authors  have  dealt  .with  the 
latter,  and  Roy  and  Adami  have  accentuated  the 
relationship  between  the  cardiac  and  the  arterial 
pulsation,  by  naming  after  a  cardiac  event  one  of  the 
secondary  pulse-waves. 

A  review  of  the  facts  and  of  the  opinions  set  forth 
by  them,  and  of  the  yet  more  recent  work  of  von 
Frey,  will  best  enable  us  to  follow  the  diverging  views 
taken  of  the  pulse  ;  and  to  draw  our  own  conclusions 
from  the  analytical  pulse  observations  described  in 
Part  HI. 

A  consideration  of  the  velocities  of  the  blood  and  of 
its  pressures,  such  as  they  originate  in  the  heart, 
forms  part  of  sphygmology ;  and  the  mechanism  by 
which  they  are  brought  about  bears  a  close  relation  to 
the  pulse.     Our  remarks  will  therefore  be  arranged 
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under  two  headings:   the  cardiac  movements;   and 
the  ixitra-cardiac  pressures. 


THE  MOVEMENTS  OF  THE  HEART. 

(a)  The  Passive  Movements. 

Some  of  the  movements  of  the  heart  are  merely  ^ 
passive.  The  varying  mobility  of  individual  hearts 
by  gravitation,  under  the  influence  of  posture,  is  of 
practical  interest  in  relation  to  cardiography,  and 
possesses  also  a  clinical  aspect  which  need  not  be 
dwelt  upon  in  these  pages. 

(6)  Tlie  Active  Movements. 

The  active  movements  of  the  heart  arising  from  its 
own  contractions  bring  about  twofold  results :  . 

I  Alterations  in  the  heart's  position  as  a  whole, 
and  in  the  relations  of  its  component  parts.  . 

,    II    Alterations  in  the  size  of  the  heart's  cavities.    \ 

With  the  first  of  these  cardiography  is  directly 
concerned  ;  their  more  distant  bearing  on  the  pulse 
is  not  yet  fully  understood.  It  ia  the  rhythmic 
alternations,  during  each  cardiac  cycle,  in  the  size, 
position,  and  mutual  relations  in  space,  of  the  auricles 
and  of  the  ventricles  which  specially  need  to  be 
borne  in  mind  in  jconnection  with  a  study  of  the 
intra-cardiac  events. 

Tfie  alterations  in  the  size  of  the  heart's  cavities. 

In  recent  years  advances  have  been  made  beyond  the 
elementary  knowledge  of  a  systole  which   empties 
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the  cavity,  and  of  a  diastole  during  which  it  fills. 
\]  It  has  been  shown  that  the  systole  does  not  quite 
^i  empty  the  ventricle,  and  that  the  diastole  exerts  a 
ij  definite  suctional  force.  The  mechanism  of  the  systole 
\  has  been  studied  by  Roy  and  Adami  among  other 

1  observers ;  but  it  cannot  be  said  that  the  mechanism 

jof  the   diastolic   expansion  of  the  heart  has  been 

jthoroughly  explained. 


The  Oardlao  Oyole. 

Tbe  Amide. 

By  Roy  and  Adami  *  the  auricular  outflow  is  con- 
sidered at  four  periods : 
\  (I)  during  ventricular  systole  it  is  nil.  (II)  at  the 
opening  of  the  mitral  it  is  rapid,  owing  to  the 
resilience  of  the  ventricle  and  to  the  pressure  of  any 
blood  accumulated  within  the  auricle.  (Ill)  As  the 
ventricular  expansion  progresses,  the  ventricular  re- 
silience and  the  flow  diminish.  (IV)  The  contraction 
of  the  pulmonary  veins  and  of  the  auricle  produces 
increased  rapidity  of  flow. 

Tbe  Ventride. 

Roy  and  Adami  divide  the  ventricular  systole  into 
five  more  or  less  distinct  phases  : 

"  Systolic  Phase  I :    The  ventricle  wall  is    con 
tracting,  but  the  musculi  papillares  muscles  are  at 
rest. 

*  The  Practttioner,   vol.  xUv.  p.  170. 
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*'  Systolic  Phase  II :  The  papillary  muscles  carry 
out  the  first  rapid  part  of  their  contraction,  accom- 
panied by  slowing,  arrest,  or  retrogression  of  the 
shortening  of  the  fibres  of  the  heart-wall,  which  is 
most  marked  in  tracings  taken  along  a  line  running 
round  the  heart  transversely. 

*'  Systolic   Phase   III :     The    shortening   of   the 
papillary  muscle  is  considerably  less  rapid  than  during 
the  last  phase  :  the  fibres  of  the  heart-wall  are  also 
being  shortened,  although  much  more  slowly  than  J 
during  the  first  part  of  its  systole. 

"  Systolic  Phase  IV :   Both  the  papillary  muscles  I 
and  those  of  the  ventricular  wall  remain  contracted, 
but  do  not  imdergo  fiirther  shortening.  ' 

"  Systolic  Phase  V :  The  papillary  muscle  expands 
rapidly,  while  the  ventricle  wall  remains  contracted. 

"This  last  phase  belongs  both  to  systole  and 
diastole,  the  diastolic  expansion  beginning  in  the 
papillary  muscles." 

•  ••••. 

"  The  duration  of  the  contraction  of  the  papillary 
muscles  may  be  about  half  the  duration  of  that  of 
the  wall  of  the  ventricle,  although  the  difierence 
in  duration  of  the  two  is  usually  less  than  this — 
the  relation  being  about  5  to  8  ;  the  relation  at  all  i 
events  is  not  a  constant  one." 

Roy  and  Adami*  recognise  not  only  an  independent  contraction,  \ 
but  even  a  certain  independence  in  the  rhythm  of  the  papillary! 
and  of  the  heart-wall  muscles,  as  opposed  to  each   other.     Thus! 
the  force  of  contraction  of  the  musculi  papillares  may  be  independ-  \ 
ently  increased  by  SirophamihuB  hispidu^s — and  for  this  reason  the  i 

*  Loc.  cit.,  p.  354. 
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drug  might  be  regarded  as  valuable  in  functional  incompetence  of 
the  mitral  or  tricuspid  valve,  rather  than  in  mitral  stenosis  with 
rigidity  and  with  atrophy  of  papillary  muscles.  Toxic  doses  would 
likewise  weaken  the  musculi  papillares  much  more  than  the  heart- 
wall  muscles ;  and  under  their  influence  the  papillary  muscles 
may  cease  contracting,  whilst  the  heart- waU  continues  to  act — 
this  cessation  being  sometimes  preceded  by  inco-ordination  between 
the  two  sets  of  muscular  contractions  ;  the  papillary  contraction 
being  absent  at  one  time,  reduplicated  at  another. 

The  same  arrest  has  also  resulted  from  temporary  cessation  of 
artificial  respiration. 

Probably  similar  irregularities  occur  in  the  course  of  disease. 

The  diastole  of  the  heart- wall  may  be  divided  iuto 
three  phases,  namely : — 

"Diastolic  Phase  I :  Expansion  takes  place  rapidly, 
and  with  uniform  rapidity." 

"Diastolic  Phase  II  is  only  well  shown  on  the 
curves  when  the  amoimt  of  blood  available  to  permit 
the  ventricle  to  expand  is  not  great,  so  that  the 
expansion  becomes  slowed  or  even  arrested  after  the 
first  elastic  expansion  of  the  ventricles  has  drawn 
into  them  the  greater  part  of  the  available  blood." 

"  Diastolic  Phase  III :  The  wave  of  blood  which 
.  results  from  the  contraction  of  the  veins  and  auricles 
reaches  the  ventricular  cavity,  and  causes  or  allows 
the  final  expansion  of  the  ventricular  wall  which 
precedes  systole  ....  The  relative  duration  of  these 
eight  phases  is  not  by  any  means  a  fixed  one." 

'  Von  Frey*  divides  the  ventricular  cycle  into  four  stages: 
I,  during  the  first  stage,  ventricular  pressure  is  lower  than  the 
auricular ;  II,  in  the  second,  the  ventricular  pressure  is  higher 
than  the  aortic ;  III  and  IV,  during  the  two  remaining  stages 

*  Loc,  cit.f  p.  90. 
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both  orifices  of  the  ventricle  are  closed,  and  its  pressure  is  inter-  V 
mediate  between  those  of  the  auricle  and  of  the  aorta.  \ 

The  following  names  are  applied  to  the  stages  described : 
Spannungszeit ;  Austreibungszeit ;  Erschlaffungszeit ;  and  Fill- 
lungszeit. 

Von  Frey  *  admits  that  the  period  of  cardiac  contraction  or 
excitement  lasts  longer  than  the  interval  between  the  two  heart 
sounds;  yet  it  is  not  desirable  to  use  the  term  systole  in  that 
extended  sense,  as  Martins  has  done.  In  muscular  contraction 
von  Helmholtz  f  distinguishes  two  phases,  one  of  waxing  and  one 
of  waning  energy,  which  FickJ  describes  under  the  names  of 
isotonic  contraction  and  of  isomeirie  contraction .  The  term  isotonic 
refers  to  the  circumstance  that  the  relation  between  the  muscle 
and  the  load  is  such  that  the  muscle  will  shorten  without  any 
alteration  in  its  tension ;  whereas  the  isometric  contraction  causes 
a  change  in  tension  without  any  shortening. 

The  same  distinctions  may  be  traced  in  the  cardiac  contraction  : 

I  The  period  during  which  both  valves  are  closed  is  one 
growing  energy,  or  of  isometric  contraction. 

II  During  the  ventricular  discharge,  the  contraction  reaches 
its  maximum. 

III  The  interval  between  the  closure  of  the  sigmoid  valve  and 
the  opening  of  the  mitral  in  a  period  of  waning  energy — or  of 
isotonic  contraction. 

During  the  first  of  these  phases  the  fibre  does  not  undergo 
shortening ; 

During  the  second  phase,  the  fibre  shortens  to  a  minimum 
length  ; 

During  the  third  the  fibre  maintains  this  minimum  length 
until  the  auricle  opens. 

Granted  these  different  deceptions  of  the  word,  Landois  is 
correct  in  stating  that  the  cardiac  contraction  ceases  before  the 
aortic  closure,  and  Baxt  and  Moens  may  with  equal  right  contend 
that  the  ventricle  remains  contracted  even  after  that  moment. 


>n:/ 
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•  Loc.  cit,  p.  120. 
t  Ge$amm,  Abhandi,  bd.  ii.  p.  766. 

X  "Mechanische   Arbeit    und   Warme   Entwickelung/*   Leipzig,  1882, 
p.  112. 
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THB   INSTRUMENTAL  STUDY   OF   THE   HEARTHS 
MOVEMENTS. 

The  B^ooardlograph. 

V  Hesse's  *  idea  of  harpooning  different  spots  of  the 
heart's  surface  with  a  view  to  studying  any  varia- 
tions in  their  relations,  passed  unnoticed,  until  Roy 
and  Adami,  conceiving  the  same  idea,  elaborated  it 
into  a  most  ingenious  graphic  method.  The  object 
of  the  instrument  consists  in  transmitting  to  a  re- 
volving surface  a  record  of  the  movements  of  two 
levers  connected  respectively  with  the  fringe  of  the 
mitral  valve  (by  means  of  a  hook),  and  with  two 
separate  spots  of  the  heart's  external  surface.  For  a 
description  of  the  apparatus  and  of  its  mode  of  use 
the  reader  must  be  referred  to  the  original  paper,  t 

The  Oardlograph. 

^  According  to  Roy  and  Adami,J  even  when  taken 
:with  Von  Basch's  instrument,  the  cardiographic 
tracing  is  not  easily  interpreted.  Variations  in  the 
size  of  the  heart,  in  the  kind,  amount,  and  condition 
of  its  coverings  and  of  the  underlying  parts,  and  in 
;the  extent  to  which  it  is  wedged  in  between  the 
I  diaphragm  and  thoracic  wall,  all  contribute  to  throw 
/doubt  upon  any  inferences.     It  is  difficult,  and  in 

/      *  "  Beitrage  zur  Mecbanik  der  Herzbewegung,"  His  d;  Braune^sArchiv., 
f  1880. 

'f     t  The  Fraetitioner,  vol.  xliv.  1890,  p.  82. 
X  Loc  dU,  p.  171. 
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most  cases  impossible,  to  meaaure  with  accuracy  with  | 
the  cardiograph  the  duration  of  the  different  phases 
of  the  cardiac  cycle. 

Nevertheless  some  data  of  value  may  be  obtained,  especially  by 
combining,  in  animals,  the  determinations  of  the  intra- ventricular 
pressure,  and  of  the  heart-wall  contractions,  with  those  of  any 
change  occurring  in  the  antero-posterior  diameter  of  the  heart. 
With  this  view,  the  pericardium  of  a  dog  or  of  a  cat  is  incised  in 
front,  and  its  two  flaps  stretched  back,  so  as  to  expose  the  heart 
through  a  window  in  the  chest  wall,  and  to  give  it  a  steady  and 
firm  support  from  behind  and  from  below.  In  this  way  the 
button  will  indicate  with  some  accuracy  variations  of  the  antero- 
posterior diameter.  A  spring  must  be  used  in  order  to  distinguish 
the  passive  increase  of  this  diameter  in  the  flaccid  state  of  the 
ventricle  during  diastole,  from  that  which  may  be  termed  the 
active  increase  during  systole.  "  In  systole,  with  the  contraction 
of  the  ventricles,  the  walls  become  tense  and  resisting,  the  organ 
becomes  rounded,  the  transverse  diameter  is  diminished,  the 
antero-posterior  diameter  is  increased." 

Comparing  a  tracing  taken  in  that  way  from  the  1 
left  ventricle  in  a  cat  with  the  tracing  recorded  by 
Fran9ois  Franck  from  a  case  of  ectopia,  Roy  and 
Adami  found  in  both  a  rounded  wave  followed  by 
a  rapid  ascent  to  a  notched  summit  which  passes, 
by  a  more  or  less  rounded  shoulder,  into  the  steep  j 
descending   limb   of  the  curve.     It  may  be  safely 
assumed   that    this  description  also  applies  to  the  . 
apex  beat  of  man. 

The  shape  of  the  tracing  depends  on  the  point  selected,  and  on  1 
the  degree  of  pressure  exerted  by  the  lever,"  an  endless  variety  of 
curves "  being  thus  obtainable  in  any  one  heart.  The  general  I 
configuration  of  curves  obtained  with  the  application  of  weak,  of 
moderate,  and  of  strong  pressures  is  at  first  sight  very  different. 
Boy  and  Adami  show  how  these  difierences  may  be  explained  in 
connection  with  the  suppression  of  the  feeble  forces  of  auricular 
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distension  and  contraction,  and  of  the  ventricular  suctional  filling, 
by  the  superior  pressure  of  a  strong  spring ;  whilst  the  main 
events  of  the  ventricular  systole  and  diastole  remain  undiminished 
in  the  tracing  in  spite  of  the  pressure  employed. 

On  analysis,  the  summit  of  the  curve  is  found  not  to  be  syn- 
chronous with  that  of  the  intra-ventricular  pressure.  The 
TTiftTiTnnm  pressure  corresponds  with  the  notch  in  the  apex  tracing, 
both  in  man  and  in  animals.  And  the  notch  corresponds  with  the 
rapid  contraction  of  the  papillary  muscles. 

The  maximum  antero-posterior  diameter  is  of  course  reached 
before  the  blood  leaves  the  ventricles.* 

In  tracings  taken  with  weak  pressures,  the  rise  and  the  shoulder 
observed  after  the  line  which  marks  the  end  of  systole  is  due  to 
the  remaining  firmness  of  wall  (resistance  to  distortion)  and  to  the 
inflow  of  blood. 


*  Boj  and  Adami  remark  that  with  a  conical  heart  the  musculi  papillaree 
act  much  more  efficiently  than  they  could  have  done  with  a  spherical  heart, 
although  a  globular  cavity  would  be  a  more  perfect  machine  as  regards 
output. 
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CHAPTER  XIIL 

VON  FREY^S  CRITICISM  OF  THE  CARDIO- 
GRAPHIC  METHOD. 

The  difficulties  inherent  to  the  investigation  of  the 
cardiac  movements  are  complicated  by  others  special 
to  the  instrument.  Transmission  of  movement  by- 
air,  well  suited  for  the  registration  of  small  forces,  is 
almost  too  delicate  a  method  for  the  powerful  cardiac 
movementa  The  large  tracings  sometimes  depicted 
are  apt  to  be  faulty.  As  in  the  sphygmogram,  very  ) 
lai^e  oscillations  are  open  to  suspicion,  and  are  in  ( 
general  to  be  avoided.  ^ 

Von  Frey*s  heart-lever  (Herzhebel)  is  proposed  as  / 
a  substitute  for  the  cardiograph.  Its  accuracy  *  is 
great  in  proportion  to  the  simplicity  of  its  construc- 
tion. It  consists  of  two  equal  levers  coupled  at  an 
angle  which  is  capable  of  being  varied.  One  of  the 
levers  rests  on  the  heart,  the  other  traces  the 
record. 

A  great  advantage  of  the  heart-lever  is  the  fact 


*  Of,  yon  Frej,  he,  cit,,  p.  106.  The  contraction  of  the  gastrocnemius 
of  a  frog,  used  as  a  test  for  the  two  instruments,  gives  rise  to  two  very 
different  curves  ;  in  the  cardiographic  curve  the  oscillatioDS  alleged  to  be 
artificial  are  of  very  large  size. 
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that,  at  every  stage,  it  bears  with  the  same  weight 
on  the  heart,  and  that  this  weight  is  a  light  one. 

Variability  of  the  Traeingra. 

It  is  well  known  that  a  tracing  may  be  greatly  altered  by 
pressure  on  the  heart  {e,g.^  against  the  spinal  column) ;  and  that 
retractile  systolic  impulses  (such  as  that  of  the  left  side  of  the 
left  ventricle)  may  be  transformed  in  the  tracing  into  positive 
o^illations,  by  using  sufficiently  heavy  a  pressure.  Leaving 
aside  these  experimental  errors,  there  is  a  toide  range  of  normal 
variations  in  the  movements  of  the  heart's  surface  : 

(1)  Each  spot  has  its  own  movements,  differing  from  others; 

(2)  Each  spot  will  sufier  alteration  in  its  normal  or  average 
movements  according  to  the  heart  rate,  and  to  the  volume  of  the 
cardiac  contents. 

Yon  Frey  draws  special  attention  to  the  variability  of  the  apex- 
beat,  concerning  which  so  little  is  yet  known. 

"  The  heart  beat  is  the  result  of  the  systolic  striving  of  the 
ventricle  towards  a  definite  shape,  and  towards  a  given  relation 
to  the  great  vessels.     Their  mobility  being  feeble,  and  that  of  the 
apex  considerable,  the  latter  rises  from  its  position  of  collapse, 
which  is  entirely  determined  by  gravitation,  and  traces  the  sharp 
upstroke  of  the  curve.     At  this  level  the  apex  is  maintained  during 
the  whole  period  of  excitation,  because  the  emptying  of  the  heart 
does  not  lead  to  shortening  of  the  axis,  but  only  of  the  transverse 
diameters  of  the  heart.     Nevertheless,  a  small  degree  of  shifting 
may  be  caused  by  movements  of  translation  of  the  whole  heart,  or 
by  tension  and  stretching  of  the  great  vessels.     On  the  whole, 
however,  the  apex-tracing  is  a  curve  of  excitation  (erregungs 
curve).    The  curve  much  exceeds  in  length  the  period  of  output, 
because  the  cardiac  muscle  needs  time  to  raise  the  intra- ventricular 
pressure  to  the  level  of  the  aortic  pressure,  and  to  allow  it  to 
return  from  the  latter  to  the  pressiu*e  of  the  atmosphere.     Between 
the  apex-beat  and  the  course  of  the  intra-ventricular  and  intra- 
aortic  pressures  there  exists  no  fixed  and    rigid  relation.    The 
details  of  the  cardiogram  do  not  therefore  avail  to  explain  those 
ot  the  pulse-curve ;  on  the  contrary,  they  themselves  most  need 
explanation. 
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ftimitatioiui  of  the  Oardlograpb.    It  does  not 
Xndioato  tbe  aiomeiits  of  Aortio  ClosurOf 
nor  of  Aortio  Openinc* 

IN'either  of  the  aortic  events  being  sharply  defined  in  the  cardio- 
graphic  tracing,  von  Frey*  points  out  that  the  heart-beat  is 
incompetent  to  give  precise  information  concerning  the  changes 
in  cardiac  volume  and  pressure. 

The  cardiogram  (which  begins  exactly  with  the  first  sound), 
presenting  invariably  in  animals  a  longer  period  of  cardiac  activity 
CLnd  a  shorter  period  of  cardiac  rest,  whilst  the  systole  (reckoned 
in  the  sense  of  Donders  and  Yolkmann  t  as  the  interval  between 
tbe  first  and  the  second  sound),  is  shorter  than  the  diastole,  the 
second  heart-sound,  of  aortic  closure,  must  obviously  strike  before 
tHe  end  of  the  tracing. 

This  may  be  proved  by  means  of  a  simultaneous  endocardial 
pressure  curve,  aortic  closure  foUowing  very  soon  after  the 
moment  of  maximum  endocardial  pressure. 

In  the  cardiogram,  by  unanimous  consent  (except  Edgren's)4 
this  point  occurs  in  the  line  of  descent — or  else  in  the  **  plateau  " — 
according  to  the  cardiac  site  selected  for  the  observation. 

Again,  the  opening  of  the  aortic  valves  is  not  clearly  indicated 
in  the  cardiogram.  This  can  be  proved  by  comparing  simul- 
taneous tracings  of  the  heart's  apex-beat,  and  of  the  pulse  of  the 
carotid  (the  latter  curve  being  taken  by  means  of  Marey's 
tambour).  In  this  way,  von  Frey  and  Krehl  (in  opposition  to 
F.  Martiu8'§  contention  that  the  apex-beat  coincides  with  the 
opening  of  the  aortic  valves),  were  able  to  demonstrate  that  the 
carotid  pulse  invariably  begins  before  the  lever  of  the  cardiograph 
has  reached  the  full  height  of  its  ascent.     (See  Fig.  116,  p.  278.) 

In  the  light  of  these  facts,  Fr.  Franck's  "  Cardiographie 
Volum^trique  "  is  clearly  based  on  a  wrong  principle,  and  cannot 

*  Loe,  cit,  p.  118. 

t  Yolkmann,  A.  W.,  "  Haemodjnamik  nach  Versuchen,"  Leipzig,  1850, 
p.  358  et  seq.  "  Donders  Nederl.  Arohiv.  Yoor  Genees-en  Naturk/'  bd.  ii. 
1865. 

t  **  Skand-  Arch,  fttr  Phys./'  bd.  1.  1889,  s.  67. 

§  Biartius,  F.  {Zeitsch.  f.  KUn.  Med,),  bd.  ziii.  1888. 
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be  correct,  even  when  applied  to  auricular  tracings.  The  endeavour 
to  demonstrate  a  general  agreement  between  ihe  cardiogram  and 
the  endocardial  pressure  curve,  especially  as  regards  Marey's 

Fig.  116. 


Simultaneous  tracings  from  the  carotid  and  from  the  apex- 
beat  of  a  healthy  man  (v.  Frey,  loc.  cit.,  p.  117). 

**  Plateau  Systolique "  and  its  undulations,  is  likewise  futile. 
Neither  does  von  Erey  see  any  hope  in  Edgren's  attempt  to 
determine,  from  a  study  of  coinciding  maxima  or  minima  of  the 
pulse  and  heart  tracings,  the  velocity  and  the  direction  of  pulse- 
waves. 


THE   AORTIC   PULSE  TRACING. 

The  tracing  of  the  pulsation  of  the  innominate 
(which  for  practical  purposes  may  be  regarded  as 
equivalent  to  that  of  the  aorta)  has  over  the  radial 
tracing  the  advantage  of  simplicity,  and  is  readily 
compared  with  that  of  the  left  ventricle. 

During  the  systolic  or  shorter  portion  of  the  wave 
hardly  any  difference,  except  one  of  altitude,  is 
noticeable  between  the  ventricular  and  the  innomi- 
nate tracings,  but  during  the  diastolic  portion  the 
•tracings  are  entirely  different.  In  the  ventricle  the 
pressure  falls  to  zero  and  hardly  rises  above  that 
level  until  the  ensuing  systole.     In  the  aorta  there 
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is  no  sudden  drop,  but  a  gradual  subsidence,  the 
oblique  line  of  which  is  wavy.  This  diflference  is 
expressed  very  clearly  in  the  diagram  (von  Kries). 

Fig.  117. 


Diagram  of  the  relative  behaviour  of  the  intrarventricalar, 
and  of  the  intra-aortic  pressure,  in  the  absence  of  rebound- 
waves  and  of  regurgitation,     (v.  Kries,  loe.  eit,,  p  73). 

The  intra-ventricular  curve  of  pressure  rises  before  V 
the  aortic  curve — in  other  words,  before  the  opening  / 
of  the  aortic  valves,  which  cannot  be  raised  until  the( 
pressure  below  them   surpasses    that   from   above.  \ 
From  that  moment  the  aortic  curve  shares  in  the  / 
rise  ;  and  since  it  attains  its  maximum  almost  at  the 
same   instant  as   the   intra-ventricular   tracing,  its/ 
ascent  is  rather  more  abrupt  than  that  of  the  latter,  I 
as  well  as  shorter.  ^ 

In   their  fall  the  two   tracings   are   for  a  time  \ 
identical,  the  two   cavities   being  still   continuous. 
But  as  soon  as  the  first  muscular  relaxation  occurs 
in  the  ventricle,*  occasioning  a  rapid  fall  of  intra- 
ventricular pressure,  the   sigmoid   valves   complete 
their  closure.     The  ventricular  pressure  continues  to  ♦ 
fall  rapidly,  and  ^t  last  becomes  suctional :  on  the  \ 
contrary,  the  aortic  pressure  continues  to  fall  only  ' 

*  According  to  Rov  and  Adami,  the  relaxation  of  the  musculi  papillares. 
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for  a  moment,  this  fall  probably  not  exceeding  the 
loss  of  pressure  represented  by  the  peripheral  out- 
flow and  by  the  distension  of  the  sinuses  of  Valsalva. 
Next  follows  a  secondary  rise. 

Von  Frey  draws  attention  to  the  fact  that  the 
valve  closure  may  occur  at  varying  intervals  after 
the  maximum  pressure  has  been  reached. 

The  diastolic  portion  of  the  aortic  curve  is  marked 
by  secondary  oscillations  of  pressure  (which,  as 
pointed  out  by  von  Frey,  never  outstep  the  limits  of 
one  pulsation).  The  first  of  these  has  given  rise  to 
much  speculation.  It  would  be  hardly  profitable  to 
enter,  at  this  place,  into  a  discussion  of  the  various 
theories  which  have  been  advanced  *  for  its  expla- 
nation. 


Tbe  Osculations  of  Volocitj  at  tbo  Boot  of  tbo  Aorta. 

Concerning  the  positive  oscillation,  or  rise,  of  the 
velocity,  we  know  nothing.  This  is  a  difficult  pro- 
blem still  in  a  backward  state.  Probably,  like  the 
endocardial  pressure,  the  curve  of  velocity  has  a 
sharp  summit.  Von  Frey  inclines  to  imagine  it 
may  rise  less  rapidly  than  it  falls.  Evidence  on  that 
point  is  wanting. 


*  Von  Frey  who  believes  this  seoondarj  elevation  to  be  a  reflected 
systolio  wave,  as  no  influence  capable  of  giving  rise  to  it  can  be  traced  in 
the  heart  or  in  the  aorta,  has  strong  arguments  against  its  nature  as  a 
**  valve-closure  wave."  He  ventures  so  far  as  to  saj  that  it  maj  sometimes 
arise  before,  although  it  usually  arises  after,  the  closure  of  the  sigmoid 
valves ;  but  admits  that  he  possesses  no  strict  experimental  evidence  in 
support  of  this  opinion. 
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Owing  to  the  influence  of  friction*  the  pressure  and 
the  velocity  at  the  root  of  the  aorta  cannot  he  exactly 
parallel. 


*  Yon  Frey  (he.  at,,  p.  179-180)  attributes  to  friction  the  fact  that 
sigmoid  closure  alwajs  occurs  at  a  higher  pressure  than  sigmoid  opening, 
and  that  the  pressure  continues  to  fall,  down  to  the  next  systole. 
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CHAPTER  XIV. 
THE  INTRA-CARDIAL  PRESSURES. 

The  Xntra-Aorioiilar  Sressnre. 

The  auricular  curve,  according  to  von  Frey,  rises 
rapidly  up  to  the  moment  of  the  closure  of  its  valves. 
Then,  after  a  very  brief  delay,  it  yet  more  rapidly 
sinks  to  a  low  level,  from  which  it  slowly  rises  to  a 
much  lower  secondary  elevation.  The  blunt  summit 
of  the  latter  coincides  with  the  opening  of  the  auii- 
culo- ventricular  valves.  The  deepest  level  between 
these  two  rises  exactly  corresponds  with  the  moment 
of  maximum  intra- ventricular  pressure  (see  Fig.  118). 

With  the  opening  of  the  valves  the  blood  is  dis- 
charged into  the  ventricles,  and  the  auricular  pres- 
sure suflfers  a  second  fall  to  a  still  lower  level.  This 
fall,  though  shorter,  is  less  rapid  than  the  fall  observed 
after  the  auricular  contraction.  The  ensuing  trough 
is  also  short,  and  is  followed  by  a  gradual  and  steady 
rise  of  auricular  pressure,  whilst  the  ventricular  pres- 
sure remains  low  and  keeps  level  as  far  as  the  foot 
of  the  systolic  upheaval. 

Although  there  are  two  elevations  in  the  curve, 
there  is  but  one  auricular  contraction.  According  to 
von  Frey,  the  secondary  elevation  is  due  to  the  fact 
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UiAt  the  fihrinking  of  the    ventricleB  within   the 
t^oradc  cavity  tends  to  expand  the  auricles.* 

Something  more  direct  than  this  passive  thoracic 
suction  may  take  place.  The  writer  is  inclined  to 
view  the  broad  trough  as  partly  due  to  an  active 
dilatation  of  the  auricular  cavity  by  the  papillary 
contraction. 

Fig.  118. 


Pressnre  carves  of  the  auricle  (Vorhof),  of  the  ventricle 
(Kammer),  and  of  the  aorta,  showing  the  time  of  opening  and 
of  closing  of  the  ventricular,  and  of  the  aortic  valves  (v.  Frey, 
he.  cU^  p.  88). 

An  analysis  of  von  Frey's  tracing,!  discloses  the  following  vari- 
ations of  pressure : 

At  its  lowest  level,  the  auricular  pressure  appears  to  be  about 
2  mm.  of  mercury,  corresponding  to  the  moment  when  the 
ventricular  pressure,  after  being  negative,  rises  to  about  5  mm. — 
a  level  which  it  preserves  till   the  auricle  contracts.     It  then 


*"....  so  lange  der  Thorax  unerdffnet  ist,  die  Verklelnerung  der 
Herzkammem  auf  die  Vorhofe  enfaltend  wirkt ''  (loe,  cit.,  p.  90). 
t  Fig.  28,  loc  cii,,  p.  88. 
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attains  to   10  mm.  at  the  moment  of  cloeure  of  the  auriculo- 
ventricular  valves. 

From  this  lowest  level  of  2  mm.  the  auricular  pressure  steadily 
rises  and,  just  prior  to  its  own  systole,  it  has  risen  so  as  to  be  at 
least  equal  to  that  within  the  ventricle.  Then  follows  the  systole 
of  the  auricular  appendages  which  affords  material  for  the  auricle 
to  contract  upon,  and  enables  the  pressure  to  rise  10  mm.,  both 
in  the  auricles  and  in  the  ventricles.* 


The  Intra- Ventrloular  Sressnre  Curve  as 
Interpreted  hy  Boy  and  Adaml. 

(  Eoy  and  Adami  (loc.  cit.,  p.  165)  state  that  no 
appreciable   rise  in  the   ventricular   curve   usually 

/•occurs  from  auricular,  contraction.    This  circumstance 

I  they  explain  by  the  absence  of  valves  from  the  auri- 
cular orifices  of  the  large  veins,  and  by  the  ready 
yielding  of  the  ventricular  walls  during  the  diastoUc 
influx. 

j  When  present  the  first  slow  rise  may  be  attributed 
to  an  "  elastic  stretching  (previous  to  contraction)  of 

'the  musculi  papillares." 

,     In  the  composite  intra- ventricular  curve  the  two 

'  component  waves  do  not  bear  a  constant  relation  to 
one  another.  The  superposed  wave  may  rise  high  or 
hardly  above  the  main  upper  level.  It  is  not  due  to 
inertia-vibrations,  which  are  obviated  by  piston  fric- 
tion. It  corresponds  in  time  to  the  interruption 
'  which  the   myocardiograph   indicates  as   occurring 


*  N.B. — During  this  period  the  anrioular  systole  takes  effect  on  the 
Ventricular  walls  and  also  on  the  mitral  Talve  and  on  the  aortic  valve. 
During  the  next  stage  the  ventricular  systolic  pressure  is  opposed  by 
the  ventiicnlar  wall  and  by  both  valves. 
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in  the  ventricular  wall  contraction,  and  which  is 
obviously  due  to  the  pulling  down  of  the  flaps  of 
the  auriculo-ventricular  valves,  and  to  the  resulting 
increased  resistance  to,  and  delay  of,  the  heart-wall 
contraction. 

The  fall  which  follows  upon  the  superposed  wave 
represents  outflow  into  the  aorta.  The  same  cause 
explains  in  other  figures  the  slowing  of  the  rise 
before  the  maximum  is  reached. 

The  papillary  wall  contraction  continues,  although! 
slowly,  till  the  point  is  approached  where  cessation 
of  ventricular  wall  shortening  is  indicated  by  ther 
myocardiographic  curve.  The  slightly  earlier  cessa-  ' 
tion  of  papillary  contraction  is  sometimes  marked  by  i 
a  notch  in  the  pressure  curve,  or  the  latter  may 
simply  present  a  peculiar  roundness  instead  of  a/ 
sharp  drop. 

The  Variations  in  Arterial  Blood-Pressure  and 
their  Bfteots  on  the  Heart  and  Arteries. 

The  Bffeots  of  a  &lse  of  Blood-Pressure  on 

the  CaTitjy  on  the  Contraotion,  and  on  the  Zntemal 

Pressure  of  the  Ventricle* 

In  speaking  of  the  variability  of  arterial  blood-pressure,  Boy 
and  Adami*  estimate  that  the  latter  "  may  rise  as  high  as  250  mm. 
of  mercury,  or  more,  and  may  fall  as  low  as  50  mm.  without 
death  or  syncope  from  cerebral  anaemia  taking  place.'' 

Normally,  it  is  capable  of  varying  much,  and  is  subject  to 
constantly  recurring  oscillations  such  as  those  due  to  respiration, 
muscular  exertion,  and  many  others. 

*  Loc,  eU.,  p.  253. 
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I  Effeda  on  ike  Ventricular  Cwoity. — A  rise  in  the  systemic 
arterial  pressure  would,  according  to  Roy  and  Adami*  diminish 
the  shortening  of  the  heart  fibres,  and  this  in  turn  would  increase 
the  residual  quantity  of  blood  left  in  the  ventride  after  systole.t 
Meanwhile,  there  is  no  decrease  in  the  output,  because  diastole 
brings  with  it  an  increased  expansion.  Thus,  "  a  physiological 
dilatation  of  the  ventricles  "  would  be  the  result  of  a  rise  in  the 
arterial  blood  pressure.  This  would  differ  only  in  degree  from 
pathological  dilatation,  and  might,  like  the  latter,  be  complicated 
with  functional  incompetence  of  the  auriculo-ventricular  valves. 
Hypertrophy  of  the  wall  would  also  result. 

I  Roy  and  Adamit  infer  a  diminished  bulging  upwards  of  the 
auriculo-ventricular  valves  in  the  physiological  dilatation,  owing 
to  the  increased  distance,  for  which  correction  could  not  have 
been  provided,  between  the  foot  of  the  papillary  muscles  and  the 
base  of  the  heart.  This  defect,  together  with  the  weakened  con- 
dition of  the  wall  from  which  the  papillary  muscles  spring,  would 
render  papillary  contraction  less  effective. 

II  Effects  on  the  VentrusuUvr  Contraction, — ^The  opening  of  the 
sigmoid  valves  is  delayed.  The  papillary  contraction,  not  being 
delayed,  fails  during  its  first  part  to  effect  any  output,  and  "  leaves 

f  a  larger  proportion  to  be  expelled  by  the  continued  contraction 
r  of  the  heart-wall,  after  the  auriculo-ventricular  valves  have  been 
,  pulled  down  by  the  first  rapid  effective  part  of  the  contraction  of 
'  the  papillary  muscles."§ 

I  III  Effects  on  the  Intra-Ventricidar  Preeeure-Curve, — The  pres- 
'  sure-curve  becomes  anacrotic — i.e.,  the  height  of  the  superposed 
'  papillary  wave  is  lessened,  and  may  fall  short  of  the  level  of  the 
shoulder  which  follows — and  a  notch  may  precede  the  latter : 
I  this  modification  of  the  curve  is  not  in  itself  an  abnormality. 

The  Bffeots  of  a  Blse  of  Blood-Pressure  on 
the  Arteries. 

I  I  On  the  artery  itself  the  effect  of  a  rise  in  ventricular  pressure 
;  is  to  raise  the  pressure  towards  the  end  of  systole,  by  increasing 

*  Loe,  a«^  vol.  hdv.  p.  347. 

t  Boy  and  Adami,  Brit,  Mtd,  Jour.y  Dec  15, 1888. 

t  hoc,  cit.,  p.  351.  §  Loc.  ctV.,p.  349. 
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the  rigidity  of  the  arterial  wall.     Prof.  Roy  {Jour,  of  Physidogt/,  f 
vol.  ii.)  has  shown  that,  with  increasing  pressures,  above  the  j 
normal  blood-pressure  of  any  animal,  the  arteries  become  more 
and  more  rigid.  ' 

An  anacrotic  rise  in  the  pulse  and  pressure  curve  must  result, 
since  the  output,  as  a  rule,  is  not  diminished  but  rather  increased 
(with  lessened  frequency  of  beat)  by  rising  pressures ;  and  that  at 
least  the  same  volume  of  blood  must  be  injected,  with  greatly  1 
increased  effort. 


The  Bflbots  of  Iiow  Blood-Pressures  on  the 
Ventricular  Contraction. 

II  With  low  arterial  pressures  (which  are  often  due  to  a  small  \ 
ventricular  output)  the  opposite  conditions  obtain.  The  sigmoid 
valve  opens  early ;  the  outflow  is  of  short  duration ;  and  the 
papillary  contraction  takes  a  large  share  in  the  event.  The 
pulse-wave  is  thus  made  up  mainly  by  the  superposed  wave  which 
is  due  to  the  musculi  papillares. 

Modifications  of  the  heart-beat  also  occiur  under  the  influence 
of  the  nerves  (chiefly  acting  on  the  auricles),  and  of  a  variation  in 
the  quantity  of  the  ventricular  output,  which  is  generally  smaller 
the  more  frequent  is  the  beat.* 


The  Intra- Ventrlonlar  Sressnre-Oiirve 
Interpreted  l»y  von  Trey. 

The  ventricle  is  the  seat  of  the  highest  and  of  the  > 
lowest  pressures  to  be  found  in  the  arterial  system. 
The  ventricular  pressure-curve  obtained  by  von  Frey 


*  Von  Frey  (loc,  dt.,  p.  200)  observes  in  connection  with  the  relation 
between  heart-rate  and  arterial  pressure,  that  whenever  the  heart-rate  is 
increased  within  certain  limits,  arterial  pressure  will  rise,  and  the  Ans- 
pannungszeit  is  supposed  to  be  lengthened,  at  least  relatively :  the  semi, 
lunars  will  open  late  and  the  systole  will  be  a  short  one.  A  lessened  heart- 
rate  would  be  combined  with  the  opposite  conditions. 
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is  given  in  Fig.  118,  together  with  those  of  the  auricle 
and  of  the  aorta  (through  the  Innominate).  A  very 
slow  heart's  action  was  purposely  selected, 

A  great  difference  is  perceived  between  this 
curve  and  that  of  Roy  and  Adami.  The  oscillations, 
which  they  put  down  to  papillary  contraction,  von 
Frey  {loc.  cit.^  p.  85)  attributes  to  inertia, 
f  The  auricular  systolic  rise  in  pressure  is  stated  to 
M  occasion  a  &int  smalogous  rise  in  the  ventricular 
pressure.  Then  occurs  the  closure  of  the  auriculo- 
ventricular  valves,  and  both  sets  of  valves  being  closed, 
tension  is  rapidly  got  up.  The  opening  of  the  semi- 
lunars marks  the  beginning  of  the  great  aortic  rise 
in  pressure,  to  which  (when  the  valves  open  earlj^ 
as  during  vagus  stimulation),  corresponds  a  percep- 
tible slowing  of  the  rapidity  of  increase  of  pressure. 
(This  is  not  perceptible  under  ordinary  circumstances 
owing  to  the  natural  bend  of  the  intra- ventricular 
curve  as  it  approaches  its  summit). 

The  pressure  rises  in  the  ventricle  with  lessening 
steepness ;  and  the  line  of  its  fall  is  almost  sym- 
metrical with  that  of  its  ascent.  A  slight  modi- 
fication may,  however,  indicate  (high  up)  the  closure 
of  the  aortic  valves. 

The  fall  of  pressure  persists,  and,  for  a  moment 
after  the  opening  of  the  auriculo- ventricular  valves,  it 
even  becomes  more  rapid.  Thus  for  a  brief  space  of 
time  the  ventricular  pressure  is  fiJling  as  well  as 
the  auricular. 

The  varying  duration  of  the  entire  cardiac  revolution  at  different 

I   rates  of  frequency  being  admitted  to  represent  variations  in  the 

V  duration  of  diastole,  in  very  quick  action  of  the  heart,  not  only 

is  the  latter  shortened,  but  a  portion  of  the  negative  phase  of 
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pressure  is  also  lost.  Irregular  action  will  sometimes  give  rise  to 
double  summits  within  the  positive  phase  of  the  tracing.  In 
some  instances  a  second  small  positive  oscillation  has  been 
observed  to  follow  immediately  after  the  negative  phase ;  it  is 
certainly  not  due  to  inertia.  Its  significance  is  unknown.  Is  it 
to  be  regarded  as  a  proof  that  the  ventricular  muscle  is  still  in  a 
state  of  activity  during  the  phase  of  negative  pressure  ?  * 

Yon  Frey^s  serial  traclngs,t  obtained  at  gradually  lessened  J. 
depths  within  the  ventricle,  have  convinced  him  (I)  that  the 
cardiac  contraction  is  in  the  nature  of  a  peristaltis,  progressing 
from  the  apex  towards  the  base ;  and  (2)  that  a  complete  and 
unadulteratei  ventricular  pressure-curve  can  only  be  obtained, 
when  the  sound  is  introduced  immediately  below  the  aortic  flaps, 
into  the  space  which  the  strongest  systole  leaves  patent.  The 
cardiac  sound,  if  pushed  beyond  this  space,  is  tightly  grasped  by 
the  muscle — ^at  an  earlier  or  at  a  later  instant  of  the  systole — 
according  to  the  depth  of  its  panetration  into  the  ventricular 
cavity. 


The  Negative  Phase  of  Intra- Ventxioular 
Pressure. 

Roy  and  Adami  J  state  that  "  a  phase  of  negative  pressure  during 
diastole  is  not  of  constant  occurrence,"  nor  could  it  be,  so  long  as 
a  large  supply  of  venous  blood  is  available. 

The  interruption  of  expansion  coinciding  with  an  intra- ven- 
tricular negative  pressure  occurs  late  (after  about  three-quarters 
of  the  total  diastolic  elongation) ;  it  might  be  regarded  as  due  to 
the  supply  not  keeping  pace  with  the  elastic  expansion  of  the 
heart. 

The  inflow  from  the  auricle  at  the  opening  of  the  mitral  may 
cause  a  positive  wave  on  the  line  of  descent  of  pressure  {loc.  cU.y 
Figs.  8  and  11b). 


*  Rolleston,  H.  D.   {Jour,    of  Physiology,  vol.  viii.  p.  235),  suggests  a 
somewhat  different  explanation, 
t  Loc,  citf  p.  87. 
J  Loc,  cit.,  p.  18«. 

T 
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According  to  von  Frey,  the  old  view  originally  propounded  by 
Marey  was  to  the  effect  that  the  negative  phase  was  due  to 
the  suctional  force  exerted  by  the  elasticity  of  the  lung.  The 
observations  of  €k)ltz  and  Qaule,  which  revealed  the  existence  of 
much  greater  negative  values  than  previously  suspected,  rendered 
necessary  some  other  form  of  explanation. 

Two  views  at  present  prevail : 

(1)  That  of  an  independent  expansion  of  the  ventricle ; 

(2)  That  suggested  by  Moens  under  the  name  of  Schliessungs- 
welle  (negative  wave  of  closure),  the  interruption  of  a  current 
being  supposed  to  generate  a  negative  wave  starting  from  the  seat 
of  interruption.  In  the  aorta,  however,  where  it  might  have 
been  expected  to  have  been  most  marked,  no  such  wave  is  to  be 
traced.  Moreover,  it  is  matter  of  demonstration  that  the  negative 
intra-ventricular  phase  of  pressure  occurs  an  appreciable  time 
after  aortic  closure,  when  aortic  pressure  is  decidedly  positive  (see 
Fig.  117). 

The  Keobanism  of  Ventrionlar  Bxpaasion. 

Independent  expansion  of  the  ventricle  might,  in  von  Prey's 
opinion,  be  brought  about  in  one  of  two  ways  : 

(1)  By  elastic  recoil  of  its  walls ; 

(2)  By  active  muscular  contraction  of  dilator  fibres. 

(1)  In  diastole  an  isolated  empty  heart  is  not  maintained  in  any 
definite  shape  by  its  intrinsic  elasticity — or  rather  by  the  elastic 
tissue  it  contains.  It  is  flaccid,  and  assumes  various  shapes 
according  to  the  amount  of  support  it  gets  from  below  and  from 
:bhe  sides.  Even  its  orifices,  which  are  more  fibrous  than  other 
parts,  readily  imdergo  deformation.  In  systole,  on  the  contrary, 
the  shape  and  the  relative  position  of  the  orifices  can  be  strictly 
defined.     They  have  been  well  depicted  by  Hesse.* 

From  this  definite  systolic  shape,  a  spontaneous  recoil  is  quite 
conceivable,  and  it  may  be  observed  that  the  elastic  recoil  of 
surrounding  structures  may  add  its  effect  to  those  of  the  ven- 
tricular recoil. 

(2)  The  other  possibility,  although  conceivable,  still  lacks  the 


«  His  and  Braune'd  Archiv.,  1880,  p.  328. 


Digitized  by 


Google 


ON   VENTRICULAR  PRESSURE.  291 

support  of  anatomical  demonstration.  We  should  have  to  assume 
dilating  fibres  possessing  not  only  a  different  direction,  but  also 
a  different  time  of  contraction  from  those  special  to  the  constricting 
fibres. 

It  has  been  alleged,  on  the  assumption  that  the  coronary 
circulation  was  interrupted  during  systole,  that  the  injection  of 
the  coronary  arteries  might  assist  in  expanding  the  heart-wall. 
This  assumption  is  opposed  to  physiological  facts  ascertained  in 
connection  with  the  circulation  within  skeletal  muscles.  A 
mechanism  of  this  sort  would  entail  serious  danger  to  the  nutrition 
of  the  heart  during  rapid  action. 

The  theory  of  active  muscular  dilatation  has  had  the  support  of 
Magendie,  Spring,  Luciani.* 

Von  Frey  observes  in  this  connection  that  the  activity  of  the 
cardiac  fibres  does  not  begin  simultaneously  at  all  parts,  but  in  a 
peristaltic  wave  starting  usually  at  the  base.  Similarly  many 
observations  justify  the  view  that  all  fibres  do  not  cease  their 
contraction  at  the  same  moment. 

In  commenting  upon  the  observations  made  by  Gaulet  and  by 
Mink,  I  of  a  dilatation  of  the  extreme  base  of  the  ventricle  by  the 
distension  of  the  sinuses  of  Valsalva,  von  Frey§  remarks  that  the 
aorta  when  empty  is  narrowed  by  the  contraction  of  the  muscular 
fibres  which  surround  it,  and  does  not  acquire  its  full  expansion 
until  this  contraction  is  at  an  end. 


•  RoUett,  Hermann's  Handbuch  IV.,  i.  p.  180,  1872. 
t  Gaule,  "Corresp.  Blatt  fiir  Schweiz.  Aerzte,**  xvi.  1886. 
X  Mink,  "  Central  Blatt  fur  Physiol.,"  iv.  1890,  No.  21. 
§  Loc,  cit.,  p.  94. 
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PART  V. 

FURTHER  TACTILE    STUDIES. 

Some  of  the  deductions  with  which  this  part  is 
concerned  must  have  ab-eady  been  drawn  by  the 
reader.  In  some  instances  the  evidence  afforded  by 
tactile  exploration  as  to  the  intra-arterial  events  is 
direct  and  demonstrative.  In  others  it  has  simply  the 
value  of  suggestion  and  sometimes  of  inference. 

We  propose  to  review  seriatim  the  data  obtained 
by  our  analysis  of  the  tactile  pulse-sensations,  and  to 
gather  materials  for  a  critical  comparison  between 
the  tactile  and  the  graphic  instrumental  results. 

The  subjects  which  will  more  specially  engage  our 
attention  are : 

I  The  Ictus  or  Pulse-beat,  and  its  modifications ; 
II  The  Anastomotic  wave  ; 

III  The  Pulse  thrill ; 

IV  The  Dicrotic  wave ; 

V  The    modifications   induced    in    the    pulse  by 
Posture. 
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CHAPTER  L 

GENERAL    NOTIONS    CONCERNING     THE 

NATURAL  OR  SPONTANEOUS  ICTUS 

AND  THE  MODIFIED  OR 

ARTIFICIAL  ICTUS. 

The  Natural  or  Spontaneous  lotus. 

When  the  finger  is  applied  to  any  accessible  artery, 
as  in  Experiment  A,  Fig.  26,  so  lightly  that  no 
appreciable  pressure  on  the  artery  or  alteration  in  its 
shape  is  effected,  any  ictus  then  felt  must  be  a  spon- 
taneous intra-arterial  event.  This  is  amply  proved 
by  the  fact  that,  without  applying  the  finger,  the 
ictus  may  be  seen  in  any  artery  which  chances  to  be 
sufficiently  superficial. 

In  arteries  of  this  kind  it  may  be  seen  or  felt  any- 
where and  everywhere :  it  is  ubiquitous. 

This  is  another  strong  argument  in  favour  of  its 
spontaneous  origin,  and  against  any  suspicion  that  it 
might  be  due  to  some  purely  local  circumstance  such 
as  the  pressure  of  bones  or  of  tendons,  fixation  by 
adhesions,  or  by  arterial  divisions,  or  intra-arterial 
resistances  at  the  sharp  curves  of  the  vessel,  etc. 

The  natural  ictus,  perceived  at  a  mere  point  of  con- 
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tact,  is  identified  by  the  finger  as  a  terminal  sensa- 
tion, as  a  stroke  in  the  direction  of  its  long  axis. 
This  limitation  is  misleading,  and  is  due  mainly  to  the 
small  size  of  the  palpating  surface.     Far  from  being 


FlO.  119. 


The  continnoiis,  wave-like  progression  of  the  ictus,  recog- 
nised by  a  finger  shifted  gradually  from  D  to  0. 


confined  to  one  point,  the  process  extends  along  the 

whole  artery  as  a  long,  sometimes  visibly  pulsating 

tract.     If  the  finger  be  shifted  a  minute  distance  up- 

( wards  or  downwards,  the  ictus  will  still  be  felt,  and 

I  in  this  way  it  may  be  followed  up  the  arm.     In  a 

I  word,  it  is  continuous,  and  partakes  of  the  nature  of 

\  a  wave.     This,  however,  is  all  we  can  learn  by  the 

touch,  any  pressure  such  as  is  requisite  for  successful 

palpation  causing  changes  to  occur,  or  to  be  suspected. 

The  Iotas  and  tbe  Pii]se*-WaTe. 

It  is  enough  to  remind  the  reader  of  the  elementary 
description  of  the  pulse-wave  on  p.  102,  to  save  any 
confusion  between  the  ictus  and  the  onset  of  the 
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^wave.  The  ictus  does  not  occur  at  the  beginning  of  i 
the  pulse,  as  a  careless  palpation  might  suggest,  but 
after  a  short  delay.  It  is  the  acme  of  the  tactile 
^vave.  Whether  it  also  exactly  corresponds  with 
the  acme  of  the  sphygmographic  tracing  cannot  be 
definitely  stated  ;  most  probably  it  does. 


The  ArUfloial  lotos. 

The  natural  ictus  is  superseded,  and  an  artificial 
ictus  is  set  up,  as  soon  as  definite  pressure  is  made 
on  the  artery  as  in  experiments  B,  C,  and  D.  By  j 
this  the  character  of  the  ictus  and  its  position  with 
regard  to  the  finger  are  changed  ;  the  modifications 
being  very  different  according  to  the  degree  of 
pressure  used.  Owing  to  these  essential  differences 
between  the  results,  the  general  features  only  are 
capable  of  being  compared. 

The  artificial  ictus  has  no  independent  existence 
apart  from  the  pressure  which  causes  it ;  yet  it  exists  ' 
potentially,  and  can  be  elicited,  wherever  there  is  a 
natural  ictus.    Wheresoever  it  is  called  forth  it  takes  j 
the  place  of  the  natural  ictus,  but  it  remains  limited  j 
to  the  site  of  the  application  of  the  finger. 

The  Three  Varieties  of  tbe  Artificial  Zctus. 

The  tactile  results  of  varying  systematically  the 
pressure  of  the  finger  have  been  described  in  Part  III. 
(p.  123).  It  will  be  convenient  to  identify  each  of 
these  modifications  with  the  localisation  of  the  sensa- 


Digitized  by 


Google 


296 


NATURAL  AND   MODIFIED   ICTUS. 


tion  experienced  by  the  finger ;  and  to  distinguish 
under  the  following  names  : 

Distal  ictus, 
Intermediate  ictus, 
Proximal  ictus, 

the  special  results  of  pressure  ii,  pressure  iii,   and 
pressure  iv. 

The  General  Aesemblaaoe  between  tbe  Hatnral  and^ 
the  Zntermediate  Zotus. 

Of  these  three  varieties  the  least  unlike  the  natural 
ictus  is  the  intermediate.  The  sensation  in  both 
cases  has  its  seat  at  the  extremity  of  the  finger ;  and. 


The  natural  ictus  (pressure  i). 


The  intermediate  ictus 
(pressure  iii). 


if  the  pressure  of  light  contact  be  increased  suflS- 
ciently  quickly,  the  terminal  sensation  will  not  suffer 
any  displacement,  but  simply  extend  its  area  to  the 
entire  width  of  the  pulp.  This  identity  in  localisa- 
tion is  an  argument  in  favour  of  a  common  origin. 
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With  the  proximal  and  with  the  distal  varieties, 
the  natural  ictus  has  much  less  outward  resemblance. 
Since,  however,  they  are  so  closely  connected  with  the 
intermediate  ictus,  as  to  be  gradually  developed  from 
the  latter  by  respectively  increasing  or  decreasing  the 
pressure,  their  relationship  to  the  natural  ictus  is  a 
close  one  also ;  and  we  are  led  to  r^ard  the  sponta- 
neous and  the  artificial  forms  as  possessing  the  same 
derivation. 


The  Inquiry  as  to  the  Nature  of  the  lotus. 

Unable  to  palpate  satisfactorily  the  natural  ictus, 
we  shall  find  our  easiest  way  t(5  a  knowledge  of  its 
nature  in  a  study  of  the  three  kinds  of  artificial 
ictus,  the  conditions  of  which  we  are  able  to  modify 
at  will : — beginning  with  the  Distal  Ictus. 
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CHAPTER  II. 
THE  DISTAL  ICTUS. 

The  distal  ictus  is  produced  when  the  lightest 
pressure  of  the  iinger  is  increased  to  the  second 
d^ree  of  pressure.  The  anastomotic  pulse  from  the 
hand  also  strikes  the  finger  on  its  distal  side.  We 
may  with  advantage  avail  ourselves  of  this  similarity 
in  the  present  study. 

Experiment  xxxv. 

When  in  any  subject  we  test  for  the  anastomotic 
wave,  the  force  used  to  obliterate  the  artery  is  such 
as  to  obviate  any  possibility  of  the  transmission  of  a 

Fig.  122. 


The  anastomotic  wave  striking  the  finger  distally  (pressure  ▼). 

direct  wave.      The  anastomotic  wave  at  the  wrist, 
without  any  doubt,  is  genuinely  retrograde. 

Let  us  now  feel  the  distal  ictus  in  another  subject 
previously  tested  and  foimd  free  from  any  anasto- 
motic wave  at  the  wrist. 
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The  ictus  resembles  so  closely  the  anastomotic 
beat  felt  in  the  first,  as  to  force  upon  us  the  con- 
clusion that,  likewise,  it  strikes  backwards.  If  such 
be  really  its  direction,  since  the  pulse-wave  is  not 
transmitted  round  the   palmar  arch  in  the  subject 


Fig. 


The  direct  wave  reboanding  to  the  distal  side  of  the  finger 
— in  a  subject  free  from  anastomotic  pulsation  (pressure  ii). 

under  examination,  the  beat  must  be  due  to  a  rebound  I 
of  the  direct  wave,  after  it  has  passed  under  the  finger  | 

onward  to  the  hand. 

Fig.  124. 

cr 


/>/* applied  with  pressure  iv,  Cf  with  pressure  ii ;  two  forms 
of  ictus  felt. 

The  best  proof  of  the  reflux  nature  of  this  ictus 
would  be  that  which  would  also  demonstrate  the 
source  of  the  rebound.     If  a  finger  Df  be  placed  on 
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the  arteiy  at  a  more  peripheral  point  (the  minimum 
pressure  being  used  which  shall  suflBce  to  elicit  the 
proximal  beat),  it  will  be  possible  to  combine  a  feeling 
of  the  distal  ictus  at  Cf^  and  of  the  proximal  ictus 
atZ)/ 

If  now   the  finger  Cf  be  lifted,    no  perceptible 
change  will  occur  at  Df^  except  a  slight  alteration  in 


Fig.  125. 


CI 


The  proximal  ictus  at  Df  not  disturbed  by  raising  Cf. 

the  strength  of  the  proximal  ictus  ;  and  from  this 
we  may  conclude  that  the  wave  producing  the  ictus 
must  be  travelling  with  the  direct  wave  and  must  be 
identical  with  it. 

On  the  other  hand,  if,  whilst  C/*  is  in  light  contact 
with  the  pulse  as  before,  Df  be  applied  with  full 
pressure,  the  same  kind  of  distal  ictus  will  continue 
to  be  felt  at  C/,  only  with  much  more  strength  than 
before.* 

Concerning  the  kind  of  effect  produced  on  the  sys- 
tolic wave  by  thus  obliterating  the  artery,  there  can 
be  no  question.     A  rebound  must  take  place  against 


*  Cf,  Expansile  Reaction  of  Oliver. 
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the  obstacle ;  and  it  is  this  rebound  which  must  be 
felt  by  Cy  on  its  distal  side. 

Since  the  tangible  effect  of  interposing  the  obstacle 
ly  is  merely  to  increase,  and  the  effect  of  removing  it 


Fig.  126. 


et 


The  distal  ictus  at  QT  intensified  by  using  Z^as  block.    Its 
mode  of  production  bj  rebound. 

is  merely  to  diminish  the  strength  of  the  distal  ictus 
at  Cf,  it  may  be  taken  as  proved  that  the  distal 
ictus,  also  in  the  absence  of  any  obliteration  at  Dfy  is 
a  rebound  produced  in  the  same  way  as  when  the 
pressure  Df  is  made.  "  Back-stroke  "  is  therefore  a 
term  applicable  to  it  in  perfect  strictness. 

The  site  of  the  reflection  may  be  at  any  part  of  the 
interval  between  the  finger  and  the  peripheral 
venules.  Most  probably,  as  argued  by  von  Frey  and 
others,  the  rebound  occurs  at  the  entrance  of  the 
capillary  district. 


Tbe  Xeohaaism  of  the  Bistal  ZotUB. 

The  mode  of  production  of  the  distal  ictus  or  back- 
stroke must  now  be  tolerably  obvious.  On  its  pass- 
age up  the  arm,  the  reflected  wave  strikes  against  the 
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distal  side  of  the  finger  ( in  this  case  Cf\  which  feels 
the  blow.  Had  Cf  been  placed  at  any  other  spot 
over  the  radial  artery,  the  same  wave  would  have 
struck  it. 

Fig.  127. 

ct 


The  direct  wave,  intercepted  by  2>/,  becomes  a  reflected 
wave,  and  strikes  the  distal  side  of  Cf. 

Two  conditions  are  necessary  on  the  part  of  the 
finger  Cf: 
\       (1)  That   it  should    project  sufficiently  into    the 
lumen  of  the  artery  to  fairly  catch  the  rebound ; 

(2)  That  it  should  not  project  so  deeply  into  it,  as 
to  prevent  or  greatly  impede  the  passage  of  the  direct 
wave. 

Pressure  ii  (p.  97)  is  exactly  of  a  kind  to  secure 
these  conditions. 

The  reason  is  now  apparent  for  the  preference  given 
to  the  term  "  anastomotic "  over  that  of  "  reflux 
wave."  A  backward  wave  occurring  much  more 
often  as  a  result  of  rebound,  than  by  way  of  anas- 
tomosis, it  was  thought  necessary  to  avoid  any 
verbal  confusion  in  connection  with  these  two  retro- 
grade waves. 
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Fig.  128 


Cf,  applied  with  preasuie  ii,  allows  the  direct  wave  suffici- 
ently free  passage  to  secure  recoil  at  the  periphery,  (or,  as 
here  shown,  against  Df\  and  a  distal  iotas. 


Gonflrmatorj  Froofii  of  tlie  Xeboiind. 

Confirmatory  proofs  of  the  direction  of  the  distal 
ictus  are  supplied  by  a  study  of  the  anastomotic  wave 
itself ;  this  more  complicated  inquiry  we  must  for  the 
present  defer  (see  p.  333).  The  most  conclusive  of  all 
proofs  is  that  to  be  obtained  from  a  determination  of 
the  relative  time  of  the  ictus  ;  but  we  shall  postpone 
the  discussion  of  the  time-proofe  until  we  have  dealt 
with  the  general  features  of  the  proximal  ictus. 
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CHAPTER  III. 

THE  PROXIMAL  ICTUS. 

The  proximal  ictus,  which  strikes  the  central  side 
of  the  finger,  is  obtained  with  pressures  iv  and  v 
(seep.  98),  the  localisation  remaining  the  same  under 
both  degrees  of  pressure — that  is,  when  obliteration 
of  the  artery  by  the  finger  C^is  partial  only,  as  welJ 


Fig.  129. 


Fig.  130. 


The  proximal  ictns  with 
pressure  iv.  (The  finger 
should  have  been  shown 
sunk  rather  more  deeply  in 
the  artery.) 


The  proximal  ictus  with 
pressure  v. 


as  when  complete.  It  would  be  rash  to  assert  that, 
with  the  lighter  of  these  two  pressures,  no  part  of 
the  direct  systolic-wave  can  find  its  way  under  the 
finger  to  the  hand.      The  description  of  the  tactile 
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sensations  given  on  p,  120  implied  that  the  wave  is 
stopped  by  pressure  iv,  and  so  far  as  the  finger  can 
judge  it  generally  is.  We  shall  confine  ourselves  to 
a  consideration  of  the  case  of  absolute  obliteration  as 
being  the  simpler  one. 

Tlie  Fbase  of  tlie  False- Wave  Gorrespondlnfir  to  tlie 
Proximal  Zotas. 

The  mechanism  of  the  proximal  ictus  is  not  as 
simple  as  it  might  appear  at  first  sight.  We  might 
be  tempted  to  regard  the  stroke  as  marking  the 
arrival  of  the  systolic  heart- wave.  The  latter  is  a 
distinct  event,  which  can  be  perceived  by  the  finger 
in  favourable  subjects,  but  which  does  not  possess  the 
importance  of  an  ictus.  At  the  periphery  the  onset 
of  the  systolic  wave  is  a  stage  of  rapidly  growing, 
but  at  first  of  slight  pressure  only ;  and,  so  long  as 

FlO.  131. 


Diagram  of  the  ictus  (intemipted  arrow)  following  the 
onset  and  growth  of  the  systolic-wave  (finer  arrow). 

the  increase  of  pressure  is  smooth  and  steady,  it  is 

di£&cult  to  see  why  an  ictus  should  arise.     We  look 

for  some  interfering  influence  proportionately  abrupt. 

According  to  the  old  view  which  admitted  a  "  per- 
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<5Ussion-wave,"  or  according  to  the  view  of  Roy  and 
Adami,  who  describe  a  "  papillary-wave,"  the  abrupt 
event  is  connected  with  the  systolic  heart- wave  itself 
—and,  we  may  infer,  with  some  mechanical  peculiarity 
of  the  heart's  action  ;  for  normally  waves  rise  with  a 
smooth  ascent  to  their  acme.  A  discussion  of  these 
important  theories  cannot  be  attempted  at  this  stage. 


Tlie  Aebonnd-WaTO  ia  Aelatlon  to  the 
Proximal  Zotaa. 

Meanwhile,  without  going  beyond  the  wave-theory, 
it  is  possible  to  apply  to  the  explanation  of  the 
proximal  ictus  the  same  reasoning  as  that  which  was 
used  for  the  distal  The  back-stroke  from  the  hand 
could  not,  in  this  instance,  ascend  the  radial  artery, 
which  is  obstructed ;  but  it  might  be  conveyed  by 
the  ulnar  artery  to  the  point  of  bifurcation  of  the 
brachial.  The  hand  would  not  be  the  only  district 
contributing  a  rebound ;  the  arteries  of  the  arm  might 
furnish  their  share. 

From  all  these  sources  the  back-stroke  would 
travel  not  only  in  an  ascending,  but  in  a  downward 
and  centrifugal  direction  also,  belying  its  name. 

In  the  radial  artery  it  would  be  a  descending 
wave,  adding  itself  to  the  direct  systolic  wave,  and 
reinforcing  the  volume  and  the  pressure  of  the  latter. 

The  impact  of  this  compound  wave  against  the 
finger  would  inevitably  produce  a  shock — where  the 
thin  end  of  the  systolic  wave  had  produced  none^ 

At  the  same  time  the  descending  rebound  would 
encounter  the  ascending  rebound  due  to  the  impact 
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of  the  early  portion  of  the  direct  wave  against  the 
obliterating  finger.  This  collision  between  opposed 
reflux  waves  might  in  itself  be  competent  to  occasion 
the  ictus. 

FlO.  182. 


The  descending  rebound  (arrow  with  three  dots),  derived  from 
districts  higher  up  in  the  arm ;  and  the  oBoending  rehotmd 
(arrow  with  two  dots),  oooasioned  by  the  block.  The  systolic 
wave  is  not  shown.  The  artery  is  distended  by  the  added 
pressures  of  the  wave  and  of  the  rebounds. 


Gonoliuiloiuk 

The  following  conclusions  appear  to  be  warrant* 
able : 

(1)  The  proximal  ictus  is  not  due  to  the  shock  of    7, 
the  onset  of  the  systolic  heart- wave.  ^ 

(2)  As  a  prehminary  sensation  preceding  the  ictus 
we  should  expect  the  finger  to  perceive  first  the  onset 
and  then  the  gradual  rise  of  the  systolic  wave. 

(3)  The  ictus  may  be  due  to  the  sudden  expansion 
of  the  systolic  wave  by  the  accession  of  the  descend- 
ing wave  of  the  rebound. 

(4)  It  may  also  be  due  to  the  conflict  or  conjunction 
of  the  descending  wave  of  rebound  with  the  rebound 
from  the  finger  compressing  the  artery,  or  ascending 
reboimd-wave. 
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(5)  The  size  of  the  ictus,  that  is — of  the  artery  at 
that  moment — ^would  be  considerable,  since  three 
waves  (all  three  of  positive  pressure)  would  be  con- 
tained within  the  vessel,  viz. : 

(a)  The  direct  systolic  heart-wave,  (6)  its  ascend- 
ing rebound- wave,  and  (c)  its  descending  or  collateral 
rebound-wave,  arising  in  the  ulnar  artery  and  in  other 
arteries  of  the  arm. 


FlO.  188. 


eh 


Diagram  of  the  three  waves  of  positive  pressure  in  their 
relation  to  the  ictus :  (a)  the  sjstolic-wave,  (()  its  rebound 
from  the  hand,  (c)  its  rebound  from  the  arm  above. 

N.B. — ^The  arrows  represent  the  relative  time  of  the  events, 
reckoned  from  A. 

(6)  Owing  to  this  composite  character,  and  to  the 
slight  want  of  synchronism  of  the  various  rebounds,, 
the  proximal  ictus  would  be  slightly  less  abrupt,  and 
its  duration  slightly  increased. 

The  conspicuous  size  of  the  pulsation  observed  a 
little  above  the  seat  of  obliteration  has  already  been 
dwelt  upon  (see  pp.  158).  It  has  also  attracted  the 
notice  of  other  observers,  in  particular  of  Marey  and 
of  Dr.  G.  Oliver. 
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CHAPTER  IV. 

THE  RELATIONS  IN  TIME  OF  THE  PROXI- 
MAL  AND  OF  THE  DISTAL  ICTUS. 

Beforb  proceediDg  to  a  study  of  the  Intermediate 
Ictus  let  us  apply  to  the  explanations  which  have 
been  suggested  for  the  two  other  varietieBy  the  rigid 
test  of  time. 

The  direction  of  waves  within  tubes  has  been 
i^hown  by  von  Kries  (c/.  p.  203)  to  be  capable  of 
determination,  by  a  most  ingenious  method — ^at  any 
one  spot  in  their  course.  But,  where  a  wave  is 
capable  of  being  felt  and  traced,  a  much  simpler 
method  is  to  time  its  passage  at  any  two  accessible 
spots.  This  can  be  done  in  the  arm  in  the  case  of 
the  wave-like  process  which  constitutes  the  ictua 

The  Direction  of  the  Wave  of  Distal  Iotas 
Determined  by  its  Time-Relations. 

Had  the  distal  ictus,  the  continuity  of  which  can 
easily  be  traced  by  shifting  the  finger  by  minute 
steps  from  the  wrist  towards  the  elbow,  been  a 
modification  of  the  systolic  or  direct  wave  in  its 
downward  course  ^ong  the  arm,  the  distal  ictus  at 
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the  wrist  would  have  been  a  later  event  than  the 
distal  ictus  at  the  elbow.  This  is  not  the  case:  on 
the  contrary,  as  proved  by  Experiment  (see  p.  323), 


FIG.  184. 


The  distal  iotns  traced  up  the  arm  by  gradnallj  shifting  the 
finger.    The  long  arrow  with  dots  represents  the  wttve  of  tfttf 


I  it  is  distinctly  later  at  the  elbow  than  at  the  wrist 
We  must  therefore  regard  it  is  an  ascending,  and 
obviously  as  a  rebound- wave. 


Tlie  Metbods  for  Tlmliiir  tbe  Waves, 

>!  In  aU  these  comparative  time  determinations, 
thanks  to  the  almost  perfect  synchronism*  of  the 
pulse  events  in  the  two  arms  (which  in  each  subject 
needs  to  be  carefully  ascertained  beforehand),  the 
wave-transit  may  be  conveniently  compared  in  the 
two  limbs.  This  is  a  more  accurate  process,  especiaUy 
when  the  fingers  applied  at  different  heights  have  to 


*  For  all  ordinary  pnrposee  the  two  radial  pulses,  at  identical  levels,  are 
iynohronons ;  although,  with  due  care,  the  right  wave  will  be  felt  sligfatlj 
earlier,  owing  to  its  shorter  route  frodi  the  heart. 
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l>e  alternately  lifted  in  order  to  alternate  the  events, 
t^lian  to  time  one  of  them  by  the  foot,  trusting  to 
tlie  accuracy  of  the  rhythm  of  the  foot-beat,  and 
fiilso  to  the  constancy  of  the  cardiac  rhythm  during 
the  interval. 

Another  time-proof  of  the  reflux  character  of  the 
distal  ictus  is  obtained  by  the  one-arm  method. 

Experiment  xxxvi. 

The  delay  of  the  distal  ictus^  pointing  to  its  nature 
as  a  rebound,  may  be  readily  demonstrated  by  stop* 
ping  the  wave  just  above  the  wrist  by  the  distal  finger 
Df.  This  finger  will  then  receive  the  impact  of  the 
direct   wave.     Meanwhile  the  central  finger,  Cfy  is 


Fig.  136. 


or 


Mechanism  of  the  distal  ictus  at  Of,  2>/beiog  nsed  as  block. 
The  sensation  at  Cf  is  later  than  at  Df,  (Of  is  here  repre- 
sented pressing  too  deeply  into  the  artery). 

lightly  applied,  so  as  to  feel  the  distal  ictus.  Instead 
of  occurring  before  the  event  at  Dfj  the  ictus  is  per- 
ceptibly later.  Thus  the  direct  wave  first  travels 
down  tlie  artery  under  Cfy  as  far  as  Df,  where  it  is 
reflected,  and  back  again  to  Cf  which  receives  the 
stroke  on  its  distal  side. 


Digitized  by 


Google 


312 


THE  TIME  OF  ICTUS. 


The  same  experiment  may  be  carried  oufc  with  the 
anastomotic  pulse.  A  similar  delaj  occurs  in  the 
wave :  this  is  found  to  be  due  to  a  rebound  of  the 
anastomotic  wave. 

Fig.  136. 
Df 


Same  mechanism  as  in  the  preceding  case,  reyened  in  con- 
nection with  the  anastomotic  wave. 


The  Relative  Delajr  of  the  Proximal  Zotas  as 
Compared  with  the  Distal  Zctiui. 

If  our  estimate  of  the  mechanism  of  the  distal 
ictus  be  correct,  then,  precisely  on  the  same  principle, 
the  proximal  ictus,  even  at  the  wrist,  should  be  later 
than  the  distal  ictus. 

Experiment  xxxvii. 

The  experiment  cannot  be  tried  with  one  finger ; 
and,  if  only  one  arm  be  used,  the  only  way  would  be 
to  ascertain  the  rhythm  of  the  distal  ictus  and  keep 
up  the  rhythm  with  the  foot ;  and  to  compare  with 
the  latter  the  actual  rhythm  of  the  proximal  ictus. 

A  simpler  and  more  reliable  method  is  to  compare 
the  two  beats  simultaneously  at  identical  levels  in 
the  two  arms  of  any  subject. 

The  same  experiment  can  be  carried  out  by  the 
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observer  in  his  own  case,  by  placing  the  hands  palm 
to  palm,  so  that  the  fingers  of  each  hand  extend  up 
the   opposite  arm. 


The  proximal  iotas  (ob- 
tained in  one  arm,  with  pres- 
sure v),  slightly  later  than 
the  distal. 


The  distal  iotas  (obtained 
at  the  same  level  in  the 
other  arm,  with  pressure  ii), 
slightly  earlier  than  the 
prozimaL 


In  this  way  it  will  be  ascertained  that  the  distal 
ictus  occurs  fractionally  earlier  than  the  proximal. 

This  result  is  entirely  consistent  with  theory. 
The  proximal  ictus  (which  must  be  carefully  distin- 
guished from  the  earlier  impact  of  the  systolic  heart- 
wave)  is  reflected  from  almost  the  same  peripheral 
region  as  the  distal  ictus.  Whilst  however  the  latter 
rebound  follows  a  straight  upward  course,  the  former, 
owing  to  the  block  in  the  radial  artery,  must  travel 
up  the  ulnar  artery  *  to  its  origin,  before  it  can  be 
conducted  down  to  the  proximal  side  of  the  observer's 
finger. 

In  conclusion  we  may  regard  it  as  fairly  proved 
that  the  distal  ictus  is  a  rebound-wave,  and  that  the 
proximal  ictus  is  also  a  rebound- wave,  but  one  having 
a  centrifugal  course. 

*  Or  some  large  collateral  branch  of  the  radial. 
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CHAPTER  V, 
THE  INTERMEDIATE  ICTUS. 

Zts  Mode  of  Produotlon. 

As  the  name  indicates,  this  is  a  half-way  event 
between  two  more  prominent  ones ;  it  may  even  be 
regarded  as  a  combination  between  them.  By  a 
gradual  increase  of  pressure  ii,  the  distal  ictus  loses 

Fig.  189. 


The  black  arrow-head  represents  the  intermediate  Ictus 
setting  in,  when  pressure  ii  is  increased  to  pressure  iii. 

more  and  more  of  its  lateral  character,  and  advancmg 
under  the  pulp  of  the  finger,  becomes,  at  pressure  iii, 
the  intermediate  ictus.  In  the  same  way  a  further 
increase  of  pressure  causes  the  stroke  to  incline 
further  and  further  towards  the  proximal  border, 
tuitil  degree  iv  of  pressure  is  reached,  when,  rather 


Digitized  by 


Google 


THE   INTERMEDIATE  ICTUS. 


815 


more  suddenly,  the  ictus  escapes  from  imder  the  pulp 
to  the  side  of  the  finger.  The  transitional  character 
of  the  intermediate  ictus  and  its  double  connection 


Fig.  140. 


Onset  of  the  proximal  ictus  at  a  further  stage  of  pressure. 

with  the  neighbouring  events  are  thus  very  plainly 
marked.  Whether  this  ictus  be  felt  by  the  conjoined 
sides  of  two  fingers,  by  the  central  of  three  fingers. 

Fig.  141. 


Diagram  illastratisg  the  double  relation  of  the  intermediate 
ictus  with  the  other  two  forms  of  ictus. 

or  by  the  two  middle  fingers  of  a  group  of  four,  its 
mechanism  and  significance  are  the  same.  We^may 
regard  it  as  arising  from  the  combination,  we  might 
almost  say  the  conflict,  between  two  waves,  which 
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we  may  identify  as  the  ascending  or  centripetal 
rebound-wave  or  wave  of  the  distal  ictus,  and  the 
descending  or  centrifugal  rebound-wave,  from,  which 

FlO.  142. 


The  thia  arrow-head  represents  the  onset  of  the  systolic 
wave  before  the  moment  of  the  ictus.  The  mainly  axial 
direction  of  this  ictos  is  figured  by  the  groap  of  arrows 
beneath  the  finger-tip. 

the  proximal  ictus  is  derived.  It  is  understood  that 
these  two  waves  are  superadded  to  the  systohc 
heart- wave,  which  continues  to  flow;  but  that  the 
beginning  of  the  heart- wave  is  an  earlier  event,  not 
directly  concerned  in  the  production  of  the  ictus. 
The  mechanism  of  the  intermediate  ictus  obviously 
depends  upon  the  relations  subsisting  between  these 
two  waves  of  rebound,  and  upon  their  relations  to 
the  pressure  of  the  finger. 

The  Aftoendlny  and  the  Desoendiiiflr  Sehoond- Waves 
Compared  as  to  their  Time  and  Sise. 

On  page  313  it  is  set  forth  that  the  distal  ictus 
must  occur  fractionally  earlier  than  the  proximal. 
Had  the  interval  in  time  between  the  two  waves  in 
question  been  less  minute,  and  their  length  ex- 
ceedingly small,  it  might  have  been  doubted  whether 
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they  could  have  met  under  the  pulp  of  one  finger. 
Their  meeting  is  facilitated  by  the  results  of  the 
pressure  employed. 

Pressure  iii,  whilst  it  places  the  finger  Df  in  a 
favourable  position  for  intercepting  and  for  feeling 
any  rebound  ascending  from  the  hand,  so  far  reduces 
the  size,  and  delays  the  transit  of  the  systolic  wave,, 
that  its  distal  rebound  becomes  imperceptible,  and 
the  ictus  ceases  to  be  felt  distally.  The  main- wave 
and  the  reflux-wave  are  both  slowed  at  the  section  of 
the  artery  which  has  been  temporarily  narrowed^ 
whilst  their  pressure  is  locally  increased.  By  this 
slowing  in  both  transits,  the  ascending  rebound- 
.wave  loses  much  of  its  advance  on  the  descending 
rebound-wave.  The  latter,  it  will  be  realised,  has 
not  been  subject  to  these  modifying  influences  and 
preserves  its  original  time,  and  its  volume  un- 
diminished. 


The  nner  Detail  of  the  Intermediate  Iotas. 

Thus  the  two  waves  will  meet  under  the  finger ; 
but  we  may  expect  the  sensation  produced  by  them 
to  be  of  greater  duration  than  that  of  either  the 
distal  or  the  proximal  ictus,  both  of  which  are  more 
or  less  flash-like.  Observation  fully  confirms  this 
expectation.  If  capable  of  being  appreciated  by  the 
touch,  the  inequality  of  the  two  opposed  waves  and 
their  minute  difference  in  time  would  furnish  tangible 
evidence  of  the  composite  character  of  this  variety 
of  ictus  ^  but  it  should  not  be  forgotten  that  the 
transitional  character,  upon  which  we  have  insisted^ 
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is  in  itself  a  source  of  much  variety  in  the  sensations 
to  be  obtained  by  the  finger.  Moreover,  the  range 
of  pressure  which  has  been  included  under  the 
degree  iii  represents  gradations  capable  of  producing 
appreciable  modifications  in  the  feel  of  the  inter- 
mediate ictua 


The  Two  Component  Waves  and  their 
Time-Differenee. 

Perhaps  other  observers  may  be  as  fortunate  as  the 
writer  in  tracing  in  it  (under  the  fisbvouring  circum- 
stances of  a  slow  and  moderately  strong  pulse  and  of 
appropriate  finger-pressure)  the  two  opposed  waves. 
It  would  then  be  noticed  that  the  earliest  feeling  is 
experienced  under  the  distal  portion  of  the  pulp  of 
the  finger,  and  gives  the  impression  of  a  thin  wave. 

Fig.  143. 


Separate  peroeption  of  the  two  oonstituent  parts  of  the 
intermediate  ictoB. 

centripetal  in  direction.  This  wave  cannot  be  fol- 
lowed very  fex  under  the  pulp,  but  seems  to  stop 
abruptly  before  it  has  progressed  half-way.  Mean- 
while another  more  prominent  event  would  have 
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diverted  attention  to  itself — viz.,  the  coming  of  the 
more  voluminous  descending  rebound-wave.  This 
takes  a  pronounced  effect  on  the  finger,  which  seems 
to  be  lifted  by  it ;  and  it  may  readily  mask  the  distal 
factor  altogether. 

Indeed  if  the  attention  be  centred,  from  the  first, 
upon  the  proximal  wave,  the  distal  event  cannot  be 
perceived.  This  is  probably  the  most  striking  illus- 
tration of  the  efficacy  of  the  timing-method  suggested 
on  page  87. 

By  it  we  are  enabled  in  this  case  to  analyse  into 
two  periods  a  momentary  event  enacted  under  the 
mere  tip  of  one  finger.  We  know  the  distal  factor  to 
be  the  earlier  one  because,  if  we  concentrate  our 
attention  upon  it  first,  we  succeed  in  feeling  it, 
without  ceasing  to  feel  also  the  proximal  event.  So 
slight  however  is  this  'priority  that  it  can  only  be 
grasped  by  the  earliest  effort  of  attention;  in  the 
absence  of  which  the  more  prominent,  though  slightly 
later  sensation,  entirely  eclipses  the  weaker  one. 

Betuming  now  to  the  descending  rebound-wave, 
we  are  able  to  follow  its  diminishing  volume  as  far  as 
the  middle  of  the  surface  included  under  the  pulp,  or 
a  little  farther — and  there  it  abruptly  vanishes. 

Tlie  Site  and  the  Direction  of  the 
Intermediate  Zotns. 

The  impression  received  by  the  finger  is — as  the 
preceding  description  may  have  succeeded  in  explain- 
ing—that the  ictus  is  given  in  this  case  mainly  by  the 
descending  rebound-wave ;  and  that  its  site  is  mainly 
the  proximal  part  of  the  interval  under  palpation. 
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Since  the  proximal  factor  is  so  much  more  pro- 
minent than  the  distal,  and  since  its  descending 
character  is  thoroughly  appreciated  by  the  touch,  the 
intermediate  ictus  as  a  whole  conveys  the  sensation 
of  a  descending  or  centriiligal  beat. 

The  Thrill  sometimes  Perceived  in  the 
'  Zntermediate  Zetns. 

Thrill  is  another  detail  apt  to  be  noticed  in  some 
pulses,  apparently  as  a  result  of  some  definite  degree 
of  pressure.  It  is  inconstant  in  its  occurrence ;  and 
it  may  be  difficult  to  elicit  again,  even  in  a  subject 
which  had  previously  yielded  it.  We  must  defer  the 
discussion  of  this  phenomenon  till  later. 
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CHAPTER  VI. 

WHAT  IS  THE  ICTUS  ? 

The  way  is  now  cleared  for  a  discussion  of  the 
spontaneous  or  natural  ictus,  such  as  it  is  observed 
in  the  absence  of  any  tactile  interference,  as  a  visible 
event,  over  the  site  of  any  superficial  artery. 

The  Visible  r eatiires  of  the  lotus  i 
Its  Retrograde  Karoh. 

When  our  inspection  is  limited  to  a  single  pulsating 
spot  in  any  artery,  the  eye  tells  us  nothing  more  than 
the  sphygmograph  has  succeeded  in  teaching  us.  The 
ictus  is  a  sudden  flash-like  commotion  of  the  artery. 
It  is  associated  with  a  distinct  rise,  except  in  situa- 
tions where  the  artery  is  tied  down,  as  in  the  dip  of 
arterial  curves :  in  these  situations  there  may  even 
be  a  recession  of  the  artery,  instead  of  a  rise.  The 
sphygmograph  also  registers  a  rise  ;  and  this  enables 
us  to  identify  the  visible  rise  as  due  to  increased 
arterial  pressure  occurring  at  that  moment ;  a  con- 
clusion which  agrees  with  the  sensation  perceived 
when  the  finger  is  even  very  lightly  appUed. 

When  however  an  opportunity  offers  of  watching  a 
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continuous  length  of  artery  (say,  two  or  three  inches), 
or  when,  by  a  judicious  disposition  of  the  limb,  dis- 
tant spots  such  as  the  wrist  and  the  bend  of  the 
elbow  are  brought  within  simultaneous  vision,  any 
keen  observer  may  notice  that  the  rise  of  the  ictus  is 
not  absolutely  synchronous  over  the  whole  distance, 
but  appears  to  progress  as  a  very  rapid  wave,  and  in 
a  centripetal  direction.  It  is  strange  that  this 
striking  appearance  should  not  have  been  observed, 
or,  if  ever  observed  and  described,  should  not  have 
been  utilised  by  physiologists, 

Oonlar  Demonstration  of  the  Retrograde 
Karoh  of  the  lotus. 

In  presence  of  the  hard  fact  of  the  direct  course 
followed  by  the  pulse-wave  from  heart  to  periphery, 
a  backward  course  of  the  pulse-beat  was  so  im- 
probable that  it  was  deemed  necessary  to  test  the 
correctness  of  this  visual  impression  by  some  more 
tangible  method. 

A  very  suitable  subject  for  experiment  came  under 
my  care.  Patient  B. ,  aet.  59,  recovering  from  broncho- 
pneumonia, presented  an  arterial  abnormality  in  both 
arms,  the  ulnar  artery  being  to  a  large  extent  super- 
ficial, and  extending  subcutaneously  from  the  brachial 
as  far  as  the  wrist.  He  had  frequently  noticed  and 
pointed  out  to  fellow-workmen  the  unusual  beating 
in  his  arms,  which  were  very  muscular. 

Experiment  xxxviii. 

The  following  method  was  adopted  for  testing  the 
time  of  the  ictus  at  different  sections  of  the  abnormal 
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vessel  in  the  right  arm.     Small  discs  of  cork  intended 
for  application  over  the  course  of  the  arteiy  were 


I 

t 


■as 

I- 
II 

I? 


each  provided  with  a  long  thin  wire,  terminating  at 
the  upper  end  in  a  tuft  of  cotton  wool ;  the  tufts 
were  allowed  to  project,  through  the  slit  S,  ahove  the 
horizontal  piece  of  cardboard  supported  over  the 
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whole  length  of  the  arm.  The  disc  B  was  fixed  witii 
a  strip  of  plaister  over  the  termination  of  the  brachial 
artery,  the  disc  U — over  the  first  part  of  the  ab- 
normal artery,  and  the  disc  U — over  its  termination 
at  the  wrist. 

The  slight  weight  of  the  pieces  of  wire  and  their 
mode  of  fixation,  were  such  as  to  make  their  pressure 
resemble  the  lightest  form  of  pressure  from  the  finger. 

On  watching  the  movements  imparted  by  the  ictus 
to  the  tufts  of  cotton,  that  belonging  to  the  wire  U 
(which  moved  more  extensively  than  the  other  two) 
was  noticed  unmistakably  earlier  in  its  shake,  by  a 
trifle,  than  B  ;  and  U'  appeared  to  move,  with  each 
beat,  slightly  earlier  than  U. 

When  all  three  tufts  were  in  visible  motion,  I 
desired  five  unprejudiced  observers,  nurses  and 
patients  of  different  ages,  to  teU  me  which  of  them 
moved  first:  their  invariable  answer,  given  inde- 
pendently of  each  other,  was  that  U'  was  the  first  to 
move. 

I  finally  took  my  own  observation  again,  looking 
straight  up  the  cardboard  from  the  wrist  end,  and  I 
was  convinced  as  before  that  U'  moved  before  U. 
The  experiment  left  no  doubt  in  my  mind  that  U 
moved  before  B,  and  U'  before  the  other  two  wires. 

Tactile  Demonstration  of  the  Retrograde 
Karch  of  the  lotus. 

The  result  of  this  experiment  was  in  reality  a 
confirmation  of  previous  tactile  observations  made  by 
myself  in  other  subjects.  Patient  B.  afforded  an 
excellent  opportunity  for  testing  their  accuracy  by 
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the  sensations  of  other  observers ;  and  on  a  subse- 
quent occasion,  the  tactile  time-determination  was 
undertaken  in  the  same  patient,  but  without  any 
instrumental  aid,, by  myself  and  my  clinical  clerks, 
Messrs.  Watson  and  Walker. 

Experiment  xxxix. 

The  method  employed  was  that  of  timing  the  beat 
of  the  wrist  with  the  foot,  and  comparing  its 
rhythm  with  that  of  the  ictus  felt  at  the  upper  end 
of  the  abnormal  artery.  All  three  observers  agreed 
in  finding  that  the  distal  ictus  at  the  wrist  preceded 
that  at  the  bend  of  the  elbow.  The  same  impres- 
sion was  also  obtained  by  looking  at  the  visible  beat 
in  these  two  situations. 

It  was  thiis  proved,  by  the  concurrent  testimony 
of  sight  and  of  touch,  that  the  ictus  follows,  in  the 
arm,*  an  ascending  or  centripetal  course ; — a  fact 
fraught  with  weighty  deductions  touching  the  most 
important  questions  in  sphygmology. 


The  Mechanism  of  the  Ictus. 

The  finger,  which  in  this  investigation  has  shown 
itself  superior  to  the  sphygmograph  as  an  instrument 
of  analysis,  has  enabled  us  to  distinguish  three  waves, 
in  addition  to  the  anastomotic  wave,  viz.  : 

(1)  The  Pulse- wave  or  Systolic  heart- wave ; 


*  It  is  hardly  neoessary  to  state  that  the  experiment  was  repeated  with 
identical  results  in  a  variety  of  subjects,  and  that  what  is  true  of  the  arm 
was  also  found  to  apply  to  the  lower  limb. 
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(2)  the  Descending  wave  of  rebound ; 

(3)  and  the  Ascending  wave  of  rebound  ; 

and  it  has  also  demonstrated  the  direction  of  each  of 
them. 

By  means  of  the  touch  we  have  also  verified  the 
sphygmographic  teaching  that  the  acme  of  pressure 
does  not  accompany  the  onset  of  the  heart- wave,  but 
is  due  to  a  superadded  wave. 

Lastly,  we  have  learned  from  the  finger  that  there 
is  yet  a  fourth  wave,  probably  of  a  composite  kind, 
the  wave  of  the  ictus;  and  that  this  wave  follows  a 
centripetal  course.  With  these  elements  in  hand 
our  task  is  easy. 

The  wave  of  the  ictus,  being  centripetal,  must  in- 
clude, and  must  be  for  the  greater  part  contributed 
by  the  only  centripetal  wave  mentioned  above,  viz., 
the  ascending  wave  of  rebound. 

In  a  general  way  it  may  he  stated  that  the  ictus 
is  produced  hy  the  ascending  wave  of  rebound. 
This  in  itself  is  a  great  point  gained.  Still,  important 
questions  remain,  an  answer  to  which  may  lie  beyond 
the  competence  of  touch  : 

(a)  Is  the  wave  of  the  ictus  strictly  identical  with 
the  ascending  rebound- wave  ? 

(6)  Which  phase  of  the  ascending  rebound-wave 
is  concerned  in  the  production  of  the  ictus  ? 

(c)  Is  the  ictus  the  product  of  the  ascending 
rebound-wave  and  of  the  systolic  heart- wave  alone ; 
or  is  the  conjunction  with  them  of  the  descending 
rebound- wave  an  indispensable  condition  ? 

On  these  questions  we  can  only  venture  to  offer 
comments  and  suggestions. 
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distinction  between  tbe  Wave  of  tbe  Ictus  and  tbe 
Aacendinr  Sebonnd-Wave. 

(a)  The  wave  of  the  ictus  may  be  regarded  as  a 
wave  of  maximum  pressure.  Although  occurring 
within  the  span  of  the  heart-wave  and  of  the 
ascending  rebound- wave,  it  coincides  only  with  a 
brief  section  of  each  of  them.  The  great  length  of 
the  heart-wave  is  well  known  to  us,  and  we  must 
admit  that  its  reflection  must  also  possess  almost 
identical  length.  The  wave  of  the  ictus  is  not  con- 
terminous with  either  of  these  waves,  and  in  that 
sense  not  identical  with  the  rebound-wave  in 
particular. 

In  the  second  place,  it  seems  to  be  obvious  (and 
this  point  is  very  well  brought  out  in  von  Frey's 
diagram,  Fig.  101,  p.  211)  that  the  onset  of  the 
rebound- wave,  and  therefore  also  its  acme,  must,  inl 
its  ascent  from  the  hand  to  the  shoulder,  encounter] 
very  difierent  phases  of  the  heart- wave ;  and  that  the 
maximum  pressure  will  be  obtained,  for  each  spot, 
from  the  combination  of  different  phases  of  the  two 
waves.  In  this  sense  again  "  wave  of  the  ictus  "  and 
*'  rebound-wave  "  are  not  identical  expressions. 

The  Position  of  the  Ictus  in  the  Rebound- Wave. 

.  (6)  The  phase  of  the  rebound-wave  concerned  in  ^ 
the  ictus  is  an  early  one,  even  in  those  more  central 
situations  last  to  be  visited  by  the  ictus.  This 
statement  is  based  upon  the  early  occurrence  of  the 
ictus  in  the  course  of  the  pulse- wave,  and  upon  the 
fact  that  the  highest  pressure  is  attained,  both  in 
the  heart-wave  and  in  the  rebound-wave,  at  a  com- 
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paratively  early  period.  Beyond  this  general  state- 
ment it  is  at  present  impossible  to  venture  any 
opinion. 

The  Oeseendinr  Jtebonnd-Wave  in  Coimectloa 
wltli  tbe  Xetfis. 

[      (c)  The  difference  in  time  between  the  ascending 

I  and  the  descending  reboimd-waves  has  already  (in 

connection  with  the  intermediate  ictus,  p.  316)  been 

shown  to  be  very  slight.     This  circumstance  tends 

to  support  the    view  that  the  two  rebounds  are 

I  associated  in  the  production  of  the  ictus.     Another 

j  argument  to  the  same  effect  might  be  derived  from 

\  the  feet  that,  at  any  one  spot,  the  two  rebounds 

'  would  reach  their  maximum  almost  simultaneously, 

— and  that  their  conjunction  would   therefore   be 

most  likely  to  bring  about  a  shock  such   as  the 

ictus  with  which  we  are  familiar. 

It  cannot  be  gainsaid  that  the  heart-wave  aod 
the  ascending  rebound- wave  appear  to  be  capable  of 
fiimishing  the  ictus  without  additional  help.  We 
should  then  expect  to  trace  the  appearance  of  the 
descending  rebound-wave,  as  a  separate  event,  in  the 
close  neighbourhood  of  the  ictus.  This  possibility 
should  be  remembered  in  studying  the  normal 
sphygmogram. 

The  anastomotic  wave,  where  it  occurs,  also  pos- 
sesses an  intimate  connection  with  the  ictus.    We 
have  purposely   refiuined  from  any  allusion  to  it, 
;  reserving  this  matter  for  separate  consideration. 
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Summary  of  Observations  Concerning  the 
Ictus;  and  Concluding  Remarks. 

Tbe  Meobanism  of  lotus. 

What,  then,  is  the  ictus  ?  We  may  regard  it  as 
a  sharp  and  fugitive  pressure  raised  by  two  positive 
waves,  meeting  from  opposite  quarters  in  the  body 
of  the  long  systolic-wave.  We  have  seen  that,  in 
its  onward  course,  the  systolic-wave  glides  easily 
under  a  partial  obstruction  such  as  that  of  pressure 
ii ;  not  so  its  rebound,  the  sudden  shock  of  which, 
striking  the  peripheral  side  of  the  finger,  has  been 
termed  the  distal  ictus.  One  of  the  two  opposing 
waves  is  therefore  the  rebound  of  the  systolic- wave 
from  the  hand.  What  is  the  other  ? — the  systolic- 
wave  itself?  Doubtless  this  contributes  greatly  to 
the  strength  of  the  ictus  :  but  there  are  reasons  (see 
anastomotic  pulse,  p.  349)  to  suspect  that  the  systolic- 
wave  is  reinforced  by  another  wave  of  rebound 
descending  with  it  towards  the  hand.  The  high 
pressure  set  up  in  the  artery  by  the  three  waves  aa 
they  meet  would,  according  to  this  view,  constitute 
the  ictus. 

The  ictus,  in  this  sense,  might  be  called  a  per- 
cussion event,  a  collision.  The  percussion  takes 
place  between  two  moving  forces.  If  one  of  them 
were  a  stationary  obstacle,  the  result  would  be 
analogous.  This  is  seen  in  the  case  of  the  proximal 
and  of  the  distal  ictus.  In  a  comparable  instance, 
that  of  a  ligatured  artery,  the  vessel,  not  being  free 
to  elongate,  suffers  dilatation  instead,  as  described 
by   Marey  and  by  Oliver.     A  similar  process  must 
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take  place  under  ordinary  circumstances  at  the  peri- 
phery. Meanwhile,  above  the  seat  of  compression, 
the  rebound- wave  becomes  a  travelling  obstacle : 
and  it  may  be  difficult,  higher  up  in  the  arm,  to  tel] 
whether  the  wave  and  its  ictus  were  of  the  spon- 
taneous unmodified  kind,  or  artificial. 

The  preponderating  share  taken  by  the  rebound 
fi:om  the  hand  is  shown  by  the  retrograde  character 
of  the  natural  ictus,  and  by  the  fact  that  a  degree  of 
finger  pressure  which  causes  a  shock  to  be  felt  on  the 
distal  side  of  the  finger,  does  not  suffice  to  make  us 
feel  any  shock  from  the  systolic  wave,  or  from  the 
descending  rebound-wave,  on  the  proximal  side  of 
the  finger. 


Fig.  145. 


Diagrams  of  the  pressures  within  the  blocked  artery  at  the 
moment  of  ictus.  P,  the  mean  arterial  pressure ;  S,  the 
systolic  wave  reflected ;  I,  the  ictus,  due  to  the  conjunction 
of  the  descending  rebound-wave  (dotted  arrow)  with  the 
systolic  wave. 

On  the  other  hand  it  has  been  shown  that  stronger 
pressure  made  on  the  artery  elicits  a  powerful 
proximal  ictus :  and  we  note  that  the  maximum  sen- 
sation of  this  proximal  ictus  is  not  obtained  by  the 
finger  producing  obliteration,  but  a  few  lines  above 
the  latter.* 

*  This  increased  pulsation  is  described  by  Dr.  G.  Oliver  as  the  Ezpao- 
sUe  Reaction  (see  Practitionerf  April  1898). 
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On  the  contrary,  the  distal  ictus  is  most  strongly 
perceived  by  the  finger  which  pxerts  the  slight 
pressure,  and  less  strongly  by  any  finger  applied  a 
few  lines  below  the  latter. 

Tbe  Relative  Time  of  Ictus. 

The  proximal  ictus  occurs  earlier  the  higher  in  the 
arm  the  obliteration  is  made ;  this  is  not  the  case 
with  the  natural  ictus.  Indeed,  careful  observations 
i^^ith  the  eye  or  with  the  finger  reveal  the  unexpected 
feet  that  the  natural  ictus  occurs  later  at  the  bend  of 
the  elbow  than  at  the  wrist.  The  time  difierence 
between  the  distal  ictus  at  the  wrist  and  the 
proximal  ictus  above  is  greater  the  higher  in  the 
forearm  the  latter  observation  is  taken.  The  con- 
clusion is  that  the  ictus  is  produced  at  each  spot  by 
the  conflict  of  the  ascending  or  distal  rebound-wave 
with  the  descending  rebound-wave  coupled  with  the 
heart-wave. 

To  look  for  stability  in  the  time-relations  of  the  I 
ictus  at  different  parts  of  the  arterial  system  would 
not  be  consistent  with  that  which  we  know  of  the 
local  variations  of  the  pulse.  The  rate  of  transmission 
of  the  direct  wave  is  subject  to  perturbations  which 
must  be  reflected  in  its  rebound ;  but  the  rebound- 
wave  itself  has  also  variations  connected  with  passing j 
conditions  at  the  periphery. 

Marked  differences  will  thus  arise  not  only  in  the 
size  but  in  the  time  of  the  ictus  at  different  periods. 
At  one  time  the  ictus  may  be  markedly  retrograde. 
In  the  same  arm,  at  another  moment,  any  want  of  syn- 
chronism may  be  difficult  to  identify,  so  great  is  the 
influence  of  the  arterial  conditions  as  to  patency  and 
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as  to  tension,  and  of  the  passing  changes  in  cardiac 
action  and  output. 

Lastly,  each  large  district  or  limb  has  its  own  ave* 
rage  time  for  the  ictus.  For  instance,  though  the 
ictus  at  the  elbow  is  later  than  at  the  wrist,  the 
carotid  ictus  is  earlier  than  the  radial 


Digitized  by 


Google 


CHAPTER  VIL 
THE  ANASTOMOTIC  PULSE. 

Frequenoj  of  Ooonnrenoe.  \ 

An  elementary  description  of  this  variety  of  pulse 
has  been  given  on  p.  103.  In  the  adult  an  anasto- 
motic pulse  appeared  to  be  more  often  present  than 
absent.  Of  39  adults,  examined  by  the  author,  with 
the  kind  assistance  of  Dr.  E.  Graham  Little,  27  had 
an  anastomotic  pulse. 

In  children  (up  to  the  age  of  12)  the  same  frequency 
is  not  observed.  Among  24  cases  an  anastomotic 
pulse  could  be  found  in  nine  only ;  it  was  either 
absent  or  escaped  recognition  in  the  remaining 
fifteen. 

Larger  numbers  are  required  for  percentages,  and 
might  be  easily  obtained.  The  examination  needs 
much  care,  the  anastomotic  wave  being,  with  inade- 
quate manipulations,  easily  overlooked,  or  wrongly 
thought  to  be  present.  In  children  the  small  size 
and  active  muscular  reaction  of  the  artery  and  the 
thickness  of  its  coverings  are  very  apt  to  disguise 
the  presence  of  the  wave. 

Obliteration  kept  up  for  a  suflScient  time  will  ulti- 
mately call  forth  the  indirect  beat  in  practically  all 
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subjects.  In  some  cajses,  and  these  probably  form 
a  large  group,  it  appears  and  disappears  spon- 
taneously under  varying  influences,  presently  to  be 
mentioned. 

Tbe  Source  and  the  Gbannel  of  tbe 
Anastomotio  Pnlae. 

The  anastomotic  pulse  is  nothing  more  nor  less  than 
the  direct  pulse  deflected  into  an  upward  direction 
by   the   curvature   of  its  peripheral  channel.     The 

\  channel  of  anastomosis  may  not    be    always  the 

)same. 

It  is  usually  accepted  that  the  anastomotic  wave 
felt  in  the  radial  below  the  obliterating  finger  is  pro- 
pagated from  the  Ulnar  artery,  through  the  Super- 
fidalis    VolWy   the  size  of  which  in  the  individual 

'would  doubtless  influence  the  occurrence  of  reflux  ; 
but  transmission  perhaps  partly  takes  through  other 
channels. 

Its  Mode  of  Production. 

The  fact  that  this  peculiarity  is  not  always  a 
"  permanent,"  but  often  an  intermittent  one,  points 
to  a  functional  mechanism. 

The  Superfidalis  Voice  artery  would  be  capable 
of  transmitting  (although  it  might  not  at  all  times 
transmit)  a  suflScient  wave.  If  the  intermittent 
causes  for  an  increased  patency  of  the  vessel  should 
become  permanent,  the  whole  group  of  cases  might 
perhaps  be  explained  in  this  way,  without  the 
assumption  of  any  organic  change. 

Two  opposite  conditions  of  the  peripheral  circulation 
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miglit  lead  to  increased  diameter  of  a  vessel  of  the 
size  of  the  Superficialis  Voice  : 

(1)  A  local  or   general    arteriolar   relaxation  in 
^which  this  artery  would  participate.  I 

(2)  A  local  or  general  capillary    and  arteriolar  I 
spasm,  whereby  greater  pressure  would  be  thrown/ 
upon  the  artery,  with  corresponding  pulsatile  dik/ 
tation.  < 

Itm  Gonstituent  Blements  and  its  Aelations. 

Viewed  in  itself,  apart  from  its  connection,  the  anas- 
tomotic pulse  consists  of  all  the  elements  proper  to 
the  ordinary  pulse.  Its  study  implies  a  consideration 
of  the  various  factors  of  the  pulse :  (l)  the  blood- 
stream, its  pressure  and  its  velocity ;  (2)  the  pulse- 
wave  (including  rise,  apex,  and  fall),  its  pressure  and 
its  velocity  ;  (3)  the  ictus  and  its  modifications ;  (4) 
the  secondary  waves,  and  especially  the  dicrotia 

In  reality  an  anastomotic  wave  can  have  no  isolated 
existence,  except  in  our  imagination.  It  is  bound  up 
by  mutual  relations  of  a  complicated  order  with  the 
direct  radial  pulse  on  the  one  hand,  and  with  the 
peripheral  circulation  on  the  other.  The  exchange 
of  these  reciprocal  influences  modifies  not  only  the  / 
anastomotic  pulse,  but  the  main  pulse  also,  in  the  . 
same  proportion. 

The  Zdentlfloatlon  of  the  Anastomotlo  Wave. 

Our  usual  means  of  identifying  the  anaBtomotic-^ 
pulse  is  to  stop  the  direct  pulse  ;  but,  in  so  doing,  we  ; 
exclude  our  most  important  object  for  study.  We  , 
have  yet  to  discover  in  what  special  way  the  tactile  \ 
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character  of  the  main  radial  pulse  is  modified  by  its 
combination  with  the  anastomotic  pulsa  That  the 
inter-actions  and  reactions  between  the  two  pulses 
must  have  as  their  practical  effect  to  impress  upon 
.the  pulse  at  the  wrist  some  definite  and  tangible 
I  peculiarity,  admits  of  very  little  doubt ;  and  it  re- 
mains an  important  duty  for  tactile  analysis  to  isolate 
this  distinctive  feature.  Meanwhile  we  are  limited 
to  the  method  by  obliteration,  as  a  means  of  identi- 
fication. 

Tbe  Anastomotio  False  Modified  in  tbe  Act 
of  Xdentifloation. 

A  moment's  reflection  will   show  that  this  pre- 


Demonstration  of  the  anastomotic  wave  bj  doable  blocking. 
The  pulseless  interval,  where  both  pulses  should  meet,  shows 
the  great  interference  with  the  normal  state. 

liminary  manoeuvre  entirely  changes  the  conditions 
we  seek  to  investigate.  Henceforth  we  are  dealing 
with  an  artificial  product;  and  at  the  same  time 
we  are  dealing  with  a  yet  more  profoundly  modified 
radial  pulse.     Observations  made  \mder  these  ab- 
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normal  conditions  may  have  their  use;  they  can 
however  furnish  no  reliable  evidence,  at  best  perhaps 
inferences  and  suggestions,  concerning  the  intra- 
arterial events  such  as  they  occur  in  the  absence  of 
any  interference. 

Two  Bistinot  Directs  for  Study. 

Our  investigation  necessarily  consists  of  two  sec- 
tions : 

I  A  study  of  the  anastomotic  pulse  under  the  in- 
fluence of  occlusion  of  the  radial  artery  at  the  wrist ; 

II  A  study  of  the  anastomotic  pulse  in  its  normal 
relations  to  the  direct  radial  pulse  and  to  the 
peripheral  circulation. 
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CHAPTER  Vin. 

THE    BLOCKED    ANASTOMOTIC   PUI^E: 
ATTENDANT  ALTERATIONS  IN 
THE  CIRCULATION. 

This  Pulse  Contrasted  with  the  Direct  Pulse. 

When  a  finger  is  applied  firmly  to  the  radial  at 
the  wrist,  the  anastomotic  pulse  and  the  direct  (or 
distal  and  proximal  pulses)  are  separated.  Between 
them,  since  they  are  influenced  by  the  same  pressure, 
a  very  close  analogy  will  exist. 

More  distant,  yet  traceable,  is  the  analogy  between 
the  blocked  anastomotic  pulse  and  the  natural  radial 
pulse  (such  as  it  is  felt  in  subjects  free  from  anasto- 
motic pulsation)  ;  at  any  rate,  we  should  be  able  to 
recognise  the  same  general  features  in  both  pulse- 
waves. 

In  the  first  place,  the  systolic  wave — thanks  to  the 
rapid  wave-transmission  through  the  wide  channel 
of  the  radial  artery — would  not  be  much  later  in 
reaching  the  wrist  from  below  than  by  the  direct 
route. 

On  the  other  hand,  the  vxives  of  rebound  special 
to  the  anastomotic  pulse  would  follow  quickly  upon 
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the  onset  of  the  systolic  wave ;  for,  in  its  journey 
round  the  pahn,  the  wave  feeds  vessels  which  fiimish 
a  rebound  both  ample  and  of  straight  course,  and 
therefore  capable  of  reaching  the  finger  with  the  least 
possible  delay. 


Fig.  147 
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One  finger  used  as  block.     The  anastomotic  systolic  wave 
(fine  arrow)  only  slightly  later  than  the  direct.    The  anasto-     ^ 
motic  rebound  wave  and  ictus  (dotted  arrow)  earlier  than      . 
those  of  the  direct  pulse. 

Radical  differences  exist,  however,  between  the 
direct  radial  pulse  and  the  blocked  pulses,  both  above 
the  obliterating  finger  and  below  it. 

The  block  is  abrupt,  and  does  not  resemble  the 
gradually  increasing  character  of  the  obstacle  offered 
by  the  natural  capillary  resistance. 

In  the  second  place,  although  blood- waves  are  pro- 
pagated as  fireely  as  before,  the  blood-stream  is  much 
modified  in  various  particulars. 


Iiooal  Alterations  in  the  Oironlatlon  as  a  Besnlt 
of  Obliteration  of  the  Radial  Artery.   . 

Various  coarse  changes  in  the  circulation  occur  as 
a  result  of  blocking  the  radial  artery  at  the  wrist : 
(1)  The  most  extreme  change  is  the  reversal  of  the 
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current  in  the  radial  portion  of  the  palmar  arch  and 
in  the  Superficial  us  Voice ; 

(2)  Both  above  and  below  the  block  the  blood-flow 
is  much  diminished,  and  clbse  to  the  block  it  is  sus- 
pended. The  arterial  calibre  is  not  diminished,  but 
rather  seems  to  be  increased ; 

(3)  The  fully  maintained  arterial  4iameter  depends 
upon  the  blood  pressure  which  is  kept  up  at  both 
blind  ends,  and  which  is  composed  of  two  elements  : 
(a)  the  mean  arterial  pressure,  and  (6)  the  systolic 
wave  pressures ; 

Tbe  Hespeotive  Ghanres  in  tbe  Radial  and  in  tbe 
Ulnar  Blood-flow. 

(4)  Whilst,  at  the  seat  of  obliteration,  the  arterial 
flow  is  stopped,  at  a  distance  from  the  block  it  is 
only  modified  ;  but  in  a  very  different  way.  In  the 
radial  the  arterial  flow  is  much  diminished ;  in  the 
ulnar  it  is  increased  in  an  equivalent  degree,  the 
difference  being  represented  by  the  volume  of  blood 
for  the  arterial  supply  to  the  hand. 

These  coarse  changes  probably  furnish  the  basis 
for  finer  changes  of  various  kinds,  some  of  which 
only  can  be  alluded  to  : 

The  ulnar  current  probably  increases  in  size ; 

The  velocity  of  its  stream  probably  increases ; 

The  pressure  is  probably  raised  within  the  artery  ; 

The  rate  of  transmission  of  the  wave  would  pro- 
bably be  increased  proportionately  to  the  pressure. 

In  the  riadial  artery  converse  changes  might  be 
loQked  for,  as  regards  the  blood-flow  and  its  rate ;  but 
pressure  would  be,  up  to  a  certain  point,  increased 
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as  a  result  of  the  rebound  of  the  undiminished 
wave  against  the  block,  the  positive  pressure  of  the 
rebound-wave  adding  itself  to  that  of  the  systolic 
wave. 

Tbe  Gbanres  in  tbe  Gironlation  within  tbe  Palmar 
SLreh  and  its  Branobes. 

Reference  has  been  made  to  the  reversal  of  the 
direction  of  the  stream  in  a  portion  of  the  palmar 
arch.  This  produces  a  transient  loss  of  pressure 
and  of  fulness  in  the  distal  portion  of  the  obliterated 
radial,  which  gradually  becomes  charged  again,  the 
pressure  rising  to  that  of  the  channel  of  anastomosis. 

The  finer  alterations  which  probably  take  place 
are  beyond  the  reach  of  demonstration,  but  they 
may  be  inferred  with  some  approach  to  certainty. 

The  early  results,  in  the  circulation  of  the  hand, 
of  an  obliteration  of  the  radial  artery  would  be : 

(a)  A  slightly  diminished  blood-supply ; 

(b)  A  slightly  diminished  blood-pressure  ; 

(c)  A  slightly  diminished  vascular  tension ; 

(d)  Corresponding  modifications  in  the  conditions 
of  wave-rebound. 

After  a  time,  in  the  event  of  the  obliteration 
being  maintained,  these  slight  changes  would  pro- 
bably become  less  marked,  owing  to  the  gradually 
more  ample  vicarious  blood-supply. 

(e)  In  one  respect  previous  conditions  could  not 
be  completely  restored.  The  loss  of  the  radial  pulse- 
wave,  which  should  oppose  the  direction,  but  add  to 
the  pressure  of  the  ulnar  wave ;  and  of  the  radial  ictus, 
which  should  reinforce  the  ulnar  ictus,  would  continue 
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to  exercise  its  influence.  Whereas  the  changes 
enumerated  above  would  tend  to  retard  the  progress 
of  the  wave,  this  influence  would  tend  to  accelerate  it* 

(/)  Lastly,  the  pulse- wave  within  the  distal  end 
of  the  obliterated  radial  artery  would  also  remain 
under  the  influence  of  the  unevenness  in  the  calibre 
of  the  channel  of  communication.  In  the  normal 
pulse  the  wave  descends  from  vessels  of  larger  to 
those  of  smaller  diameter.  This  order  is  reversed  in 
the  radial  artery  below  the  obliteration,  the  wave 
ascending  into  a  relatively  wide  artery  through  the 
narrow  channel  of  the  palmar  arch,  or  of  the  Super- 
ficialis  VolcB.  In  this  transit  a  negative  wave-rebound 
would  arise,  which  would  diminish  by  so  much  the 
positive  pressure  set  up  by  other  rebounds. 

The  narrowness  of  the  channel  would  also  have, 
pro  tantOy  a  retarding  effect  on  the  wave. 


Digitized  by 


Google 


CHAPTER  IX. 

THE    BLOCKED    ANASTOMOTIC    PULSE: 

TACTILE  PHENOMENA  BELOW 

THE  BLOCK. 

Occasional  Delay  in  Obtaining-  a  Pulsation;  and 
its  Causes. 

On  making  pressure  at  the  wrist,  we  should  not 
too  hastily  conclude  that  the  anastomotic  pulse  is 
absent.  In  many  subjects  an  interval  of  a  few  beats 
elapses  before  the  anastomotic  pulsation  is  thoroughly 
established.  Its  relatively  prompt  return  warrants 
a  conclusion  that  it  was  suppressed  by  the  pressure, 
and  justifies  us  in  classing  the  case  in  the  positive 
group. 

A  longer  delay  would  probably  enable  us  to  feel  an 
anastomotic  pulsation  in  a  considerable  proportion  of 
the  negative  cases ;  but  this  late  expansion  of  the 
channels  of  anastomosis  has  a  different  significance, 
and  we  should  nevertheless  uphold  the  practical  dis- 
tinction which  we  have  originally  made. 

Two  causes  may  explain  the  temporary  absence  of 
pulsation  below  the  obliteration :  (a)  In  most  sub- 
jects with  small  systolic  wave  it  is  reasonable  to 
expect  the  sudden  call  made  on  the  ulnar  contents  for 
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^  the  supply  of  the  hand,  to  drain  the  anastomotic 
*  vessels  of  a  great  part  of  their  blood  and  to  cause 
them  to  contract.  Each  succeeding  systole  tends  to 
restore  the  balance  of  the  local  circulation ;  but  the 
anastomotic  wave  remains  of  small  size  and  feeble ; 
(6)  This  explanation  does  not  apply  so  well  to  cases 
where  the  anastomotic  wave  regains  a  good  volume, 
after  being  temporarily  extinguished.  A  distinct 
explanation  suits  these  as  well  as  all  other  cases- 
When  forcible  pressure  is  made  upon  them,  arteries 
will  contract,  even  sometimes  to  obliteration.  The 
spasm,  however,  is  not  of  long  duration,  and,  as 
stated  on  p.  164,  it  gives  way  to  a  stage  of  relaxa- 
tion. The  correctness  of  this  explanation  may  be 
tested  by  the  concomitant  effects  noticed  above  the 
obliterating  finger.  The  proximal  pulsation  is,  if  not 
entirely  suppressed,  at  least  considerably  reduced 
during  the  latency  of  the  anastomotic  pulse. 

In  some  pulses  the  anastomotic  wave  is  felt  at 
once,  full  and  strong.  These  are  generally  instances 
of  large  and  lax  arteries,  which  enable  the  peripheral 
circulation  to  accommodate  itself  at  once  to  the  new 
conditions. 

The  Sensations  Conveyed  to  the  Fing-er  Placed 
Beyond  the  Block.    The  Anacrotic  Character. 

The  wave  in  question  is  in  all  cases  much  softer 
than  that  felt  above  the  block,  and  often  needs  for 
its  recognition  very  light  and  delicate  palpation.  It 
gives  the  impression  of  a  longer  duration,  of  a  slower 
ascent,  of  a  broader  summit,  and  of  a  less  voluminous, 
less  sudden,  and  less  forcible  ictus,  than  those  felt 
above  the  obliterating  finger. 
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The  onset  of  the  systolic  wave  can  usually  be  felt, 
followed  by  a  gradual  ascent.  Taken  in  conjunction 
with  the  rounded  summit,  these  are  anacrotic  features 
such  as  arterial  stenosis  is  apt  to  occasion.  In  this 
case  the  stenotic  effect  is  probably  produced  by  the 
interposition,  between  the  two  larger  arteries,  of  the 
narrow  channel  of  the  Superficialis  Voice  or  of  the 
palmar  arch. 

As  stated  elsewhere  (p.  335),  the  elementary  ex- 
periments which  have  been  described  in  connection 
with  the  normal  pulse  can  also  be  conducted  in  the 
case  of  the  anastomotic  pulse.  The  results  are 
analogous,  and  need  not  be  enumerated  again.  It 
may  be  well,  however,  in  order  to  obviate  confusion, 
to  remind  the  reader  that,  when  we  use  light  pressure 
(that  of  simple  contact),  the  pulsation  felt  is  that 
which  corresponds  to  the  ictus.  If,  in  the  course  of 
any  deeper  palpation,  doubt  should  arise  as  to  the 
relative  time  of  any  event,  this  can  always  be  solved 
by  relaxing  the  pressure,  and  ascertaining  the  time 
of  the  ictus. 

The  Anastomotlo  lotos.    The  Relative  Time 
of  Its  Ooonrrenoe. 

It  is  time  to  qualify  the  statement  made  on 
page  172,  that  "  C/' would  receive  the  direct,  Df  the 
anastomotic  wave/'  The  tangible  event  is  in  neither 
case  so  much  the  impact  of  the  wave,  which  is  only 
just  capable  of  recognition,  as  that  of  the. ictus. 

The  beat  felt  by  the  finger  above  the  seat  of 
obliteration  has  already  been  described  in  detail  as 
the  proximal  ictus  (see  p.  306).   The  anastomotic  ictus 
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felt  below  the  blocking  finger  has  also  the  value  of  a 
proximal  ictus,  since  it  bears  the  same  relation  to  the 
systolic  wave. 

Between  these  two  beats  (above  and  below  the 
block),  minor  diflferences  can  be  made  out  by  the 
finger,  and,  in  appropriate  cases,  also  by  the  sphygmo- 
graph. — But  among  them  none  is  so  striking  as  the 
difference  in  time  often  observed. 

Contrary  to  expectation,  the  beat  below  the  block 
is  unmistakably  earlier  in  a  large  proportion  of  cases 


Fig.  148. 


The  anastomotic  ictus,  D,  nsually  earlier  than  the  direct 
ictus,  C* 


than  that  above  the  block.  In  eleven  cases  out  of 
twenty-seven  it  occurred  fractionally  earlier  than  the 
beat  above  the  seat  of  obliteration  ;  and  in  one  case 
it  was  sometimes  earlier  than,  and  sometimes  syn- 
chronous with  the  latter.  Additional  observations 
have  shown  that  this  variability  in  the  time  relation 
in  the  same  individual,  is  by  no  means  of  isolated 
occurrence. 

The  problem  before  us  is  intricate  and  presents  two 
diflScult  questions :  the  priority  of  the  anastomotic 
ictus  in  some  cases,  and  its  variable  time  in  others. 
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The  Method  of  Tiining'  the  Anastomotic  Zotos. 

In  taking  these  observations  I  had  the  advantage  of 
Dr.  E.  Graham  Little's  valuable  assistance.  At  first 
the  obliteration  of  the  pulse  was  entrusted  to  him, 
whilst  the  writer^s  two  hands  were  simultaneously 
engaged  in  feeling  the  pulse  of  the  radial  at  the 
wrist,  and  of  the  brachial  just  above  the  elbow.  This 
is  doubtless  the  easiest  method  for  the  beginner. 

Soon,  however,  it  was  foimd  possible  to  perform 
obliteration,  as  well  as  palpation,  without  assistance ; 
one  of  the  fingers  of  the  left  hand  feeling  the  anasto- 
motic pulse  and  the  others  blocking  the  artery  above 
it ;  whilst  a  finger  of  the  right  hand  was  applied  as 
before  to  the  brachial  artery. 

In  the  course  of  the  experiments  it  was  noticed 
that,  whenever  the  anastomotic  pulse  was  earlier  than 
the  brachial,  it  was  earlier  also,  by  the  same  amount, 
than  the  radial  beat  immediately  above  the  block. 
On  putting  this  observation  to  a  crucial  test,  the 
radial  beat  above  the  block  and  the  brachial  beat 
were  found  to  be  synchronous,  as  far  as  the  finger 
could  judge.  To  this  there  was  no  exception  in  any 
of  the  caaes  tried. 

It  was  now  clearly  unnecessary  to  consult  so  dis- 
tant a  beat  as  the  brachial ;  and  it  was  possible  for 
the  fingers  of  one  hand  to  obliterate  the  artery  and 
to  time  the  beat  above  and  below.  This  facility 
enables  the  observer  to  time  the  two  beats  in  his  own 
pulse ;  and  with  practice  this  can  be  achieved  with 
success.  But  in  ordinary  cases  it  is  more  satisfactory 
to  use  two  hands,  and  to  obliterate  the  artery  with 
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the  hand  feeling  the  upper  beat,  rather  than  with  the 
other  hand 

The  diflPerences  in  time  observed  in  a  series  of  cases 
are  various  :  in  some  very  slight,  and  apt  to  disappear 


Timing  the  anastomotic  and  the  direct  ictas  with  one  hand. 
3{fsLS  block,  C/and  2>/ applied  with  pressure  iii. 

or  to  oscillate  from  one  to  the  other  phase,  in  others 
very  marked,  so  as  to  be  appreciable  to  any  untrained 
person. 

Tbe  Frequent  Priority  of  the  Anastomotic  Zotns, 
and  the  Possible  Causes  of  the  Priority. 

The  synchronism  found  to  obtain  between  the 
radial  beat  above  the  block  and  that  of  the  brachial 
artery  somewhat  simplifies  the  difficulty.  We  may, 
at  least  provisionally,  assume  that  during  the  wave 
transit  along  the  radial  and  along  the  ulnar,  time  is 
not  appreciably  lost  or  gained.  It  must  be  at  the 
periphery,  and  in  connection  with  the  rebounds  that 
time  differences  are  established. 

Allusion  has  been  made  in  connection  with  the 
natural  ictus  (see  p.  329)  to  the  share  probably  taken 
in  its  production  by  a  descending  rebound  from  the 
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arm.  The  same  rebound  is  also  assumed  to  be  a 
prominent  factor  in  establishing  the  diflference  in  time 
we  are  now  seeking  to  explain. 

On  the  supposition  that  an  ictus  can  be  produced 
by  rebound,  its  time  of  occurrence  might  be  in- 
fluenced in  two  ways  :  (1)  The  rebound  would  be 
retarded,  as  shown  by  von  Kries  (see  p.  114),  by  the 
length  of  the  arterial  branches  conveying  the  wave 
to  the  periphery,  and  the  rebound  from  the  periphery. 
Distance  in  these  narrow  vessels  is  not,  as  in  the 
wider  channels  of  the  larger  arteries,  a  negligeable 
quantity.  This  influence  is  therefore  capable  of 
being  roughly  estimated.  (2)  The  second  influence 
is  one  with  which  we  cannot  reckon,  though  we  re- 
cognise its  importance.  At  the  periphery  the  delay 
of  the  rebound  may  be  very  different,  according  to 
the  diversity  of  the  tissues,  and  of  the  conditions  of 
the  circulation  through  arterioles  and  capillaries. 

For  the  present  we  are  confined  to  a  discussion  of 
the  first  of  these  influences.     The  arterial  branches 
of  the  hand  being  so  much  shorter  than  those  of  the 
arm,  we  readily  conceive  that  their  rebound   may    -^ 
occupy  a  shorter  time  in  reaching  the  wrist,  and,      / 
little  time  being  lost  in  its  transmission  up  the  radial        ^ 
artery,  may  reach  the  elbow  and  the  shoulder  before 
the  moment  when  the  rebound-wave  from  the  arm 
(of  which  it  had  encountered  the  beginning  at  the 
wrist)  had  run  through  its  stage  of  prominence.    This 
theory  would  explain  the  ascending  march  special  to 
the  natural  ictus. 

Let  us  now  obliterate  the  artery  at  the  wrist. 
The  two  opposing  rebounds  would  be  kept  separate, 
and  the  acme  of  the  hand-rebound  would  be  felt  ^ 
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earlier  than  the  acme  of  the  rebound- wave  from  the 
arm. 

The  priority  of  the  anastomotic  ictus  provides  us 
with  a  collateral  proof  that  the  proximal  and  the 
distal  ictus  are  not  merely  due  to  the  striking  and 


Mf  receiving  the  anastomotic  ictus.     The  ictus  from  the 
direct  pulse  has  not  yet  struck  J/f. 

rebounding  of  the  systolic  wave  against  an  obstacle. 
For  in  a  normal  subject  there  is  no  conceivable 
circumstance  under  which  the  systolic  wave  could 
reach  the  more  distant  site  eai'Ker  than  the  nearer 
one;  and,  at  the  wrist,  an  anastomotic  ictus  pro- 
duced by  the  systolic  wave  would  invariably  be  a 
later  event  than  the  proximal  ictus,  had  this  been 
the  mechanism. 

The  head  of  the  systolic  wave  must,  as  shown  in 

Fig.  133  suflfer  delay  in  its  anastomotic  transit,  and 

^ascend  to  the  wrist  later  than  the  direct  systolic 

)  wave.     Still  the  rebound  from  the  hand  may  reach 

I  the  observer's  finger  earlier,  and  convey  an  earlier 

ictus  than  the  rebound  generated  in  the  long  arteries 

of  the  arm,  which  subsequently  travels  down  the 

/  radial  artery  to  the  proximal  side  of  the  finger. 
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The  solution  of  the  other  difficulty  is  foreshadowed 
in  the  preceding  remarks. 

The  delay  in  the  rebounds  may  be  readily  assumed 
to  be  variable  when  we  consider  the 


con- 


Same  as  preceding  diagram,  showing  the  time-relations 
of  the  tactile  events  experienced  by  Mf.  The  head  of  the 
two  systolic  waves  (fine  arrows)  is  followed,  at  different 
intervals,  by  the  ictus.  The  anastomotic  ictus  has  struck 
Ji/'as  well  as  Z)/*— the  other  ictus  has  not  yet  struck  Mf^  but 
^'only. 

stantly  taking  place  in  the  size  of  the  arterial 
branches  on  the  one  hand,  and  in  the  conditions  of 
the  arteriolar  and  capillary  circulation  on  the  other. 
The  conditions  prevailing  at  any  moment  in  the 
arterial  district  of  the  arm  and  in  that  of  the  hand 
may  be  entirely  different :  at  another  moment 
previous  relations  may  be  reversed.  The  earlier 
occurrence  of  the  anastomotic  ictus  would  suggest 
conditions  accelerating  the  rebound  from  the  hand, 
or  retarding  the  rebound  in  the  arm;  its  later 
occuiTonce  might  be  explained  vice  versd.  We  are 
reminded  in  this  connection  of  the  possible  influence 
of  the  two  different  ways  in  which  an  anastomotic 
pulsation  is  supposed  to  originate — in  the  one  case 
by   relaxation   of  the   arterial    channels    with  low 
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arterial  tension ;  in  the  other  case  by  constriction  of 
the  arterio-capillary  district  with  high  tension. 

What  has  been  said  suflSciently  shows  the  intricacy 
of  the  problem,  and  the  extent  to  which  we  are  still 
restricted  to  mere  speculation. 
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CHAPTER  X. 

THE   SPHYGMOGRAPHIC   STUDY    OF  THE 
ANASTOMOTIC  PULSK 

Tnudiigs  taken  above  and  below  the  Blook. 

The  author  is  not  aware,  though  they  may  exist, 
of  any  published  tracings  of  the  anastomotic  pulse 
taken  immediately  after  obliteration,  except  those 

Fig.  162. 


Marey's  sphygmograms  of  a  normal  radial,  and  of  the 
other  radial  of  the  same  subject  three  weeks  alter  its  ligature 
at  the  bend  of  the  elbow ;  showing  "  identity."  Loc.  cit 
p.  629. 

of  Marey,*  obtained  from  the  carotid  of  the  horse. 
Marey's  two  tracings  of  the  sound  radial  pulse  from 
one  arm  and  of  the  anastomotic  radial  pulse  from  the 
other  arm  are,  owing  to  the  long  interval  after  the 

♦  Loc,  cit  pp.  624-629. 
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date  of  obliteration,  useless  for  the  present  purpose  ; 
but  they  show  the  mteresting  fact  that,  after  lapse 
of  three  weeks,  the  anastomotic  pulse -tracing  may 
become  indistinguishable  from  the  normal  (Fig.  152). 
The  tactile  observations  detailed  above  have  the 
advantage  of  being  entirely  unprejudiced,  the  author 


Fig.  163. 


ilphjgmogram  of  ^m^k^tomotic  pul^o  (rt .  radial)  taken  J  £iu*]| 
below  the  "block*  The  upper  tracing  was  obtained  wUb 
70  grms.  pressure;  the  lower  with  5Q  grms,  (MarBy'* 
Sphy  graograph, ) 

Fig.  154. 


^-^MkKjVIv^. 


VK.  -v 


Sphygmogram  from  the  same  wrist,  taken  (  Inch  above 
the  block.  The  first  five  pulsations  in  the  upper  line  are 
unreliable.  Pulse  rate  87.  Pressure :  upper  line,  50  grms. ; 
lower  line,  120  grms. 

not  having  turned  his  attention  to  the  sphygmo- 
graphy  of  the  anastomotic  wave  until  after  they  were 
written.     To  what  extent  they  correspond  with  the 
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sphyginographic  rendering  of  the  wave  will  be  seen 
from  the  annexed  tracings,  with  this  reservation, 
that  the  tactile  study  was  made  from  many  pulses, 
and  these  are  merely  a  few  individual  pulse-curves. 
The  first  is  from  an  anaemic  man,  cet  63,  who  had 
only  that  day  left  his  bed  after  three  weeks.  This 
circumstance  may  account  for  the  type  of  pulse 
noticed  in  Fig.  155,  and  for  the  size  of  the  anasto- 
motic wave,  (Fig.  153)  which,  after  lapse  of  a  few 
days,  was  much  less  ample. 

Fio.  155. 


The  same  pulse  immediately  after  removal  of  block.  Pulse 
rate :  92.  Pressure :  upper  line,  120  grms. ;  lower  Uiie, 
50grms. 

With  the  help  of  Dr.  E.  Graham  Little  and  of 
Dr.  Hofmeyr,  I  succeeded  in  obtaining  radial  tracings 
below  the  block,  above  the  block,  and  subsequently 
after  removal  of  the  obstruction,  from  the  previously 
occluded  length  of  artery. 

The  highly  dicrotic  curves  obtained  after  removal 
of  the  pressure  need  not  detain  us  now ;  they  will  be 
referred  to  again  under  the  heading  of  "Dicrotism.' 
Let  us  turn  first  to  the  analysis  of  the  pulse  on  the 
proximal  side  of  the  obstruction. 


Digitized  by 


Google 


856  TRACINGS  ABOVE  AND 

Analysis  of  the  Sphygmogram  taken  above 
the  Block. 

Overlooking  imperfections  in  the  tracing,  we  notice 
the  following  well-marked  characters : 

(1)  The  line  of  ascent  is  steep,  though  not  quite 
so  rapid  as  that  of  the  unobstructed  radial  tracing 
below. 

(2)  There  is  no  anacrotism,  and  the  primary  apex 
is  sharp  and  clean, 

(3)  There  is  a  marked  tendency -to  the  forma- 
tion of  a  plateau  at  the  summit  of  the  wave  in  some 
of  the  pulsations ;  but  in  all  of  them  the  descent 
from  the  primary  summit  is  at  fiist  veiy  gradual, 
until 

(4)  The  sometimes  very  sharp  secondary  summit 
is  reached.  Are  we  to  r^ard  this  as  the  so-called 
predicrotic  wave  ?  If  so,  it  may  be  considered 
unusually  early,  unusually  high  in. the  tracing,  and 
presenting  somewhat  unusual  distinctnesa  We  take 
special  note  of  the  absence  of  this  event  in  the  radial 
tracing  below  the  block. 

(5)  The  depth  and  rapidity  of  the  fall  which 
ensues  are  associated  characters  of  dicrotism.  They 
are  more  marked  than  in  ordinary  tracings ;  and  the 
dicrotic  notch  tends  to  be  a  Kttle  more  angular  and 
narrow  at  its  extreme  point,  although  more  open 
immediately  above  this  than  in  the  tracing  of  the 
unobstructed  radial  pulse. 

(6)  The  dicrotic  rise  as  a  whole  is  slower,  its  obli- 
quity being,  with  few  exceptions,  increased. 

(7)  The   dicrotic  descent  inclines  to  be  convex 
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rather  than  concave ;  here  and  there  the  faintest 
indication  only  can  be  seen  of  a  post-dicrotic  wave, 
which  is  absent  fix^m  the  other  tracing. 

So  far  as  the  relative  levels  of  the  lever  at  various 
moments  of  the  wave-transit  may  be  regarded  as 
expressing  the  existing  intra-arterial  pressures,  it 
must  be  concluded  that  the  tracing  of  the  pulse  above 
the  block  differs  from  that  of  the  unobstructed  pulse 
in  the  following  important  respects  :  (l)  in  the  greater 
width  of  its  summit,  which  presents  a  double  acme ; 

(2)  in  the  more  oblique — ^that  is,  slower — fall  of  the 
line  of  descent,  which  is  free  from  the  scoop-like 
deflection  at  its  lower  end  seen  in  the  other  tracing ; 

(3)  especially  in  the  shorter  fall,  whereby  the  dicrotic 
events  take  place  at  a  higher  level  in  the  tracing ; 

(4)  in  the  resulting  less  extensive  and  more  oblique 
dicrotic  rise;  (5)  in  the  longer  persistence  of  the 
dicrotic  elevation  ;  and  lastly  (6)  in  its  less  rapid  fall ; 
for  in  most  of  the  individual  waves  the  descent  is  not 
completed  before  the  foot  of  the  ensuing  upstroke  is 
reached. 

JEleference  is  made  elsewhere  (see  p.  397)  to  the 
earlier  occurrence  of  the  dicrotic  summit  in  the 
tracing  taken  above  the  block. 

This  peculiarity  is  made  more  obvious  in  Fig.  168 
by  the  lines  introduced  into  the  tracing. 

In  all  these  particulars  the  two  curves  differ. 
They  do  not  therefore  bear  out  von  Frey's  opinion 
that  obliteration  of  the  artery  below  the  sphygmo- 
graph  causes  no  modification  of  importance  in  the 
tracing. 
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Analsrsls  of  the  Sphygmogram  takon  below 
the  Blook. 

The  first  point  noticed  in  the  tracing  of  the  anas- 
tomotic pulse  is  its  smaller  size,  and  its  relative  want 
of  definition. 

In  these,  and  in  all  other  particulars  the  tracing 
diflfers  even  mure  widely  from  the  unobstructed  pulse- 
trace  than  from  that  which  we  have  just  described. 
Every  purpose  will  therefore  be  answered  if  we  com- 
pare it  with  the  latter  only. 

(1)  The  line  of  ascent  is  perceptibly  less  vertical 
without  presenting  marked  obliquity. 

(2)  There  is  no  anacrotism,  but  the  end  of  the 
upstroke  is  slightly  rounded ;  this  feature  contrasts 
with  the  sharp  summit  described  abova 

(3)  There  are  a  bluntness  and  a  width  of  the  wave 
at  its  top  which  remind  us  of  the  tendency  to 
plateau-formation  in  the  other  trace,  a  tendency 
which  is  only  &intly  indicated  in  two  or  three  pulsa- 
tions in  this  one. 

(4)  There  is  no  second  acme ;  and  beyond  the 
width  and  squareness  of  some  of  the  summits,  no 
indication  of  a  predicrotic  rise, 

(5)  The  obliquity  of  the  fall  is  very  marked,  and 
contrasts  with  the  more  rapid  drop  of  the  other 
tracing.  The  dicrotic  notch  is  shallow  and  cupped, 
but  in  a  few  instances  it  is  fairly  angular. 

(6)  The  dicrotic  rise  is  correspondingly  stunted 
and  slurred,  presenting  none  of  that  sharpness  seen 
in  some  portions  of  the  other  tracing.     Its  obliquity 
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is  considerable,  and  the  swell  of  the  wave  k  long- 
sustained,  passing  with  slow  gradations  into  the 
descending  limb. 

(7)  A  faint  indication  of  a  post-dicrotic  notch  is 
perceptible  in  some  pulsations ;  but  its  genuineness 
is  not  above  suspicion. 

(8)  In  two  particulars  the  latter  part  of  the  trace 
diflFers  from  the  other  type.  The  obliquity  of  the 
line  of  descent,  although  fairly  sustained,  does  not 
always  extend  to  the  foot  of  the  upstroke,  and  the 
main  level  of  the  dicrotic  events  is  a  little  lower. 
These  features  may  be  regarded  as  indicating  a 
lower  vascular  tension ;  and  lowered  tension,  with 
imperfect  definition  of  individual  wave-characters, 
are  precisely  the  results  we  might  expect  in  an 
arterial  sac  supplied  by  a  relatively  small  channel. 
Indeed  there  are  analogies  between  the  conditions 
and  tracings  in  question  and  those  belonging  to  some 
aneurysms. 

It  is  noteworthy  that  the  '*  anastomotic  **  tracing 
shares  with  the  upper  tracing  the  peculiarity  of  an 
early  dicrotic  summit. 

The  respiratory  oscillations  are  easily  recognised 
in  all  three  tracings. 

No  clue  is  supplied  by  a  comparison  of  the  tracings 
as  to  which  of  the  two  sphygmographic  wave-summits 
was  the  earlier  one.  Careful  simultaneous  tracings 
taken  with  sufficiently  rapid  revolution  of  the  cylinder 
would  easily  settle  this  point.* 

Meanwhile  we  are  bound  to  trust  in  this  matter  to 


*  Dr.  G.  A.  Backmaster,  Lecturer  on  Physiology  at  St.  George*6  Hospital, 
will  kindly  join  the  Author  in  these  and  other  time-determinations. 
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the  testimony  of  the  touch,  when  at  the  hands  of  in^ 
dependent  observers  ;  it  leads  to  identical  conclusions 
especially  since  we  have  been  able  to  verify  its  accu- 
racy experimentally  in  the  analogous  determination 
of  the  priority  of  the  ictus  at  the  periphery  (see 
p.  325). 
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CHAPTER  XL 

THE   ANASTOMOTIC   PULSE  TRACING. 
FURTHER   OBSERVATIONS. 

It  is  to  be  regretted  that  the  foregoing  conclusions 
should  have  been  based  upon  the  observations  of  a 
single  case.  Fortunately  Marey's  tracings  {loc.  cit. 
pp.  624-629)  afford  some  confirmation  to  our  results. 

Fig.  156. 


Gradual  return  of  arterial  pressure  ia  the  carotid  of  a  horse 
after  ligature.  1.  Carotid  pulse  before  deligation.  2,  3,  and 
4.  Tracings  of  the  anastomotic  pulse  beyond  the  ligature, 
taken  at  successive  moments  after  deligation.  (Marey,  he, 
at.  p.  624.) 

The  tracings  taken  from  the  carotid  of  a  horse,  below 
the  ligature,  present  in  a  marked  degree  increased 
obliquity  of  the  line  of  ascent,  with  relatively  sus- 
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tained  tension  during  the  later  phases  of  the  wava 
The  slowness  of  the  systolic  rise  is  yet  more  striking 
in  the  radial  tracings  from  man,  taken  some  days 
after  ligature  of  the  brachial ;  but,  owing  to  the  very 


Fig.  157* 


Gradual  restoration  of  radial  pulsation  after  ligature  of  the 
brachial  artery,  in  man.  1.  Badial  pulse  from  the  sound 
side.  2.  Anastomotic  pulse  eight  days  after  operation; 
3.  eleven  days,  and  4.  seventeen  days  after  operation. 
(Marey,  loe,  cit  p.  628.) 

different  channel  of  anastomosis  in  a  case  of  that 
kind,  the  other  features  of  our  anastomotic  pulse- 
tracing  are  conspicuously  absent. 

Since  the  foregoing  remarks  were  written  radial 
tracings  were  taken  from  a  man,  cet  40,  a  printer,  the 
subject  of  Granular  Kidney.  The  wave  in  his  pulse 
was  large  and  lasting.  Its  compression  was  not 
difficult;  but  pulsation  persisted  beyond  the  com- 
pressing finger,  affording  proof  of  a  strong  anasto- 
motic circulation.  Fig.  158  shows  the  natural  pulse- 
tracing,  as  well  as  that  taken  below  the  block,  after 
applying  to  the  artery  considerable  pressure. 

The  same  forcible  pres&ure  was  employed  in   ob- 
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tainiiig  the  tracing  of  the  pulsation  above  the  block, 
from  the  same  patient's  left  wrist. 


Fig.  168. 


The  ordinary  and  the  anastomotic  pulse  in  a  case  of 
granolar  kidney.  The  upper  tracing  is  that  of  the  ordinary 
rt. -radial  palse ;  the  lower  tracing  was  taken  immediately 
afterwards,  i  inoh  below  the  blocking  finger.  Pressure 
throughout :  200  grms. 

In  this  second  case,  the  anastomotic  pulse-tracing 
and  that  of  the  pulsation  above  the  block  were  each 
taken  immediately  after  a  sphygmogram  of  the  un- 
modified direct  pulse,  and  on  the  same  slip  as  the 

Fio.  159. 


The  ordinary  pulse,  and  the  poise  above  the  block,  in  the 
same  case  as  above.  The  upper  Hdc  is  the  tracing  from  the 
left  radial  pulse,  before  interference.  The  other  sphygmo- 
gram was  taken  immediately  afterwards  (  inch  above  the 
blocking  finger.    Same  pressure  in  both  instances. 

latter.     The  steadiness  of  the  pulse-rate  adds  also  to 
the  facility   thus   obtained   for  an   analysis  of  the 
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results  of  obliteration.  These  results  differ  widely 
from  those  recorded  in  the  first  case.  The  reason  for 
this  difference  probably  resides  in  the  essential 
difference  in  the  character  of  the  unmodified  pulse  in 
the  two  patients,  one  of  them  presenting  markedly 
sustained  pulse-tension,  the  other,  absence  of  tension. 
A  systematic  study  of  a  series  of  sphygmograms  of 
the  blocked  pulses  in  the  various  types  of  pulse  is 
clearly  called  for  before  definite  conclusions  can  be 
framed.* 

Leaving,  for  the  present,  out  of  consideration  the 
vibratile  character  of  the  tracings,  which  may 
perhaps  have  been  due  to  muscular  tremor  com- 
municated from  the  blocking  finger  forcibly  applied 
to  the  artery,  we  find  in  this  second  set  of  tracings 
the  following  peculiarities. 

(1)  The  most  striking  feature  is  one  which  we 
notice  in  both  varieties  of  the  blocked  pulse,  viz.,  the 
large  size  of  the  waves,  as  compared  with  those  of 
the  ordinary  pulse,  traced  under  identical  pressure 
from  the  sphygmograph.  This  increased  amplitude 
is  only  slightly  less  pronounced  in  the  anastomotic 
tracing  than  in  that  taken  on  the  proximal  side  of 
the  block. 

(2)  In  both  tracings  also  the  details  of  the  wave 
are  less  obscured  than  in  the  ordinary  pulse-traciug ; 
and  again  in  this  respect  the  pulse-record  taken  above 
the  block  is  the  more  telling  of  the  two. 

(3)  The  anacrotic  feature  in  particular  stands  out 
more  clearly  than  in  the  ordinary  pulse-curve. 
Specially  noticeable  is  the  greater  elevation  of  the 

*  Dr.  Cyril  Ogle  has  kindlj  undertaken  this  investigation,  which  will 
probablj  yield  interesting  results. 
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Bummit  of  the  wave  above  the  anacrotic  notch.  In 
tl:ie  ordinary  pulse-tracing  the  summit  resembles  a 
depressed  plateau  much  more  than  an  apex. 

(4)  The  dicrotic  notch  and  rise  are  unfortunately 
difficult  to  identify  in  any  of  the  tracings.  In  this 
respect  the  modified  pulses  resemble  closely  the 
ordinary  pulse. 

(5)  Lastly,  the  modified  pulses  agree  with  the 
ordinary  pulse  in  presenting  the  usual  features  of 
sustained  tension. 

For  the  increased  size  of  the  pulsations  above  the 
block,  an  explanation,  which  we  have  reproduced  in 
these  pages,  was  long  ago  suggested  by  Marey .  It  is 
consistent  to  assume  that  the  same  mechanism  holds 
^ood  in  the  case  of  the  anastomotic  pulse  whenever 
the  size  of  the  latter  almost  equals,  as  in  the  present 
subject,  that  of  the  direct  pulse. 
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CHAPTER  Xn. 

THE  ANASTOMOTIC  CONDITIONS  CON- 
SIDERED  IN  THE  ABSENCE  OF  ANY 
INTERFERENCE.  THE  ANASTOMOTIC 
CIRCULATION  IN  ITS  RELATION  TO 
THE  DIRECT  CIRCULATION. 

This  subject  is  one  almost  exclusively  for  specu- 
lation, since  neither  the  finger  nor  the  sphygmograph 
can  be  employed  for  its  study.  Nevertheless,  in  the 
preceding  chapters  materials  are  supplied  which  may 
help  us  at  least  to  frame  a  notion  of  the  intra-arterial 
events  occurring  beyond  the  reach  of  touch,  and  of 
sight. 

The  two  elements  of  the  pulse,  blood-stream  and 
blood-wave,  need  to  be  separately  considered. 

1.  The  Arterial  Gnrrent. 

Hitherto,  for  convenience  of  study,  we  have  iso- 
lated and  made  prominent  the  anastomotic  pulse  by 
blocking  off  the  main  pulse  at  Cf,  As  soon  as  the 
blocking  finger  is  removed,  the  direct  radial  stream 
is  set  up  again,  its  force  being  so  far  superior  as  to 
prevent  the  occurrence  of  either  stagnation  or  reflux 
within  the  radial  artery.      Its  passage,  however,  is 
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contested,  and  a  varying  proportion  of  its  systolic 
force  and  velocity  must  be  absorbed  in  the  struggle. 
Had  there  been  no  anastomotic  circulation,  the  direct 
current  would,  cceteris  paribus^  have  acquired  greater 
rapidity  than  it  now  possesses.  We  may  then  attri- 
bute to  the  anastomotic  circulation  at  least  one 
modification  of  the  direct  radial  blood-stream,  namely, 
loss  of  velocity — an  identical  effect  being  of  course 
produced  in  the  ulnar  artery  supplying  the  anasto- 
mosis. 

2.  The  Pulse-WaTe. 

Whilst  the  velocities  of  the  two  waves  are  also 
opposed  and  tend  •  to  neutralise  one  another,  their 
pressures  on  the  contrary  combine  and  add  up  to  a 
greater  pressure  than  that  individually  possessed  by 
either. 

Inasmuch  as  the  two  waves  are  nearly  synchronous, 
the  increase  in  pressure  will  be  greatest  at  or  near 
the  summit  of  the  wave  and  least  at  its  foot.  The 
alteration  in  pressure  will  therefore  be  proportionate 
in  size  to,  and  will  nearly  coincide  in  time  with,  the 
pulse-wave  at  the  wrist.  During  the  intervals  be- 
tween waves  we  shall  expect  to  find  no  departure 
from  the  normal.  In  that  respect  we  notice  a  great 
difference  between  the  pressure  effects  due  to  the 
anastomotic  wave,  which  are  intermittent,  and  those 
due  to  the  capillary  peripheral  resistance  and  to  the 
anastomotic  blood-column,  which  are  continuous.   • 

On  the  other  hand,  inasmuch  as  at  any  spot  in  the 
radial,  or,  as  the  case  may  be,  in  the  ulnar  artery,  the 
anastomotic  wave  arrives  a  little  later  than  the  main 
wave,  there  might  be  at  each  spot  a  double  crest ; 
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and  during  the  interval  between  the  crests  (wliicli 
would  last  longer  the  higher  in  the  arteiy  the 
observation  is  made)  pressure  would  be  kept  at  a 
high  level 

Fig.  160. 


Diagram  of  pulse  traciog.  showing  double  crested  summits, 
such  as  might  be  produced  by  the  direct  and  the  anastomotic 


Thus  the  wave-summit  might  be  modified  in  its 
duration,  which  would  increase  proportionately  to  the 
distance  from  the  periphery,  and  in  its  strength, 
which  would  tend  to  grow  in  proportion  to  the  size 
of  the  original  wave. 

The  Relations  of  the  Anastomotto  Oondttion 
to  the  Peripheral  Oircolatlon. 

What  influence  may  be  felt  by  the  general  circu- 
lation of  the  part  is  a  still  more  obscure  question 
than  that  relating  to  the  intra-arterial  events  in  the 
radial  and  in  the  ulnar  arteries. 

In  the  first  place,  is  the  condition  in  question  part 
of  the  normal  state,  at  least  in  some  individuals? 
The  difierent  sizes  attained  in  different  subjects  by 
the  Stiperjicialis  VoIcb  artery  suggest  this  possibility. 
In  many  subjects,  and  probably  in  the  greater 
number,  it  may  be  shown  that  the  condition  is  a 
passing  one,  and  a  question  arises  as  to  its  signifi- 
cance and  as  to  its  results  whilst  it  lasts. 
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Limiting  ourselves  to  the  cases  of  occasional  anas- 
tomotic pulse,  we  are  not  sure  that  the  condition  is 
special  to  the  radial  and  ulnar  arteries.  There  is 
reason  to  believe  that  it  is  shared  by  other  arteries 
accessible  to  the  touch.  Probably  a  transmission  of 
the  wave  is  most  likely  to  take  place  from  one  artery 
into  the  other  whenever  the  arterial  system  in  general 
is  relaxed,  the  SuperficicUis  VoIcb  then  sharing  in  the 
general  increase  in  calibra  This  is  often  observed  in 
the  large,  quick  pulse  of  fever.  The  presence  of  a 
moist  surface,  of  capillary  pulsation,  and  of  dicrotism 
sufficiently  indicates  that  the  same  relaxation  prevails 
in  the  superficial  arteries  and  in  the  capillaries  also. 

The  anastomotic  pulse  may,  however,  occur  imder 
wholly  different  circumstances,  the  intercommuni- 
cating arteries  then  widening  their  channel,  not  as 
part  of  a  general  vascular  relaxation,  but  owing  to 
generalised  constriction  of  vessels  of  smaller  size. 
As  the  arterioles  shut  off  by  their  contraction  much 
of  the  capillary  outflow,  there  is  a  local  arterial  over- 
filling. In  this  case,  instead  of  an  increased  volume 
of  the  cardiac  wave,  and  of  an  open  way  through 
the  peripheral  channels,  increase  in  peripheral  resist- 
ance is  the  apparent  cause. 

The  Znfluenoe  on  the  Pulse  and  on  the  Zotus. 

The  pulse,  assuming,  notwithstanding  previous 
remarks,  that  it  can  be  felt  lightly  without  in- 
terfering  with  its  intra-arterial  factors,  will  be 
found  greatly  to  differ  in  these  two  opposed  con- 
ditions :  large  and  relatively  soft  in  the  one,  small 
and  relatively  hard  in  the  other ;  the  tension  in  the 
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first  evanescent,  in  the  second  long  sustained.     In 
one  particular^  however,  both  puke-types  will  agree, 
namely — the  strength  of  the  ictus.     The  mechanism 
of  the  ictus  is  modified  by  the  anastomotic  pulse  in  a 
very  definite  manner.     So  long  aa  no  large  anasto- 
moses  exist,  the  rebound  takes  place  at  the  peri- 
phery ;  but  with  the  opening  up  of  a  shorter  circuit 
the  site  of  rebound  is  moved  nearer  the  heart,  and 
the  result  is  analogous  to  that  of  intercepting  the 
wave  at  the  wrist  with  the  finger.    A  special  feature 
of  variation  and  of  suddenness  arises  from  the  direct 
conflict  and  summation  of  the  two  opposed  headlong 
waves,  followed  in  due  course  by  the  rebound  from 
the  periphery.      This  partly  explains  the  slapping, 
forcible  character  of  the  ictus  in  febrile  dicrotism, 
where  an  anastomotic  pulse  and  a  capillary  pulse  are 
seldom  absent.     In  conclusion,  the  pulse  must  be  so 
much  modified  that  it  should  become  possible,  with 
advancing  experience,  to   tell  the  presence  of  the 
anastomotic  condition  by  ordinary  palpation,  without 
resorting  to  the  special  test. 

The  Znfluenoe  on  the  Peripheral  Glroulatlon. 

Whether  the  capillaries  beyond  the  anastomosis 
be  freely  patent,  or  whether  they  be  constricted, 
they  must  feel  the  influence  of  a  modified  systoUc 
shock. 

Whilst  deadening  velocity,  the  conflict  between 
the  opposing  waves  must  locally  raise  the  pressure 
of  the  beat.  If  the  arterioles  and  capillaries  be 
constricted,  much  of  this  pressure  would  simply 
recoil  from   them,   the   arterial  pulse    being    kept 
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thereby  tense  for  a  longer  time.  In  the  opposite 
condition  of  arteriolar  relaxation  the  increased  pres- 
sure would  find  free  vent  through  the  capillary 
system,  though  perhaps  with  slightly  lessened 
velocity.  Capillary  pulsation  would  be  increased, 
and  perhaps  set  up  if  previously  absent ;  whilst,  the 
artery,  owing  to  the  rapidity  of  the  ventricular  out- 
put noticed  in  these  conditions,  would  lose  pressure 
and  tension  early  in  the  wave,  and  a  dicrotic  rise 
would  subsequently  occur. 

It  would  be  interesting  to  study  how  closely  the 
anastomotic  pulse  and  dicrotism  may  be  bound  up 
together,  and  to  what  extent  their  relations  may  be 
of  a  causal  kind. 

Many  other  questions  remain  unmentioned.  In- 
deed, this  brief  sketch  cannot  pretend  to  contain  more 
than  elementary  suggestions  for  future  students. 
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CHAPTER   Xni. 

TACTILE  THRILLS. 

The  calibre  of  normal  arteries  is  so  accurately  re- 
gulated  by  the  volume  of  the  contents  that  every 
part  of  the  vessels  and  of  their  branches  is  kept  full 
There  is  not  any  room  left  for  eddies  such  as  are  apt 
to  occur  in  saccular  aneurysms ;  nor  are  there  any 
abrupt  inequalities  of  space  and  of  pressure  such  as 
may  obtain  in  cirsoid  anemysm  and  in  aneurysmal 
varix. 

By  the  pressure  of  the  observer's  finger  the  normal 
balance  is  more  or  less  altered  locally,  but  the  neces- 
sary conditions  for  the  production  of  a  thrill  ai-e  not 
set  up  in  most  cases.  Though  its  calibre  is  dimi- 
nished, the  artery  remains  full  both  above  and  below 
the  narrowed  portion  of  its  channel. 

Thrills  in  thin  tubes,  leaving  aside  any  tremulous 
movements  (see  von  Kries,  p.  47),  imparted  to  the 
tube-walls  from  without,  may  in  individual  cases 
probably  depend  upon  one  of  the  following  modes  of 
origin : 

(1)  The  passage  of  a  current  of  blood  from  a 
constricted  into  a  wider  channel ; 

(2)  The  mutual  interference  or  conflict  of  two 
opposed  currents  meeting  straight  or  at  an  angle. 
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(3)  Whether  mere  waves  of  pressure,  meeting 
from  opposite  directions,  are  competent,  indepen- 
dently of  any  change  in  the  direction  of  the  flow,  to 
set  up  by  their  mutual  interference  any  perceptible 
thrUl  is  a  question  which  the  writer  is  not  able  to 
discuss.  Local  conditions  of  this  kind  are  to  be 
found  in  the  circulation  :  but  in  each  case  it  is 
possible  to  attribute  the  thrill  observed  to  the  agency 
described  under  (1). 

Provisionally,  then,  we  need  only  consider  two 
kinds  of  thrill :  those  produced  by  eddies  in  a  stream 
flowing  in  one  and  the  same  direction,  but  through  i 
channels  of  uneven  diameter ;  and  those  set  up  by 
the  conflict  of  directly  opposed  currents,  or  by  the 
confluence  of  currents  meeting  at  an  angle. 

Thrills  prodnoed  as  a  Result  of  Vascular 
Oonstrlotlon. 

Familiar  instances  of  this  variety  are  the  venous 
thrills  in  the  neck,  and  the  thrill  which  is  set  up  in 
the  carotid  by  awkward  postures  in  recumbency. 
The  same  mischanism  explains  the  common  thrills 
observed  in  arterio-venous  communications  and  in 
many  arterial  aneurysms,  at  the  moment  of  their 
systolic  filling  and  of  their  diastolic  emptying. 
Again,  valvular  cardiac  thrills  are  accounted  for  in 
the  same  way. 

The  Arterial  ThrUls  at  the  Wrist. 

But  we  are  mainly  interested  in  the  thrills  at  the 
wrist.  They  are  occasionally  felt  in  two  situations : 
dose  to  the  bend  of  the  wrist — ^and  in  the  hollow 
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of  the  wrist,  over  the  usual  site  of  palpation  for  the 
radial  pulse. 

The  thrill  at  the  end  of  the  wrist  is  felt  in  some 
subjects  as  it  were  spontaneously;   but  it  may  be 
lost  and  then  difficult  to  find  again.     This  circum- 
stance had  led  the  writer  to  imagine  that  it  might  be 
due  to  wave-interference,  between  the  later  phases  of 
the  systolic  wave  and  the  rebound-waves,  which  arise 
not  only  from  the  continuation  of  the  radial  itself, 
but  also  from  the  Superficialis  Voice.     It  is  indeed 
conceivable   that  the  minute  want  of  synchronism 
between  these  two  rebounds  may  alone  explain  the 
thrill,  altogether  independently  of  the  systolic  wave. 
The  first  supposition   is,  however  favoured  by  the 
circumstance  that  a  thrill  is  often   obtained  higher 
up,  in  the  hollow  of  the  wrist,  where  no  important 
rebounds    meet.      But,   as  previously    stated,   the 
author  is  unable  to  give  any  proof  of  the  possibility 
of  thrills  arising  from  mere  conflict  between  waves, 
even  when  the  damping  effect  of  vascular  tension  is 
removed,   and    even    when   the    conflicting    waves 
possess   different   velocities  and  pressure ;  and  he 
prefers  to   regard  this   as  another  instance  of  the 
effect  of  pressure  and  vascular  constriction,  in  this 
case  assisted  or  complicated  by  the  immediate  vicinity 
of  a  bony  surface. 

The  thrill  at  the  hollow  of  the  wrist  is  less  erratic, 
and  can  be  readily  obtained  again,  in  any  subject 
presenting  it,  by  a  careful  accommodation  of  the 
pressure  of  the  finger.  The  degree  of  pressure 
needed  in  each  case  lies  somewhere  between  ii  and 
iv,  usually  nearer  iv  than  ii ;  that  is,  the  artery  needs 
to  be  considerably  narrowed. 
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It  is  sometimes  possible  to  distinguish  two 
thrills,  differing  in  their  site  as  well  as  in  the 
pressure   producing  them.      One  of  them   extends 


Fia.  161. 


yoooooc 


Thrill  felt  by  the  entire  finger  surface  in  contact  with  the 
arterj — (nsnallj  with  pressure  iii). 

under  the  entire  width  of  the  pulp,  and  is  produced 
by  that  degree  of  pressure  which  elicits  the  inter- 
mediate ictus.  The  other  needs  a  higher  pressure, 
verging  upon  pressure  iv,  and  the  thrill  becomes 
localised  to  the  small  arterial  wedge  still  remaining 
patent  under  the  proximal  side  of  the  finger. 

FlO.  162. 


Thrill  limited  to  proximal  half  of  finger-tip— under  pressure  iy. 

It  must  not  be  concluded  that  the  radial  thrill  can 
only  be  obtained  with  pressure  iii  Sometimes  it 
may  be  felt  with  pressure  ii ;  it  is  then  localised 
under  the  distal  half  of  the  finger-pulp  (see  Fig.  163). 
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In  all  these  cases  the  thrill  is  systolic  and  precedes 
the  ictus.  This  gives  us  a  ready  means  of  demon- 
strating the  existence  of  the  wave-period  anterior  to 

Fig.  163. 


Thrill  oooasionallj  limited  to  distal  half  of  finger-tip— 
under  pressure  ii 

the  pulse-beaty  which  is  so  easily  overlooked,  and 
which  in  the  sphygmogram  occupies  so  brief  an 
interval 

Under  the  finger  the  fine  and  rapid  thrill  seems  to 
multiply  the  time,  and  lends  apparent  duration  as 
well  as  prominence  to  this  neglected  section  of  the 
wave. 

The.  Meohaniflm  of  the  Thrill. 
The  Part  Plajed  hj  the  Finrer. 

The  conditions  leading  to  thrill  are  partly  supplied 
by  the  pulse,  partly  by  the  finger  applied  to  it. 

The  part  played  by  the  finger  needs  some  ex- 
planation. When  a  live  fly  is  placed  in  an  inflated 
paper  bag,  the  noise  which  it  produces  is  not  neces- 
sarily accompanied  with  thrill.  If  the  paper  bag  be 
gradually  flattened  so  as  to  confine  the  fly  to  one 
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comer,  thrill  will  be  set  up,  and  its  pitch  will  seem 
to  increase  as  the  space  is  narrowed. 

When  the  finger  is  applied  with  pressure  ii  (see 
p.  97),  a  fairly  wide  channel  is  left  for  the  further 
progress  of  the  systolic  wave.  When  the  pressure 
is  increased  to  iv,  the  arterial  channel  is  considerably 
reduced  or  even  blocked,  and  with  pressure  v  it  is 
absolutely  obliterated.  Pressure  iii,  the  only  one 
which  enables  us  to  feel  in  each  pulsation  the 
systolic  wave  and  its  rebound  (although  both  waves 
are  reduced,  and  chiefly  of  course  the  back-wave), 
supplies  the  conditions  most  nearly  approaching 
those  suggested  by  the  instance  of  the  fly.  The 
superficial  and  the  deep  parietes  of  the  flattened 
vessel  are  so  closely  approximated  by  the  pressure  of 
the  finger  as  to  be  set  into  vibration  by  the  oscilla- 
tions of  their  contents,  and  the  vibration  is  com- 
municated to  the  finger  itself  The  oscillations  are 
not  spontaneous  as  in  the  rough  simile  we  have 
given.  Their  origin  is  probably  always  artificial. 
As  to  the  mechanism  of  their  production  a  few  sug- 
gestions may  be  ofiered. 

The  Zntra-Arterial  Conditions  Xieadinr  to  Thrill. 

The  thrilling  pulse  (pulsus  vibratus,  tremvluSy 
serraticSy  &c.)  was  perhaps  better  known  to  ancient 
physicians  and  to  those  of  the  past  century  than  to  our 
contemporaries.  The  prevalence  of  heroic  bleeding 
may  have  formerly  caused  it  to  be  more  frequent. 
It  may  also  be  that  we  read  and  hear  less  about 
tlirills,  because,  not  being  readily  taken  up  by  the 
sphygmograph,   they    have    not    found  a  place  in 
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sphygmojfraphic  nomenclature,  and  have  dropped  out 
of  notice. 

Dr.  Sansom,  however,  gives  in  his  valuable  book  * 
a  tracing  of  a  pulse  showing  multiple  vibrations  from 
a  boy  the  subject  of  hemophilia.  "When  the 
serrations  are  not  due  to  muscular  tremor,  they  arise 
from  vibrations  of  the  wall  of  the  artery  itself.  They 
may  occur  when  the  tension  is  low,  but  they  are  also 
frequently  manifested  in  the  sphygmograms  of  pro- 
longed tension." 

The  correctness  of  the  current  impression  that 
thrill  in  the  pulse  is  indicative  of  low  tension  and  of 
deficient  volume  and  strength  of  the  wave,  can  hardly 
be  put  in  question.  Suitable  manipulations,  by  which 
the  blood-supply  to  the  artery  under  observation  can 
be  diminished  at  will,  afford  demonstration  on  this 
point.  The  Jirst  requisite  in  producing  a  fictitious 
thrill  in  a  normal  pulse  is  to  lessen  its  contents. 
The  second  requisite  is  to  feel  for  the  thrill  with  a 
swfficiently  light  Jinger-pi^essure. 

We  may  from  this  infer  that  the  mechanism  of 
thrill  is  the  vibration,  in  a  partly  collapsed  artery ^  of 
a  much  reduced  hlood'Stream,  as  it  parses  points 
where  the  light  pressure  has  produced  close  approx^ 
inflation  of  the  opposed  sides  of  the  artery. 

Since  the  vibration  would  occur  on  either  side  of 
the  constriction,  this  explanation  applies  to  the 
apparently  diverging  cases  of  the  thrills  felt  at  the 
site  of  the  proximal  and  of  the  distal  ictus,  as  well 
as  to  the  thrill  felt  with  pressure  iii  under  the  middle 
of  the  pulp. 

*  «*  The  Diagnosis  of  Diseases  of  the  Heart  and  Thoracic  Aorta.'*  By 
A.  Ernest  Sansom,  M.D.,  F.KC.P.  Lond.    Griffin  &  Co.,  1892» 
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As  with  the  mighty  thrill  of  a  flapping  sail,  the 
first  essential  is  a  relaxation  of  the  membrane,  and 
this  is  brought  about  by  relative  emptiness  of  the 
artery.  A  simple  means  of  carrying  out  this  condi- 
tion will  be  pointed  out  in  connection  with  the 
influence  of  attitude  on  the  pulse  (see  p.  406). 


Thrills  Frodaoed  by  Conflict  or  Oonflnenoe 
of  Onrrents. 

The  occurrence  of  thrills  in  circumstances  of  this 
kind  is  &miliar  to  us  in  aneurysmal  varix  and 
varicose  aneurysm,  and  in  various  other  instances 
outside  the  body.  The  thrill  of  arterio-venous  inter- 
communications is  peculiarly  instructive  in  respect 
of  the  diflerence  in  tension  and  in  blood-pressure 
existing  in  the  two  vessels.  In  the  relative  loose- 
ness of  the  venous  membrane  we  recognise  the  fiictor 
which  has  been  discussed  above. 

A  perfect  instance  of  conflict  of  currents  is  supplied 
by  the  anastomotic  pulse,  in  which  thrill  might 
almost,  d  priori^  have  been  expected.  It  was  in 
connection  with  an  experiment  on  the  anastomotic 
pulse  that  this  probability  first  occurred  to  the 
author.  A  thrill,  however,  was  not  to  be  found  in 
the  absence  of  favouring  circumstances. 

Experiment  XL. 

K  the  pulse  be  felt  in  the  ordinary  way  in  a 
subject  presenting  an  anastomotic  wave,  no  thrill 
will  be  detected.  The  pulse-pressure  and  the  vascular 
tension  are  too  high,  owing  to  the  double  supply  of 
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blood  and  of  pressure.  The  arterial  walls  are  too 
much  on  the  stretch  to  respond  to  any  fluid  vibrataon 
of  their  contents.  They  need  first  to  be  relaxed,  and 
the  blood-stream  to  be  reduced. 

An  easy  method  is  to  grasp  the  upper  wrist  from 
the  radial  side  with  both  hands,  with  thumbs  in 
apposition  under  the  arm,  and  to  place  both  ring 
fingers  on  the  artery.     These  may  at  any  moment  be 


Position  of  the  obsenrer's  fingers  prenoiis  to  the  experi- 
ment. Both  ring-fingers,  Cf  and  Df,  control  the  size  of  the 
artery,  whilst  the  fore-finger  i^ffeds  for  the  thrill. 


pressed  down  so  firmly  as  to  stop  both  waves;  or 
simultaneously  relaxed ;  or,  lastly,  relaxed  alternately. 
Meanwhile  the  efiect  is  watched  by  one  of  the  index 
fingers  (or  by  both)  applied  to  the  artery.  The 
extent  to  which  an  even  moderate  relaxation  of  the 
obliterating  pressure  sends  up  the  volume  and 
strength  of  the  returning  pulse  will  be  at  once 
noticed  on  trial.  It  is  therefore  necessary  to  raise 
the  compressing  fingers  very  gradually  until  a  point 
is  reached  when  a  feeble  pulse  is  felt,  and  with  it  a 
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thrilL  This  thrill  has  appeared  to  the  author  to  be 
the  product  of  both  currents ;  but  on  this  point  it 
would  be  rash  to  speak  positively,  since  almost  pre- 


ShowiDg  how  the  direct  and  the  anastomotic  currents, 
reduced  and  equalised  by  snitable  pressures,  maj  set  up  a 
thrill  by  their  conflict. 

cisely  analogous  conditions  lead  to  a  thrill  in  the 
cases  free  from  anastomotic  complication,  which  we 
have  described  above.  The  whole  subject  is  one 
needing  much  study. 
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CHAPTER  XIV. 
DICROTISM  AND  ITS  FACTORS. 

A  toLCtile  study  of  dicrotism  cannot  be  included  in 
these  pages,  the  author  not  having  reached  this 
difficult  stage  in  the  tactile  analysis  of  the  pulse. 
His  only  contribution  to  the  subject  are  observations 
of  a  mixed  tactile  and  sphygmographic  character 
concerning  the  moment  of  the  dicrotic  wave  (see 
p.  395).  Nevertheless,  he  would  venture  a  few  criti- 
cisms and  suggestions  which  arise  out  of  the  studies 
detailed  in  previous  chapters. 

**  Dicrotism  "  not  being  bound  up  with  any  struc- 
tural defects,  the  resemblances  between  the  normal 
and  the  "  dicrotic  "  wave  should  be  at  least  as  great 
as  their  differences,  and  there  should  be  mutual  help 
in  the  study  of  the  two  waves,  the  constituents  of 
which  are  the  same,  the  proportions  only  being 
altered.  Theories  which  introduce  new  factors,  or 
suppress  those  belonging  to  the  normal  pulse,  would 
lose  thereby  some  of  our  confidence.  Thus,  the 
dicrotic  wave  is  probably  best  studied  in  the 
"  dicrotic  "  tracings,  where  it  stands  strictly  isolated, 
by  a  clear  interval,  from  the  primary  wave :  diminish 
the   rise   and  the  interval,  and  the  normal   tracing 
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should  be  restored.  Conversely  we  should  endeavour 
to  imagine  under  the  normal  tracing  the  outlines  of 
a  primary  wave,  of  a  deep  depression,  and  of  a  great 
secondary  rise. 


THE  PECULIARITIES  OF  THE   DICROTIC  PULSE. 

An  enumeration  of  the  peculiarities  connected  with 
the  "dicrotic  puW  will  facilitate  our  study.  Among 
them  we  notice  : 

(1)  Frequency  of  heart  beat ; 

(2)  Eather  rapid   systole — in    other  words,   early 

sigmoid  closure ; 

(3)  Relatively  great  initial  energy ; 

(4)  Early  and  great  fall  of  pressure ; 

(5)  Considerable  subsequent  rise  of  pressure ; 

(6)  The  skin  usually  warm  and  often  moist ; 

(7)  Capillary  pulsation  usually  to  be  detected. 
And  on  close  inspection  of  tracings  we  observe  the 

following  sphygmographic  features : 

(8)  Steep  ascent  to  a  single  apex  ; 

(9)  Eapid  and  deep  fall  to  the  base  line,  without 

predicrotic  wave ; 

(10)  More  or  less  broad  trough,  contrasting  with  the 

sharp  primary  summit; 

(11)  The  dicrotic  ascent  is  oblique  and  curved,  or 

even  may  have  a  faint  angular  projection  ; 

(12)  The  dicrotic  apex  is  blunt  and  broad,  and  its 

fall  is  more  oblique  than  that  of  the  primary 
wave; 

(13)  It   occurs  late  in  the   sphygmogram,  and  its 

delay  increases  with  the  frequency  of  the  pulse. 
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THE  REGIONS   OF  PERIPHERAL  AND  OF  CENTRAL 
REBOUND   IN  THE  TRACING. 

We  may  hypothetically  consider  two  r^ons  in 
the  sphygmogram.  The  earlier  one,  down  to  the 
dicrotic  trough,  would  contain  not  only  the  primary 
cardiac  wave  or  waves,  but  also  the  early  peripheral 
rebounds,  both  of  the  descending  (centrifiigal)  and  of 
the  ascending  variety.  The  later  period  would 
include  the  large  central  rebound  or  dicrotic  wave, 
and  also  any  later  peripheral  rebounds  such  as 
described  by  von  Frey  as  rebound  waves  of  the 
second  and  third  order. 

Obviously  the  first  of  these  periods  in  the  tracing 
belongs  as  it  were  to  the  vessel  under  observation. 
Descending  peripheral  rebounds  from  other  vessels 
would  be  included,  but,  we  may  disregard  them, 
since,  at  this  stage,  even  the  much  larger  cardiac 
wave  leads  to  no  visible  back  wave. 

On  the  contrary,  the  second  period  of  the  tracing 
registers  events  occurring  at  a  distance,  as  well  as 
local  ones. 

In  "  dicrotic  "  tracings  the  earlier  period  is  one  of 
absolute  smoothness,  as  in  tracings  from  aortic  regur- 
gitation ;  but,  from  the  latter  they  difter  in  preserving 
the  same  smoothness  to  the  bottom  of  the  dicrotic 
notch.  No  peripheral  rebounds  are  visible.  Whether 
the  rebounds  are  absent,  or  latent  only,  we  shall 
consider  later  on. 
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THE  PERIPHEBAL  FACTORS,  BBBISTANCE  AND 
ELASTICITY  ;    AND  THE  ABTBBIAL  ELASTIC  REACTION. 

The  Diorotio  WaTe  in  the  ITomial,  and  in 
the  **  Dicrotic'*  Tracinr* 

With  diminishing  peripheral  resistances  we  might 
expect  to  find  shorter  elastic  reactions — i.Cy  a  quicker 
stretch  and  a  quicker  recoil  of  the  aorta  and  arteries. 

Supposing  ihe  periphery  offered  no  resistance,  but 
a  steadily  widening  lumen,  then  a  single  oscillation 
of  the  arteries  would  rapidly  dispose  of  each  systolic 
injection.  The  normal  pulse-trace  shows,  however, 
that  there  is  a  sustained  resistance.  Though  the 
duration  of  systole  be  only  a  fraction  of  the  time,  the 
pulse-wave,  both  in  aortic  and  in  radial  tracings, 
occupies  the  whole  time  between  beata  The  base 
line  is  not  reached  until  the  moment  when  the  next 
rise  is  about  to  set  in. 

In  the  "dicrotous"  pulse  this  fulfilment  occurs 
very  soon  after  the  end  of  the  short  systole.  The 
base  line  is  reached  at  one  drop,  and  we  may  for  the 
present  assume  that  the  blood-wave  has  passed 
beyond  the  radial  sphygmograph ;  for  if  it  had  not, 
how  could  the  lever  fall  so  low  ? 

This  fall  to  the  base  line  would  show  that,  in  the 
'*  dicrotic  "  pulse,  the  dicrotic  rise  is  always  indepen- 
dent of  the  primary  wave ;  not  one  compounded,  as 
in  the  healthy  tracing,  of  the  remainder  of  the 
primary  wave  +  the  superadded  dicrotic  wave. 

In  other  words,  the  dilating  capillaries  would 
absorb  the  wave  to   such  an  extent  that  its  fall 
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would  be  rapid  and  complete ;  conditions  arising 
whenever  the  peripheral  arterioles  are  widened^  and 
the  capillaries  made  so  pervious  as  to  transmit  a 
systolic  impulse  as  far  as  the  radicles  of  the  veins, 
especially  if  the  amount  of  blood  propelled  be 
moderate  and  the  force  of  systole  relatively  great ; 
in  a  word,  precisely  those  conditions  which  we  find 
in  the  pulses  described  as  fully  dicrotic  and  m 
h\'per-dicrotic. 


Fta,   166. 
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FoUj  dicrotic  poise  tracing  (lower  line):  the  notch  de> 
scends  to  the  base  line.  The  dicrotic  wave  is  isolated  from 
the  systolic  wave. 

Thus,  in  the  fully  dicrotic  tracing  *  the  primary 
rise  is  considerable,  but  quickly  ended.  The  aortic 
elastic  reaction  is  prematurely  extinct,  and  should  be 
difficult  to  resuscitate,  short  of  a  fresh  outflow  from 
the  ventricle.  Nevertheless,  a  second  wave  of  pres- 
sure passes  under  the  lever  of  the  sphygmograph. 
The  lever,  in  the  special  case  of  the  hyper-dicrotic 
pulse,  has  not  even  time  to  fall  again  to  the  ftdl 
depth  of  the  dicrotic  trough,  before  it  is  carried  up 
by   the  following  heart-wave ;   whilst  in  the  fully 

•  The  same  reasoning  wonld  applj  to  the  hyper-dicrotic  pulse. 
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"dicrotic"  trace  it  returns  to  the  bottom  of  the 
trough  before  being  lifted  again  by  the  next  pulsa- 
tion. 

Fro.  167. 
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Hjper-dicrotic  pulse.    Deep  level  reached]  by  the   notch . 
The  dicrotic  wave  isolated  from  the  systolic  wave,  but  inter- 
cepted in  its  fall  bv  the  subsequent  systolic  rise. 

Since  the  heart  is  certainly  not  responsible  for  this 
second  rise,  we  must  look  for  some  other  pumping 
force ;  this  must  be  of  the  nature  of  a  reflux-wave, 
occurring  after  an  interval  of  abeyance  of  pressure, 
such  as  can  only  be  obtained  in  tubes  of  great 
expansibility. 

The  Site  of  the  DioroUo  Rebound. 

The  heart  has,  therefore,  no  direct  share  in  pro- 
ducing the  dicrotic  wave.  In  normal  pulses  free  from 
capillary  pulsation,  the  rebound  is  supposed  to  take 
place  at  the  entrance  of  the  capillaries.  Even  here, 
we  must,  however,  assume  that  the  capillary  area  is 
capable  of  absorbing  a  portion  of  the  blood  and  of 
undergoing  slight  distension  by  it,  leading  to  a 
returning  wave  of  elasticity,  in  addition  to  the 
relatively  more  prominent  7vave  of  rebound. 
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GapillaiT  Fnlsation,  and  the  Blsstioit  j  of  the 
Feiipheiml  Tisenee  ia  Helatloa  to  it. 

In  the  normal  state  capillaries  show  no  pulsation, 
partly  because  the  arterioles  are  too  much  narrowed 
to  allow  laige  waves  to  travel  on,  partly  because 
their  own  diameter  is  so  very  small  as  to  deaden  the 
wave  by  friction. 

Failing  these  checks,  capillary  pulsation  occurs: 
a  blood-reservoir  far  exceeding  the  capacity  of  the 
aorta,  is  put  under  systolic  tension  by  the  heart- 
wave.  Owing  to  its  great  thinness,  the  capillary 
wall  has  not  any  considerable  elastic  reaction  of  its 
own.  The  so-called  capillary  tension  and  elastic 
reaction  are  really  in  great  measure  those  of  the 
surrounding  juices,  tissues,  membranes,  and  especially 
of  the  skin  itself,  as  may  be  seen  and  felt,  in  these 
conditions,  at  the  tip  of  the  fingers.  The  amoimt  of 
energy  stored  up  at  each  beat  and  again  set  free 
into  the  arterial  system,  will  be  obviously  propor- 
tionate to  the  velocity  and  amount  of  the  systolic 
charge,  and  to  the  stretch  and  recoil  of  the  pulsating 
textures. 

By  transmitting  the  systolic  wave  to  the  relaxed 
capillaries,  the  arterioles  have  opened  up  not  only  a 
most  rapidly  receptive  and  ample  reservoir,  but  one 
possessing  an  extraordinary  power  of  recoil,  as  well 
as  of  expansion,  differing  of  course  in  each  subject. 

The  Venules  ia  Helatioa  to  Oaplllarj  Fnloatioa. 

This  great  individual  variety  might  alone  explain 
a  divergence  in  the  aspect  of  tracings ;  but  there  are 
other  modifying  agents  which  will  largely  influence 


Digitized  by 


Google 


OF  DICROTISM.  889 

the  kind  and  the  amount  of  dicrotism.  Chief  among 
these  is  the  share  of  the  capillary  recoil  expended  on 
the  venous  circulation.  Observation  suggests  that 
this  amount  may  be  a  very  variable  one. 

Let  us  consider  for  a  moment  the  venous  boundary 
of  a  capillary  district.  On  this,  as  on  the  arterial 
side,  although  perhaps  not  to  the  same  extent,  there 
is  a  large  excess  of  the  number  of  papillaries  over 
that  of  the  venules.  Under  ordinary  circumstances, 
the  latter  would  be  amply  supplied  by  the  blood 
output  from  the  capillaries.  Should,  however,  the 
capillaries  become  dilated,  relative  pressure  might  be 
set  up  within  the  venules.  Now  the  greater  the 
pressure  within  the  venules,  so  much  the  larger  will 
be  the  recoil  occurring  into  the  arterial  system.  In 
this  case  the  peripheral  resistance  has  shifted  one 
step  beyond  the  capillaries,  to  the  venules.  It  is 
possible,  however,  to  push  the  argument  yet  another 
step  (and  for  this  we  have  some  warrant  in 
clinical  peculiarities  actually  observed) :  we  might 
suppose  that  at  times  a  contraction  of  the  venules 
takes  place  (analogous  to  that  constantly  recmring 
within  arterioles),  which  would  influence  distally  the 
capillary  circulation. 

Taking,  however,  the  simple  case  of  dilatation 
extending  to  capillaries  and  venules,  as  well  as  to 
arterioles,  the  systolic  wave  under  these  circum- 
stances (and  under  these  circumstances  alone)  would 
have  scope  to  develop  itself  onwards  into  the  venous 
system.  Normally,  this  is  not  possible,  the  head  of 
the  wave  striking  against  the  capillaries  of  the 
periphery  before  its  hinder  extremity  has  left)  the 
heart.     It  would  follow  that,  if  normally  the  head  of 


Digitized  by 


Google 


890  THE  FACTORS 

the  wave  had  given  in  the  radial  tradng  any  sign 
of  its  rebound  from  the  periphery,  the  radial  tracing 
of  the  cases  in  question  (capillary  pulsation),  would 
give  no  visible  sign  of  such  rebound.  If  we  turn  to 
sphygmograms  of  fully  dicrotic  or  hyper-dicrotic 
pulses,  we  shall  verify  the  apparent  alienee  of  a 
pre-dicrotic  rise  and  fall.  Its  absence  is  not,  how- 
ever, an  invariable  peculiarity  of  pulsation  in  the 
capillaries,  though  it  seems  to  be  a  constant  feature 
of  the  very  rapid  dicrotic  pulses. 

The  relaxation  of  both  sub-capillary  districts, 
coinciding  with  that  of  the  capillary  district,  would 
throw  upon  the  peripheral  soft  parts  very  consider- 
able systolic  stress,  whilst  rapidly  absorbing  the 
systolic  wave  into  a  widely  dilated  lumen ;  conditions 
exactly  suited  to  produce  the  features  of  the  dicrotic 
pulse.  Though  the  blood  would  pass  through  at  an 
increased  rate,  thus  keeping  up  the  extremely  rapid 
heart-beat,  it  would  not  fail  to  excite  a  powerfiil 
peri- vascular  pressure  and  elastic  reaction.  Assuming 
the  latter  to  be  fairly  constant  in  its  time,  even  in 
different  individuals,  the  strange  anomaly  of  the 
hyper-dicrotic  and  of  the  monocrotic  tracings  would 
be  more  readily  explained  ;  the  waves  racing  each 
other  being  of  veiy  different  origin — ^the  one  due  to 
the  heart,  the  other  to  the  pulsating  tissues  at  the 
periphery. 

The  Hebound-WaTe,  and  the  Wave  of 
Blastio  aeooil. 

The  peripheral  throbbing  (e.gr.,  of  the  finger-tips) 
seen  in  the  bearers  of  a  dicrotic  pulse,  is  too  marked 
a  vascular  condition  to  fail  to  leave  an  unmistakable 
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record.  It  is,  we  wonld  suggest,  twice  registered  in 
the  tracing :  first,  as  a  great  fall  of  pressure ;  and, 
secondly,  as  the  great  dicrotic  rise ;  the  first  accom- 
panying the  visible  pulsation  or  stretch  ot  the  skin, 
the  second  the  visible  cutaneous  recoil;  both  stretch 
and  recoil  being  of  course  imderstood  to  belong  also 
to  the  capillaries  and  to  the  tissues  of  the  part. 
The  great  elastic  oscillation  wiU  vary  in  size  accord- 
ing as  the  capillary  sluice  is  thrown  more  or  less 
widely  open.  K  much  widened,  the  capillary  way 
will  present  no  obstacle,  and  will  produce  no  re- 
bound, unless  it  be  a  negative  rebound,  which  might 
well  have  a  share  in  deepening  the  predicrotic 
trough  If,  on  the  contrary,  access  to  the  capillaries 
be  much  limited,  there  will  be  little  elastic  oscilla- 
tion, but  much  wave  rebound,  of  the  positive  kind.* 

Even  in  spite  of  arteriolar  constriction  the  capil- 
laries must  absorb  some  portion  of  the  systolic  blood, 
and  undergo  slight  distension  by  it,  leading  to  a 
return- wave  of  elasticity ;  this  is  the  normal  dicrotic 
wave,  much  more  feeble  than  that  witnessed  in 
"  dicrotism,"  the  more  obvious  event  being  that  of 
wave-reflection. 

This  view  differs  firom  on  older  one  which  localised 
the  elastic  reaction  in  the  aortic  and  in  the  arterial 
me  mbrana  Let  us  repeat  that  in  "  dicrotism,"  this 
membrane  is  not  long  kept  under  tension.  It  is  on 
the  capillary  system  that  stress  is  mainly  thrown. 
At   the  same  time  we  are  familiar  with  powerful 

*  This  is  the  combination  noticed  in  typical  nncomplicated  casen  of 
aortic  regnigitation,  where  the  predicrotic  wave  is  relatively  the  hunger 
one.  It  cannot  be  said,  however,  that  in  this  case  the  arterioles  are 
contracted,  more  probably  the  venules. 
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aortic  throbbings,  in  particular  with  the  so-called 
abdominal  pulsations ;  these  we  may  probably  r^ard 
as  the  counterpart  of  the  dicrotic  condition — ^viz.,  as 
the  result  of  capillary  constriction  (within  the 
visceral  area),  and  of  aortic  stretching.  Livestigation 
of  this  point  might  lead  to  interesting  results  in  the 
future. 
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CHAPTER  XV. 

FURTHER  ANALYSIS  OF  THE  DICROTIC 
EVENTS. 

On  the  Absence  of  a  Sredlorotio  Bise  and  Fall 
in  ''Diorotio^^  Tracings. 

Does  the  disappearance  of  any  indication  of  the 
predicrotic  wave  from  the  smooth  descent  of  the  first 
part  of  the  tracing  justify  a  conclusion  that  the  wave 
is  absent?  Some  collateral  importance  attaches  to 
this  question.  Roy  and  Adami  hold  that  the  wave 
has  disappeared. 

In  the  dicrotic  pulse,  Roy  and  Adami  find  not  only 
a  more  rapid  and  deeper  drop,  but  also  an  earlier 
one.  According  to  them  there  is  no  outflow  re- 
mainder after  the  papillary  contraction,  which  is 
supposed  to  have  expelled  the  ventricular  contents 
at  one  jerk ;  whilst,  somewhere  in  the  long  drop  that 
follows,  fits  the  time  of  the  sigmoid  valve  closure. 
In  other  words,  one  of  the  constituent  parts  of  the 
pulse-wave  has  dropped  out,  as  the  result  of  increased 
rapidity  of  systole. 

This  apparent  loss  of  the  predicrotic  wave,  which 
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most  tracings  confirm,'^  is  an  argument  for  r^arding 
it  as  produced  outside  the  heart,  as  a  wave  of 
rebound.  Had  it  been  a  direct  product  of  the 
heart's  contraction,  why  should  it  have  totally  dis- 
appeared? 

Viewed  merely  as  an  intra-arterial  rebound- wave, 
independent  of  intra-cardiac  pressure,  the  predicrotic 
wave  could  be  imagined,  without  calling  to  aid  so 
big  a  postulate,  to  be  open  to  varied  fortunes,  even 
to  the  point  of  total  eclipse.     For  it  is  conceivable 
that  the  wave  may  be  not  entirely  absent,  though 
submerged  by  some  great  fall  of  pressure,  or  caught 
up  by  some  great  rise  coinciding  with  it.     We  need 
hardly  look  for  it  at  any  point  in  the  tracing  beyond 
the  region  of  semilunar  closure,  since  the  quick  systole 
of  dicrotism  would  promote  its  early  rather  than  its 
late  appearance.     The  predicrotic  rise  could  hardly 
then  lie  disguised  at  the  bottom  of  the  broad  dicrotic 
depression,  or  be  included  within  the  dicrotic  wave 
itself.     Less  improbable  is  a  suggestion  that  it  may, 
by  reason  of  the  rapidity  of  the  events,  form  some 
part  of  the  slight  width  presented  by  the  primary 
summit   in   some  dicrotic  tracings.      The  majority^ 
however,  of  the  latter  culminate  in  an  acute  angle 
rather  than  in  a  plateau. 

Bearing  in  mind  that  at  best  it  can  only  be  a  very 
small  wave,  owing  to  its  conjunction  with  large 
dicrotism,  we  may  provisionally  assume  that,  although 
it  may  have  been  started  as  in  any  normal  pulse- 

*  Some  of  the  byper-dicrotio  pulsations  in  Fig.  170,  p.  898,  (after 
inhalation  of  amjl  nitrite)  show  an  unmistakable  predicrotic  wave ;  and 
in  one  or  two  of  them  this  is  preceded  by  an  undulation  in  the  primary 
downstroke. 
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wave^  it  has  become  lost  in  the  fpreat  post-systolic 
fall  of  pressure  which  combines  with  the  negative 
rebound  from  the  dilated  capillane& 

The  Position  Oooupled  in  the  Traoing  by  the 

DioroUo  Summit;  or  the  Relative  Time 

of  the  DioroUo  Wave. 

Arterial  conduction  and  peripheral  delay  are  the 
two  influences  which  must  tell  on  the  time  kept  by 
the  wave ;  and  of  these  the  latter  presents  the  more 
palpable  variations,  for  the  capillary  pulsation  asso- 
ciat'Od  with  extreme  dicrotism  has  an  appreciable 
duration.  The  rapidity  of  arterial  conduction  also 
varies  {cf.  p.  200),  but  in  a  less  important  degree, 
in  spite  of  the  much  greater  distance  involved.  Thus 
with  an  average  intra-arterial  pressure  and  velocity 
the  relative  time  will  be  regulated  mainly  by  the 
peripheral  factor.  If  this  also  should  remain  un- 
changed, the  position  of  the  dicrotic  rise  in  the  tracing 
will  remain  constant. 

The  peripheral  delay  will  be  greatly  modified  if 
the  capillary  elastic  reaction,  instead  of  being  almost 
suppressed,  is  brought  into  full  play.  The  elastic 
reaction-time  seems  to  be  less  variable  than  the 
reboimd-time.  At  any  rate  it  is  not  ruled  like  the 
latter  by  the  intra-arterial  pressure  and  velocity. 
Hence  if  the  pulse  should  quicken,  the  dicrotic  wave 
need  not  keep  abreast  with  the  systolic  wave.  It 
is  relatively  late,  as  in  the  **  dicrotic "  and  **  hyper- 
dicrotic  "  pulses — it  may  even  be  absolutely  late, 
that  is,  too  late  to  be  recorded  in  the  tracing  of  the 
pulse-wave,  as  in  the  monocrotic  variety. 
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ITie  variations  in  the  dicrotic  time  under  patho' 
logical  influences  will  probably  become  an  interesting 
subject  for  study.  For  the  present  let  us  merely 
allude  to  the  respective  time  differences  brought 
about  by  obliterating  the  radial  artery  above  and 
below  the  sphygmograph  in  any  normal  subject 

Variations  ia  the  **  Diorotio  Time  **  ia  Obliteration 
of  the  Arterj  Above  or  Below  the  SphTrmorraph. 

If  it  were  possible  to  cut  off  entirely  the  partial 
capillary  reaction  occurring  even  with  moderately 
constricted  arterioles,  the  peripheral  delay  would  be 
much  shortened  and  the  dicrotic  time  made  earlier. 

Fig.  168. 
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False  tracing  above  the  block  (same  as  Fig.  154).  The 
vertical  lines  point  to  the  apex  of  the  dicrotic  wave,  enabling 
the  distance  of  the  latter  from  both  ends  of  the  poise- wave  to 
be  measured. 

This  can  be  done  within  the  district  of  the  artery 
under  investigation ;  but,  since  the  dicrotic  wave  is 
supposed  (see  p.  256)  to  be  a  sum  of  peripheral  re- 
bounds from  the  whole  body,  focussed,  as  it  were, 
and  reflected  again  by  the  aorta,  so  slight  a  local 
perturbation  could  hardly  be  expected  to  affect  the 
wave-time.      An  inspection  of  the   tracings  shows. 


Digitized  by 


Google 


OP  THE  DICROTIC  EVENTS.  897 

however,  that  an  appreciahle  difference  is  made, 
which  will  need  some  explanation.  Thus  in  Marey's 
tracing  (loc.  cit.^  Fig.  159),  and  in  the  author's 
tracing  (Fig.  168),  both  taken  above  the  seat  of  com- 
pression, the  results  of  obliterating  the  artery  seems 
to  have  been : 

(1)  To  accelerate  the  dicrotic  summit ; 

(2)  To  narrow  and   render  sharper  the    dicrotic 

notch  ; 

(3)  To  broaden*  the   predicrotic   portion   of  the 

trace,  bringing  into  view  one  or  two  pre- 
dicrotic waves  : — results,  all  of  which  are 
opposed  to  those  observed  in  "  dicrotism." 
Tracings  of  the  anastomotic  pvlse  (Fig.  169),  taken 

KiG.   1C9. 


The  anastomotic  palse  tracing  below  the  block  (same  as 
Fig.  153).  The  vertical  lines  facilitate  a  measurement  of  the 
distance  of  the  dicrotic  summit  from  the  neighbouring  up- 
strokes. 

immediately  below  the  obliteration,  display  the  same 
features  .somewhat  toned  down. 

Wbere  is  tbe  Oentripetal  Wave,  prodaoinflr  tbe  Dicrotic 
Wave,  to  be  looked  for  ia  tbe  Tracingr  f 

These  observations  will  need  confirmation  in  view 
of  the  important  conclusions  which  may  be  based 

*  This  is  not  so  well  shown  in  Marey's  tracing. 
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upon  them.  If  it  should  be  found  that  the  dicrotic 
time  is  altered  only  in  the  artery  compressed,  and 
not  in  those  of  the  other  limbs,  this  would  be  almost 
a  proof  that  the  modification  in  time  is  due  to  the 
local  phase  of  the  dicrotic  events — ^that  is,  to  the 
centripetal  wave,  which  by  its  reflection  (together 
with  other  waves)  at  the  root  of  the  aorta^  gives 
rise  to  the  dicrotic  wave. 

The  direction  of  the  dicrotic  wave  being  centri- 
fugal, where  is  the  centripetal  elastic  wave  of  which 
it  is  the  rebound  ? 

There  is  nothing  inconsistent  in  the  assumption 
that  the  dicrotic  rise  contains  not  only  the  centri- 
fugal wave  rebounding  from  the  aortic  valves,  but 
also  the  centripetal  elastic  rebound-wave.  Since 
there  is  room  in  the  primary  wave  for  the  systolic 
wave  and  for  its  rebound  also,  we  shall  see  that,  a 
fortiori,  there  should  be  room  for  a  double  wave  in 
the  dicrotic  elevation. 

Since  writing  these  pages,  I  have  been  favoured  by  my  able 
clinical  derk,  Mr.  H.  P.  Turnbull,  with  the  annexed  tracings  of 

Fig.  170. 


Upper  tracing  taken  before,  lower  tracing  after,  the  inhal- 
ation of  amyl  nitrite.  Pressure :  100  grms.  (Marey's  Sphyg- 
mograpb). 

the  normal  pulse,  and  of  its  serial  modifications    under    the 
influence  of  nitrite  of  amyl  (^.  p.  260).     The  dicrotic  wave, 
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after  a  temporary  depression,  becomes  once  more  prominent,  and 
rather  quickly  passes  into  a  hyper-dicrotic  stage. 

Some  of  the  diorotio  waves  present  a  double  orest  or 
a  secondary  wave;  a  feature  less  apparent  in  the  strongly 
hyper-dicrotic  pulsations  in  Fig.  171,  which  also  lack  the  pre- 
dicrotic  wave  previously  visible. 

Fig.  171. 
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Qjper-dicrotic  stage  continued.     Gradual  return  to  the 
normal  type  after  a  period  of  simple  dicrotism. 

The  last  tracing  shows  simple  dicrotism,  the  dicrotic  summit 
becoming  less  and  less  late,  until  it  almost  regains  its  normal 
position. 

Some  Bugg^mtive  Features  of  tbe  Dicrotic  Wave 
and  Hotcb. 

(1)  A  first  point  worthy  of  notice  is  the  much 
greater  proportion  of  space  occupied  by  the  dicrotic 
trough  and  rise  in  the  dicrotic  pulse  than  in  the 
healthy  one  ;  and, 

(2)  In  particular,  the  duration  as  well  as  the 
depth  of  the  trough.  In  sphygmograms  taken  under 
sufficient  pressure  to  bring  out  the  full  height  of  the 
primary  wave,  it  is  seen  that  the  dicrotic  notch  at  the 
basal  Une  is  appreciably  broader  than  the  summit  of 
the  primary  wave.     Moreover,  it  can  be  shown*  that 

*  A  horizontal  line  drawn  through  the  dicrotic  Bommits  wiU  show  that 
the  notch  is,  in  some  oases,  at  least  as  broad  at  this  level  as  the  primary 
wave,  sometimes  even  broader. 
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the  passage  of  the  wave  has  been  followed  by  an  in- 
terval not  less  than  its  own  length  ;  and  that,  there- 
fore, the  systolic  wave  proper  has  passed  away,  and 
with  it  the  primary  or  immediate  peripheral  rebound- 
wave. 

Fig.  172. 


Dicrotic  tracing,  showing  the  obliqaity  and  anacroUsm  of 
the  dicrotic  rise,  and  the  blontness  and  width  of  the  dicrotic 
wa?e. 

(3)  The  fully  dicrotic  wave  starting  from  the  base 
line  shows  an  important  peculiarity.  Its  rise  is  not 
parallel  with  the  primary,  but  more  or  less  strongly 
inclined  away  from  it,  in  some  cases  very  strongly 
so. 

(4)  Moreover,  it  is  in  some  instances  visibly  ana- 
crotic; and,  in  many  "dicrotic"  tracings,  more  or 
less  rounded  at  its  summit  (this  bluntness  is  also 
a  common  feature  of  the  minute  normal  dicrotic 
wave).  The  fall  of  the  wave  is  likewise  less  abrupt 
than  that  of  the  primary,  and  in  this  respect 
approaches  the  type  of  fall  of  the  normal  wave. 

(5)  Not  only  is  the  dicrotic  summit  often  broader 
than  the  primary  summit,  but  in  many  a  "  dicrotic  " 
trace  the  width  of  the  dicrotic  wave  exceeds  at  its 
foot  that  of  the  primary  wave. 
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These  peculiarities  are  not  incompatible  with  a 
view  that  the  great  dicrotic  wave  is  made  up  of  a 
series  of  waves,  the  first  of  which  would  be  the 
"  local "   rebound  from  the  capillary  district  of  the 


FlO.  173. 
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U jper-dicrotic  tracing,  shoeing  features  analogous  to  those 
seen  in  Fig.  171. 

artery  sphygmographed.  The  slight  rise  initiated  by 
this  would  be  added  to  by  similar  rebounds  from 
neighbouring  districts.  These  rebounds,  likewise 
centripetal  in  their  main  direction,  would  reach  the 
aorta  in  rapid  succession,  and  be  reflected  as  the 
broad  wave,  the  direction  of  which  has  been  proved 
by  the  tachograph  to  be  centrifugal. 

According  to  this  interpretation,  the  centripetal 
wave  contributed  by  each  artery  would  start  the 
dicrotic  wave  in  that  artery ;  and  in  each  artery  the 
start  would  be  earlier  or  later  according  to  circum- 
stances ;  but  the  body  of  the  wave  would  be,  prac- 
tically speaking,  the  same  in  all  arteries,  mutatis 
mutandis. 

The  anacrotic  character  of  some  dicrotic  waves  is 
also  rendered  intelligible.     Lastly,  there  would  be  a 

2o 
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general  similaritj  between  the  primary  and  the 
secondary  wave ;  but  in  the  letter  the  bigger  event, 
that  originating  centrally,  would  come  last,  instead 
of  forming  the  first  part  of  the  rise,  as  in  tiie  systolic 
wava  The  dicrotic  wave  would  be,  as  it  were,  the 
"mirror-image"  of  the  primary  wave. 
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CHAPTER  XVI. 

EXPERIMENTAL  STUDY  OF  THE  CHANGES 

IN  THE  PULSE  DUE  TO  RAISING 

THE  ARM. 

The  theories  to  which  this  apparently  trivial  experi- 
ment has  given  rise  cannot  be  profitably  discussed 
before  its  conditions  are  better  defined. 

The  quotation  from  Marey  *  (see  p.  166),  as  well  a^ 
the  descriptions  given  by  other  authors,  simply 
mention  "raising  the  arm,"  but  make  no  reference 
to  the  way  in  which  this  is  to  be  done,  whether 
actively  or  passively,  moderately,  or  to  an  extreme 
extent,  with  rigid  or  with  loose  elbow.  Yet  the 
difference  in  the  results  justifies  these  distinctions. 

The  Peoaliarlties  ObserTedf  and  their  JLlleired 
Oaoses. 

Nevertheless  observers  are  agreed  as  to  the  chief 
efiects  produced  on  the  piilse  by  raising  the  arm. 
These  consist  mainly : 

(1)  Of  a  diminished  tension  of  the  pulse ; 

(2)  Of  an  increased  size  of  its  oscillations  ; 

*  Marey,  loc  eit„  p.  287. 
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(3)  Of  an  anacrotic  type  of  its  tracing ; 

(4)  Of  a  reduction  in  the  size  of  its  dicrotic  wave. 


Fig.  174. 


Radial  tracings  reprodaced  from  von  Frej  {loe.  cit.,  p.  220). 
The  opper  tracing  taken  with  arm  dependent;  the  lower 
tracing  with  arm  raised. 

We  may  therefore  assume  that  the  conditions  of 
their  experiments  were  fidrly  even,  and  probably  not 
of  an  extreme  type. 

The  loss  of  tension,  which  renders  the  oscillations 
larger,  but  at  the  same  time  exposes  them  to  the 
risk  of  being  completely  extinguished  by  too  great  a 
pressure  of  the  finger,  are  admitted  to  be  due  to  the 
draining  away  of  blood  from  the  capillaries,  and  to 
the  diminished  size  and  comparative  emptiness  of  the 
latter,  whilst  the  arteries  are  fi:'ee  fix)m  any  muscular 
spasm,  and  react  readily  by  means  of  their  elasticity 
to  every  variation  of  their  contents. 

The  anacrotism  is  not  dwelt  upon  by  Marey. 
Inasmuch  as  he  speaks  of  the  variation  in  pressure 
being  abrupt,  it  would  almost  seem  as  though  he 
had  failed  to  elicit  this  important  character  in  the 
pulse.  We  shall  see  presently  that  it  is  inseparable 
from  the  other  events  when  the  arm  is  suflSciently 
raised. 
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Von  Kries,  as  stated  on  p.  232,  fully  recognises  thp 
altered  aspect  of  the  wave,  its  laboured  and  pro: 
tracted  growth,  and  its  anacrotic  event.  But  he 
&ils  to  make  us  dearly  understand  the  mechanism 
of  the  change,  though  the  theory  which  he  calls  to 
aid  is  explained  with  his  usual  lucidity.  He  glances 
at  the  question  of  the  arterial  diameter  possibly 
narrowed  by  stretching,  and  thus  influencing  the 
wave ;  but  he  turns  with  less  uncertainty  to  the  wave^- 
rebounds,  which  he  supposes  to  occur  in  an  increased 
degree  in  the  portions  of  the  limb  lying  higher  than 
the  arterial  distribution  in  question,  thus  causing  in 
the  latter  the  late  arrival  of  important  instalments  of 
pressure. 

By  way  of  preliminary  criticism  let  us  at  once 
point  out  a  necessary  distinction.  The  two  recog- 
nised features  of  this  pulse  are  so  dissimilar  and 
almost  contradictory,  that  they  could  hardly  be  due 
to  the  same  mechanism,  or  be  found  in  any  one  case 
associated  in  equal  proportions.  The  amplitude  of 
the  wave  is  increctsed ;  but,  on  the  other  hand,  the 
tension  is  greatly  reduced^  and  the  tracing  shows 
slowness  of  inflow  and  anacrotic  rise. 

Under  ordinary  circumstances  these  two  conditions 
would  exclude  each  other.  Pulses  giving  the  most 
ample  waves  are,  as  a  rule,  those  in  which  the  latter 
run  the  most  rapid  course;  whilst  slow  anacrotic 
pulses  usually  perform  but  moderate  oscillations. 
We  specially  refer  to  the  tall  and  perpendicular 
wave  of  aortic  regurgitation,  and  to  the  moderately 
elevated,  but  broad  and  anacrotic,  wave  of  aortic 
stenosis. 

In  the  pulse  under  consideration  both  results  are 
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observed :  might  not  also  both  mechanisms  be  present, 
or  at  least  represented  by  some  equivalent  combina- 
tion ? 

E^tu-gitation  through  the  valves,  which,  in  aortic 
valvular  insufficiency,  abruptly  lessens  the  arterial 
pressure,  is  represented  here  by  gravitation.  Where 
is  the  element  of  stenosis,  the  presence  of  which  is 
so  plainly  shown  in  the  tracing  ?  The  following  ex- 
periments demonstrate  that  we  are  not  dealing  merely 
with  the  friction  within  arteries  narrowed  by  stretch- 
ing, nor  with  the  resistance  of  collapsed  arterioles, 
and  of  capillaries  needing  to  be  reopened  by  each 
systoUc  wave. 

Experiment  xll* 

The  patient  is  supposed  to  be  standing :  his  arm 
hanging  loosely  in  the  ordinary  neutral  attitude,  and 
his  pulse,  which  will  be  found  to  be  beating  strongly, 
held  under  the  continuous  and  somewhat  firm 
pressure  of  the  observer's  fingers.  He  is  now  directed 
to  turn  the  palm  forcibly  outwards,  without  lifting 
or  moving  the  arm  from  the  side.  The  immediate 
effect  on  the  pulse  is  that  it  ceases  to  be  felt,  and 
is  not  felt  so  long  as  the  previous  firm  pressure  is 
kept  up ;  but  vdth  lighter  pressure  it  is  readily  per- 
ceived, and  with  very  light  pressure  it  yields  ample 
pulsations,  contrajsting  in  their  duration  and  round- 
ness with  the  sharper  and  shorter  style  of  the  previous 
pulse. 

If,  instead  of  rotation  of  the  hand  outwards,  rota- 
tion inwards  and  backwards  be  performed,,  likewise 

*  These  experiments  will  probably  succeed  best  if  the  trained  observer 
be  his  own  subject. 
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with  powerfiil  strain,  precisely  the  same  results  will 
occur. 

In  this  experiment  the  changes  observed  in  the 
pulse  were  almost  identical  with  those  induced  by 
raising  the  arm ;  yet  the  arm  was  kept  dependent. 

ExpeHment  XLii. 

An  easier  way  of  arriving  at  the  same  result 
(especially  when  the  observer  acts  as  his  own  subject) 
is  to  watch  the  pulse  changes,  seated  in  front  of  a 
table,  the  right  forearm  and  hand  resting  at  ease  with 
their  ulnar  border  on  the  table.  The  same  straining 
movements -may  now  be  performed  in  the  horizontal 
attitude  of  the  arm.  In  proportion  to  the  strain  the 
pulse  will  be  extinguished  at  the  wrist  as  in  the 
previous  case. 

Experiment  XLin. 

The  subject  is  made  to  lie  at  full  length  on  his  face 
on  the  floor,  with  arms  gently  curved  so  that  the 
hands  hardly  extend  beyond  the  level  of  the  vertex. 
In  this  attitude  the  pidse  will  be  normal  and  full, 
and  firm  pressure  is  to  be  kept  on  it.  The  subject  is 
now  directed  to  stretch  the  arm  to  its  full  length 
along  the  floor ;  the  pulse  will  immediately  disappear 
for  strong  pressures  of  the  finger,  reappearing  when 
the  pressure  is  diminished. 

In  this  case  the  same  result  is  obtained  as  in 
raising  the  arm,  and  by  the  identical  manoeuvre ;  but 
gravitation  is  excluded. 

N.B. — In  all  these  experiments,  but  especially  in 
the  present  one,  it  will  be  observed  that  the  effect 
wiU  be  proportionate  to  the  effort.     In  this  instance. 
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if  the  subject  should  not  only  stretch  the  arm  at  full 
length,  but  should  endeavour  to  reach  beyond  its 
length,  the  pulse  may  become  absolutely  extinguished 
80  that  even  the  lightest  pressure  fails  to  perceive  its 
beat.  This  ultimate  result  is  best  obtained  by  com- 
bining with  the  muscular  eflfort  just  mentioned  either 
extreme  rotation  of  the  arm  outwards,  or  especially 
extreme  rotation  inwards. 

Expemment  xuv. 

We  may  now  repeat  the  original  experiment,  in 
the  upright  position  of  the  trunk,  using  in  succession 
the  thi'ee  degrees  of  extension  previously  hinted  at : 

(1)  K  the  subject's  arm  be  simply  raised  by  the 
observer,  the  modification  in  the  pulse  will  be  of  the 
kind  usually  described ;  and  the  pulsations,  under 
suitable  pressure,  will  be  amplified. 

(2)  If  the  arm  be  pulled  up  forcibly,  the  pulse  will 
be  much  reduced,  and  it  would  be  hard  to  say  that, 
even  under  the  lightest  touch,  the  pulsations  were 
amplified. 

(3)  If  instead  of  passive  extension,  the  subject  be 
made  to  raise  the  arm  with  the  utmost  voluntary 
effort,  the  radial  pulse  will  almost  cease  to  be  felt  J 
and  this  result  will  be  the  more  marked  if  with 
elevation  be  combined  a  forcible  rotation  of  the  arm 
outwards  or  better  stUl  inwards. 
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CHAPTER  XVIL 

CONCLUSIONS  FROM  THE  EXPERIMENTS 
WITH  RAISED  ARM. 

Stenosis  thQ  Ohlef  Agent. 

The  co-operation  of  some  form  of  local  stenosis,  in 
modifying  the  pulse  in  the  way  which  authors  have 
described,  has  now  been  fairly  demonstrated.  So 
obvious  is  this  conclusion  that  we  begin  to  doubt 
whether  the  original  idea  as  to  the  nature  of  the 
phenomenon  was  not  got  from  a  Mse  point  of  view, 
and  whether  the  whole  process  is  not  from  beginning 
to  end  connected  with  stenosis,  the  results  varying 
with  the  degree  of  the  latter.  This  doubt  is  strength- 
ened by  the  fact  that  every  detail  of  the  pulse-change 
in  question  can  be  brought  about  independently  of 
gravitation.  That  gravitation  does,  more  rapidly  and 
more  effectually  than  any  other  means,  reduce  the 
contents  and  the  size  of  the  capillaries,  will  be  at 
once  admitted ;  but  a  moderate  narrowing  of  the 
arterial  supply  clearly  tends  in  the  same  direction, 
since  total  cessation  of  inflow  would  leave  the  limbs 
bloodless. 
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Socc^sted  Ifr  yre  iation  of  the  Spl&Tginorraiii. 

Sphygmograms,  such  as  those  given  by  Marey  and 
by  von  Eries,  which,  we  must  assume,  represent  a 
moderate  d^ree  of  the  stenotic  effect,  might  then  be 
read  as  follows:  Slight  narrowing  of  the  arterial 
channel  (together  with  the  draining  effect  of  raising 
the  arm)  would  lead  to  a  diminution  of  the  contents 
and  calibre  of  capillaries,  with  probable  increase  of 
their  frictional  resistance  and  of  the  wave- rebound, 
and  with  great  diminution  or  total  loss  of  their  elastic 
distension  and  recoil,  and  therefore  of  dicrotism  in 
the  pulse-trace. 

The  systolic  wave  would  take  a  longer  time  in 
passing  through; — ^the  first  rebound  would  occur 
early; — and  the  upstroke  would  become  anacrotic. 
Owing  to  the  slow  fidl  of  the  systolic  wave,  a  series 
of  wave-rebounds  would  combine  with  it ;  and  pres- 
sure, although  not  high,  would  be  kept  fix)m  Miing 
early,  and  the  downstroke  would  be  very  gradual 
and  hardly  notched  by  any  dicrotism.  This  well- 
maintained  pressure  might  be  r^arded  as  directly 
due  to  the  relative  smallness  of  the  capillary  calibre, 
whereby  blood  would  be  longer  retained  within  the 
artery. 

Nevertheless  the  wide  oscillations,  under  a  feeble 
extra-arterial  pressure,  clearly  point  to  low  wall- 
tension  and  to  low  intra-arterial  pressure,  and  to  a 
high  d^ree  of  elastic  mobility  of  the  arterial  wall 
This,  with  the  restricted  blood  supply,  becomes  in  a 
measure  a  substitute  for  the  elastic  mobility  of  the 
capillaries  seen  in  "  dicrotic  "  pulses. 

By  lowering  the  wrist  completely,  all  these  features 
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"^^ould  be  reversed,  as  shown  in  von  Kries'  sphygmo- 

gram. 

Had  the  arm  been  raised  forcibly,  the  pulse-tracing, 

far  from  yielding  more  ample  oscillations,  would  pro- 
l)ably  have  been  very  small.  The  blood  supply  being 
greatly  diminished,  muscular  constrictive  spasm 
would  be  set  up  in  the  artery,  and  the  freedom  of 
oscillation  would  cease.  We  are  not  aware  of  the 
existence  of  any  sphygmograms  taken  in  the  extreme 
positions  which  have  been  described  above. 

As  regards  the  tactile  appreciation  of  the  changes 
in  the  pulse,  we  suspect  that  the  impression  of  in- 
creased amplitude  may  oflen  have  been  intensified  by 
its  longer  duration.  This  would  be  an  instance 
of  those  tactile  fallacies  which  Marey  *  has  described 
under  the  name  of  "illusions  du  toucher."  The 
sphygmogram  shows  a  sufficient  cause  for  this  possible 
error.  Concerning  the  reality  of  the  dwindling  of  the 
pulse  under  extreme  conditions  no  doubt  can  be 
entertained,  although  tactile  appreciation  is  not  in 
this  case  checked  by  the  sphygmograpL 

The  Mechanism  of  the  Arterial  Stenosis. 

The  remaining  question,  as  to  the  mode  of  pro- 
duction of  stenosis,  can  be  answered  at  least  in  part. 
We  shall  deal  with  it  comprehensively,  the  case  of 
the  raised  arm  being  regarded  as  only  one  variety  in 
the  group. 

In  the  first  place  muscular  action  enters  into  the 
mechanism  of  all  varieties,  e:^cept  that  in  which  the 
arm  is  raised  passively ;  secondly,  the  effisct  on  the 

*  Loc,  cU,y  p.  280. 
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pulse  is  proportionate  to  the  amount  of  muscular 
e£Port ;  and  thirdly,  the  effect  is  most  marked  when 
the  muscular  effort  is  made  in  certain  directions 
(rotation  inwards  or  outwards). 

The  Site  of  the  Stenosis. 

Which  is  the  artery  affected  ?  If  the  ulnar  pulse 
should  be  found  altered  in  the  same  way  as  the 
radial,  the  suspected  interference  must  take  place  at 
or  above  the  elbow.  The  ulnar  pulse  at  the  wrist  is 
pot,  in  most  subjects,  well  adapted  for  the  inquiry. 
We  have  at  times,  however,  opportunities  of  feeling 
an  abnormal  ulnar  artery,  with  superficial  course. 
From  cases  of  this  kind  we  learn  that  the  ulnar  pulse 
suffers  the  same  changes  as  the  radial,  and  therefore 
that  the  brachial  artery  must  be  implicated.  The 
latter  is  easy  to  feel  firom  elbow  to  shoulder.  K 
gradually  explored  in  that  direction  by  the  finger,  its 
pulse  will  be  found  to  share,  as  high  as  the  finger  can 
feel,  in  the  alterations  induced  in  the  radial  and  in  the 
ulnar  arteries. 

On  turning  to  the  anatomy  of  the  axilla  we  realise 
that  the  brachial  artery  passes  here  through  a  region 
full  of  powerful  muscles,  tendons  and  fasciae.  Behind 
it  are  the  subscapularis,  and  the  blended  tendons  of 
the  teres  major  and  latissimus  dorsi ;  behind  and  to 
its  outer  side,  the  coraco-brachialis ;  in  front  and  to 
its  outer  side,  the  coracoid  head  of  the  biceps ;  and 
crossing  it  anteriorly  the  insertion  of  the  pectoralis 
major. 

An  important  relation  is  the  powerful  and  sharp 
edged  tendinous  web  which  connects  the  two  last 
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named  tendons  just  below  their  insertion  (at  an  acute 
angle  with  each  other)  into  the  tip  of  the  ooracoid 
procesa  The  brachial  artery  passes  behind  this  web, 
and,  in  the  elevated  position,  would  be  received  in  the 
angle  between  the  two  musclea  It  had  occurred  to 
^he  writer  that  this  sharp  edge  might  be  the  means 
of  producing  direct  pressure  on  the  artery  either  by 
position  or  by  muscular  effort.  This  remains,  how- 
ever, unproved ;  and  it  appears  quite  as  likely  that  the 
muscles  themselves  are  the  agents  of  compression. 

The  Muftoles  Oonoemed  in  its  Production. 

Supposing  all  the  muscles  which  have  been  enu- 
merate were  to  be  thrown  into  spasm  at  the  same 
moment,  the  arm  would  be  approximated  to  the  side 
and  the  artery  more  or  less  compressed  between 
muscular  masses  projecting,  owing  to  their  contractile 
increase  in  thickness,  forwards  and  backwards,  in- 
wards and  outwards,  respectively. 

One  muscle,  however,  appears  to  be  more  intimately 
concerned  than  others  with  the  movements  which 
produce  partial  stoppage  of  the  pulse.  The  effect 
can  be  obtained  with  flexed  elbow,  without  moving 
the  arm  from  the  side.  The  requisite  is  then  powerful 
supination  or  powerful  pronation  of  the  vmst»  The 
effect  can  also  be  obtained  with  straight  elbow  and 
slightly  abducted  arm,  but  in  that  case  the  move* 
ment  must  be  one  of  extreme  rotation,  outwards  or 
inwards,  of  the  arm  at  the  shoulder-joint.  In  all 
these  cases  effect  is  taken  either  by  or  on  the  biceps. 
The  influence  of  the  contraction  may  be  direct; 
but  from  the  sensation  communicated,  during  the 
performance  of  arm-strain,  to  the  lingers  applied  to 
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the  brachial  artery  in  its  middle  third,  it  would 
seem  as  though  tension  of  the  fascia  itself  were  in* 
duced.  Any  possible  influence  of  this  kind,  and  any 
influence  exerted  on  the  brachiaJ  artery  during  mus- 
cular action  by  the  aponeui-osis  of  the  arm,  are 
matters  deserving  attention  in  the  future.  Again, 
the  large  and  numerous  branches  distributed  to  the 
muscles  of  the  arm,  are  capable  of  influencing  the 
position  and  of  controlling  the  displacements  of  the 
vessel. 

At  an  earlier  date  the  author  had  imagined  that 
tension  of  the  bicipital  fascia  at  the  elbow  was  the 
cause  of  the  extinction  of  the  pulse  at  the  wrist ;  but 
further  inquiry  convinced  him  that  the  arterial  com- 
pression occurred  at  a  higher  level. 

The  following  facts  tend  to  show  that  the  axillary 
artery  is  the  vessel  involved,  and  that  pressure  is 
exerted  by  the  muscles  themselves  and  probably 
from  before  backwards  rather  than  from  side  to 
side : 

(1)  Throughout  the  course  of  the  brachial  the 
venae  comites  are  placed  on  either  side  of  the  vessel ; 

(2)  Just  below  the  level  of  the  subscapularis 
muscle  the  veins  pass  to  the  inner  side  of  the  artery 
and  are  joined  by  the  basilic  vein ; 

(3)  Valves  occur  at  this  spot,  suggesting  the  pro- 
bable occurrence  and  the  utilisation  of  pressure ; 

(4)  The  cephalic  vein,  after  receiving  the  acromial 
thoracic  blood,  enters  the  axillary  vein  on  its  inner 
aspect,  some  distance  above  the  upper  margin  of  the 
pectoralis  minor:  in  arching  over  this  muscle,  it 
imitates  the  suggestive  curve  taken  nearer  the  latter 
by  the  acromial  thoracic  artery  ; 
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{5)  The  relations  of  parts  are  such  that  pressure 
exerted  on  the  a^ary  arteiy  from  the  front,  from 
behind  or  from  the  outer: side,  but  not  from  the 
inner  or  the  inferior  side,  would  not  interfere  with  the 
venous  flow. 

Thus  the  group  of  muscles  *  surrounding  the 
axillary  artery  on  three  of  its  sides  would,  during 
their  simultaneous  contraction,  almost  represent  a 
sphincter  for  the  axillary  artery.  If  during  the 
spasm  the  humerus  were  rotated,  the  head  of  the 
bone  might  become  more  prominent,  and  add  to  the 
effect  of  muscular  pressure. 

Zft  there  any  Purpose  in  the  Arterial  Stenosis  f 

The  &ct  that  the  brachial  pulse  is  greatly  reduced 
or  almost  suppressed  during  violent  action  of  the 
muscles  of  the  arm  is  strongly  suggestive  of  the 
probability  of  similar  results  elsewhere.  Wardrop,t 
who  appears  to  have  been  the  first  to  describe 
them,  long  before  the  author's  own  independent 
observations,  held  and  very  ably  argued  that  the 
blood  supply  to  muscles  in  general  was  automatically 
checked  or  diminished  by  their  contraction ;  and  that 
the  purpose  of  this  arrangement,  to  which  he  gave 
the  name  of  the  rmcsculo-cardiac  function^  was  to 
stimulate  the  heart,  by  so  much  additional  blood, 
to  stronger  contractions.  Teleological  questions 
are  dangerous ;  more  particularly  in  relation  to  the 


*  Including  the  long  head  of  the  triceps. 

t  **  On  the  Nature  and  Treatment  of  the  Diseases  of  the  Heart  :  con- 
taining also  an  account  of  the  Musculo-Cardiac,  the  Pulmo-Cardiao,  and 
the  Veno-Pulmonarj  Functions."  By  James  Wardrop,  M.D.,  &c.  London, 
1851. 
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drcolation  and  to  muscular  action,  their  scope  is  too 
extensive  for  the  pages  of  this  work.  Still  the  subject 
is  one  worthy  of  renewed  inquiry,  all  the  more  since 
Wardrop's  ideas  do  not  seem  to  have  been  taken  up, 
and  that  physiological  teaching  has  rather  t^ided  in 
a  different  direction. 


Digitized  by 


Google 


PART  VI. 

THE  OBSERVATIONS    AND  THEORIES   OF 
HENRI  FOUQUET  (1727-1806). 

CHAPTER  I. 

FOUQUET'S    METHOD    AND 
CLASSIFICATION. 

On  the  Uses  of  the  Oraphio  Method. 

As  a  preliminary  to  a  description  of  Fouquet  s  dia- 
grams of  the  pulse  and  to  a  brief  account  of  his 
views,  a  further  quotation  from  his  book,  in  connec- 
tion with  the  advantages  of  the  graphic  method,  will 
be  found  of  interest : 

"  Quoi  qu*il  en  soit  des  premiers  risques  de  ce  travail  qui  a  6t^ 
suivi  constamment  pendant  plusieures  ann^es,  je  n'aurai  point  k 
me  plaindre  du  produit,  s*il  pent  supplier,  jusqu'4  un  certain 
point,  ce  qui  manque  sur  cette  mati^re  dans  les  auteurs." 

"  Les  d^couvertes  qu'on  propose  done  ici  au  public,  consistent 
en  des  caract^res  ou  des  modifications  varices  du  Pouls,  relative- 
ment  aux  differens  organes  qui  sont  actuellement  afifect^s  ou 
menaces  dans  les  maladies ;  c'est-^dire,  en  des  notions  particuli^res 
sur  le  syst^me  entier  des  Pouls  non-critiques^  qui,  dans  leur  sens 
propre,  doivent  etre  appell^s  Povla  des  organesy  Pouls  organiques  ; 
denomination  d'autant  plus  exacte,  qu'on  verra  dans  la  suite,  que 
ces  modifications  peuvent  encore  s'^tendre  k  certaines  dispositions 
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des  organes,  dans  Tetat  de  saiit6  on  de  l^^ie  incommodit^.  H  y 
a  plus,  les  experiences  qui  ont  f  oumi  la  d^couverte  de  ces  caract^res, 
les  ont  en  m^me  temps  represents  si  distincts,  si  sensibles,  et  en 
quelque  fa^on  si  pcdpables  dans  Tobservation,  qu'ind6pendamment 
des  analyses  ou  explications  raisonn^es  qu'on  en  donne,  on  a  cm 
pouvoir  encore  parler  aux  yeux,  et  rendre  ces  differens  caracteres 
par  des  figures." 

*'  Cette  nouvelle  m^tbode  pr^sente,  comme  on  peut  en  juger,  les 
plus  grandes  facilit^s.  1.  Avec  le  tact  le  moins  exerc^,  tout 
Medecin,  toute  personne  m^me  qui  n'est  pas  de  I'Art,  peat 
apprendre  d'elle-m^me  a  connoitre  I'espece  de  Pouls,  affect^e 
individuellement  k  cbaque  organe ;  du  moins,  puis-je  bien  certifier 
qu'une  simple  exposition  orale,  ou  quelques  traits  jett^s  k  la  h&te 
sur  du  papier,  sur  une  carte,  aupr^s  du  lit  des  maladee,  ont  soffi  k 
beaucoup  de  jeunes  gens  pour  qu'ils  soient  parvenus  dans  tr^s-peo 
de  temps,  k  acqu6rir  sur  ces  caracteres  particuliers  du  Fouls,  les 
notions  majeures  et  fondamentales." 

2.  **  II  n'est  surement  pas  de  moyen  plus  commode,  pour  saisir 
et  retenir  les  complications  qui  se  rencontrent  dans  un  seul  et  m^me 
Fouls,  lorsque  la  maladie  int^resse  plusieurs  organes  k  la  fois ;  ce 
qui  n'est  pas  ais^,  k  beaucoup  pr^s,  par  les  signes  indiquds  dans  les 
ouvrages  des  modemes^  toute  excellente  qu'est  leur  metbode,  toute 
superieure  sans  doute  qu'on  la  trouve,  une  fois  qu'on  la  possede. 
On  peut  remarquer  en  effet,  qus  ces  signes  consistent  uniquement 
en  des  combinaisons  tr^s-rapides  de  plusieurs  manieres  d'etre  de 
Fartere,  soit  dans  ses  mouvemens,  soit  dans  ses  dimensions; 
combinaisons  toujours  embarrassantee  qu'il  faut  savoir  decomposer 
pour  en  tirer  un  prognostic ;  ce  qui  demande,  quoi  qu'on  en  dise, 
beaucoup  de  sagacite,  beaucoup  de  finesse  dans  le  tact,  et  un  long 
exercice  de  la  part  de  robservateiu:.'* 

3.  *'  Cette  metbode  est  de  la  plus  grande  ressource  poor  les 
jeunes  gens,  qui,  outre  les  difGlcultes  deji  exposees  de  la  methode 
des  modemes,  sont  sujets  a  se  degouter  de  Tobservation  en  tombant 
sur  des  maladies  dont  la  marche  est  forcee,  c'est-i-dire,  denaturde 
par  des  manoeuvres  violentes  et  continues :  au  lieu  qu'avec  la 
nouvelle  metbode,  ils  peuvent  attraper,  cbemin  faisant,  les 
caracteres  de  quelques  Fouls  non-crUiqueSy  et  par-li^  se  trouveren 
etat  de  discemer  les  plus  legers  mouvemens  de  la  nature ;  oe  qui  les 
arrete  utilement  et  les  rappelle  aupres  des  malades,  en  excitant 
leur  curiosite.'' 
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The  Theories  on  the  Pulse  Adopted  by 
Fouquet. 

The  Critical  Pulses  of  Solano. 

Fouquet  was  not  tempted  to  originate  any  novel 
theory,  being  strongly  swayed  by  authority,  but 
placed  his  great  powers  of  observation  entirely  at  the 
service  of  the  theories  of  the  day  and  especially  of 
that  of  his  teacher  and  patron,  T.  de  Bordeu ;  at  the 
same  time  striving  to  show  that  these  theories  were 
not  truly  novel  but  revived  from  Galen  and  his 
successors  after  a  period  of  oblivion. 

Solano's  critical  pulses  and  de  Bordeu's  organic 
pulses  supplied  the  basis  and  the  material  for  his 
work,  the  first  relating  to  prognosis,  and  the  second, 
the  study  of  which  he  made  more  specially  his  own, 
to  diagnosis. 

From  an  obscure  town  in  Andalusia,  Solano 
de  Luque'**'  (1685-1738)  revolutionised  the  clinical 
teaching  on  the  pulse.  His  disciple  Nihell  t  brought 
the  new  doctrine  to  this  country,  whence  it  was 
gradually  diffused.  Briefly  stated,  Solano's  theory 
assumed  that  the  several  crises,  by  haemorrhage,  by 
vomiting  and  diarrhoea,  by  diaphoresis,  and  by 
diuresis,  were  announced  by  definite  changes  in  the 
pulse.  An  account  of  the  varieties  described  by  him 
and  of  other  interesting  particulars  will  be  found  in 
Ozanam's  work  {loc.  cit.  pp.  112-118). 


*  "  Lapis  Lydius  ApoUinis,**  in  foL  Madrid,  1731. 
t  *'  New  and  Extraordinary  Observations,  Concerning  the  Predictions 
of  the  Various  Crises,  by  the  Means  of  the  False,**  8vo,  London^  1741. 
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The  Org^anio  FnlAes  of  de  Borden. 

In  the  absence  of  crises,  the  many  abnormalities  of 
the  pulse  remained  to  be  accounted  for.  These  non- 
critical  pulses  Th^ophile  de  Bordeu*  (1722-1756) 
classified  into  groups  under  the  name  of  the  Organic 
Pulses. 

Reviving  the  errors  of  the  Greek  physician  Actu- 
arius  (eleventh  century),  although  little  conscious  of 
the  prophetic  truth  of  the  principle  upon  which  they 
had  been  based, 

'^  The  more  sensitive  parts  of  the  body  modify  the  pulse  in 
consequence  of  the  pain  which  they  feel ;  and  the  less  sensitive 
modify  it  in  relation  to  the  special  affection  from  which  they 
suffer  '*— ("  De  Method.  Med.,"  lib.  i  c.  ix  [Venetiis],  quoted  by 
Ozanam,  loc.  eU.  p.  26). 

he  conceived  that  the  varieties  in  the  puke  were 
determined  by  the  various  organs.  Actuarius  had 
professed  to  identify  the  seat  of  disease  in  the 
liver,  the  spleen,  the  kidneys,  the  bladder,  the 
stomach  and  the  intestines.  De  Bordeu  carried  this 
analysis  further,  but  b^an  by  dividing  the  pulses 
into  superior  or  supra-phrenic^  and  inferior  or  sub- 
phrenic.  The  superior  was  supposed  to  be  rebound- 
ing or  dicrotic,  its  chief  varieties  being  the  pectoral, 
the  guttural,  and  the  nasal.  The  inferior,  distin- 
guished by  inequality  and  skipping  action,  was 
specialised  into  organic  varieties  as  the  stomachal, 
the  intestinal,  the  hepatic,  the  splenic,  the  renal,  the 
uterine,  and  the  hsemorrhoidal  pulse. 

*  Th.  de  Bordea,  '*  Becherohes  sur  le  Pools,  par  n^^rt  anx  crisesw" 
Paris,  1756. 
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The  Individual  Features  of  the  Organlo  Pulses 
Studied  by  Fouquet. 

Beyond  attributing  to  these  varieties  the  general 
characters  of  "  a  pulse  of  irritation"  de  Bordeu  had 
failed  to  assign  clearly  to  each  of  them  individual 
and  distinctive  tactile  characters.  Fouquet  set  him- 
self the  task  of  supplying  this  deficiency,  and  he 
refers  to  his  results  in  the  following  terms : 

'^  Or,  c*est  pr^is^ment  dans  ces  modifications,  soit  isoUes,  soit 
compliqu^es  de  Tart^re  ou  de  sa  surface,  que  consistent  les  nouveauz 
caract^res  des  Pouls  non-oriHqtiea  ou  organiquesj*  et  il  n'eet  besoii; 
que  de  les  combiner  avec  le  rebondiasementf  le  d^veloppement  du 
Pouls,  et  quelques  autres  ciroonstanoes  d^taill^es  dans  le  livre  des 
RechercheSy  pour  avoir  en  mdme-tempe  la  connoissance  la  plus 
positive  et  la  plus  complette  du  Pouls  criUque  des  modemes,  et  dee 
organes  par  ou  les  crises  doivent  se  faire  (loc,  cit,  p.  xv). 

Fouquet's  Tactile  Method. 

The  more  important  rules  laid  down  by  Fouquet 
{loc.  cit  chap.  L)  are  the  following  : 

'<  The  index  should  always  be  nearest  the  hand,  and  should  take 
its  bearing  on  the  base  of  the  styloid  process,  the  wrist  being 
grasped  from  its  radial  side." 

''  Two  or  three  fingers  are  essential ;  but,  more  vetervmy  Fouquet 
recommends  four  for  the  sake  of  a  better  hold  and  of  a  more 
ample  contact.  They  should  be  gently  pressed  against  each 
other,  and  applied  to  the  artery  either  vertically,  or  on  the  flat 

*  Within  the  class  of  the  organic  poises,  Fouquet  {loc  dt,  p.  21) 
distinguishes  those  which  are  associated  with  morbid  states  of  organs,  and 
which  he  terms  the  '*  symptomatic "  or  *' non-critical "  pulses,  and  the 
larger  group  of  '*  organic  **  pulses  pure  and  simple,  which  are  connected 
with  a  merely  exaggerated  function  of  the  organs. 

The  *'  critical ''  pulses  present  three  phases  corresponding  to  the  first 
and  second  coction,  and  to  excretion  or  expulsion  {loc.  cit,  p.  47). 
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(when  the  thumb  more  fully  encircles  the  wrist),  and  their  indi- 
vidual pressure  should,  with  occasional  exceptions,  be  the  same." 
^*  Gradations  and  alternations  of  pressure  are  to  be  so  arranged 
that  the  freedom  of  pulsation  or  the  arterial  diameter  are  not 
interfered  with,  even  when  the  deep  situation  of  the  arteiy 
necessitates  considerable  pressure.'^ 


Fouquet's  Olassifioation  of  the  Organic  Pulsesy 
and  Description  of  their  Tactile  Features. 

The  individual  features  of  each  variety  are  best 
studied  in  the  uncompUcated  phase ;  that  is,  in  the 
organic  pulses  pure  and  simple. 

Fouquet's  classification,  differing  httle  from  that  of 
de  Bordeu,  distinguishes  a  superior  and  an  inferior 
type  of  pulse — the  thoracic  type  being  usually  large, 
tall,  and  strong  in  comparison  with  the  small,  con- 
tracted, and  less  easily  felt  abdominal  type — ^and  the 
following  organic  varieties  :  the  capital,  the  guttural, 
the  pectoral,  the  epigastric  or  gastric,  the  hepatic,  the 
splenic,  the  abdominal  or  intestinal,  the  renal,  the 
diaphoretic,  the  haemorrhagic  (including  the  nasal, 
the  uterine,  and  the  hsemorrhoidal),  and  lastly  the 
dysenteric. 

Of  all  these  varieties  not  one  has  kept  its  place  in 
our  clinical  terminology.  There  is  indeed  but  one 
organ,  the  heart — and  this  is  not  represented  in 
Fouquet's  nomenclature — of  which  the  affections  are 
at  the  present  time  studied  in  the  puke. 

It  is  a  matter  for  our  consideration  whether  this 
neglect  of  the  pulse-indications  relating  to  other 
organs  may  not  have  been  pushed  too  far.  Of  the 
diagnostic  value  of  the  pulse  in  cardiac  affections  no 
doubt  can  exist. 
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CHAPTER  11. 

FOUQUETS    PULSE-TYPES— WITH 
CRITICISMS. 

The  <«  Capital  ''-Pulse. 

This  pulse,  observed  in  cases  of  head  affections,  is 
distinguished  by  a  rise  of  the  distal  portion  of  the 
vessel,  as  shown  in  Fouquet's  illustration. 

Fig.  175. 


The  radial  pulse,  under  four  fingers  :  C,  heart  side ;  D,  wrist  side. 

''  L'art^re  semble  fix^e  sur  le  niveau-  de  son  plan  sous  les  doigts 
annulaire  et  auriculaire ;  tandis  que  la  partie  ant^rieure  s'el^ve 
oonsid^rablement  au  dessus  de  oe  niveau  souvent  avec  une  liberty, 
une  plenitude,  et  une  force  trto  marqu^.  Quelquefois,  oette 
^16vation  se  prend  de  plus  loin,  par  exemple  dte  le  doigt  annulaire, 
d'o^  par  gradation  il  augmente  jusqu'^  Tindex,  et  par  de  14  en 
frappant  dans  cette  proportion  la  rang^  des  doigts ;  de  sorte  que 
Tart^re  dans  son  ^l^vation  forme  un  angle  aigu  avec  la  ligne 
honzontale  de  son  plan  naturel." 

''L'art^re  y  est  ordinairement  fort  roide  et  fort  tendue  ;  vers 
reztrSmit^  digitale  surtout,  Timpression  en  est  s^he  et  vive,  comme 
le  serait  oelle  d'une  corde  mince  on  d'une  fic61e.  Environ  sous  le 
midins  et  Vindex,  Fart^re  fait  sentir  quelque  chose  de  pcuaifei  de 
p^nible,  comme  si  elle  ^tait  soulev6e  m^chaniquement,  c'est4-dire 
sans  paroitre  s'aider  de  son  activity  ou  de  sa  faculty  propre." 
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"  Ce  Pouls  fait  encore  appercevoir  quelquefois  un  renJUmeni 
leger  ou  ^argisaement  plus  ou  moins  sensible^  xine  esp^ce  de  large 
peu  d^id^  de  la  partie  hrachiale  ou  poet^ricure  de  Tart^re,  tandis 
qu'A  la  partie  ant^rieure,  elle  reparoit  sous  sa  forme  cylindrique, 
en  se  sotdevant  assez  fortement  on  assez  brusquement  pour  en  re- 
pousserlem^it^ef  Vindex  .  . .  Ce  Pouls ...  est  tantot  61ev^  . . .  tantot 
profond  et  concentr6  au  point  de  ne  laisser  sentir  que  le  bout 
digital  de  Tartere,  dont  la  sensation  sur  les  doigts  est  comparable 
k  cello  d'une  portion  de  ver  lumbrical  qui  souleverait  par  intervalles 
le  mediixs  et  Vindex,  mais  qui  forceroit  principalement  sous  le 
dernier,  ayant  tout  le  reste  du  corps  cache  ou  immobile." 

CommienL 

The  sensations  so  graphically  described  have  been 
ftilly  analysed  in  these  pages ;  and  this  description 
alone  would  prove  that  Fouquet  was  familiar  with 
the  feel  of  the  proximal,  of  the  distal,  and  of  the 
intermediate  ictus,  although  he  had  not  clearly 
defined  them  nor  isolated  one  from  the  other.  The 
laboured  progress  of  the  wave  under  the  central 
fingers  is  precisely  what  is  felt  when  four  fingers  are 
used ;  the  worm-like  and  "underground"  motion  are 
well  contrasted  with  the  free,  upheaving  distal  ictus, 
which  he  correctly  localises  mainly  under  the  index. 
Again  Fouquet  had  felt  the  expansion  of  the  artery 
behind  the  pressure  of  the  fingers,  as  well  as  its 
partly  flattened  condition,  whilst  the  "cylindrical 
feel"  he  obtained  at  the  distal  segment  of  the 
pulsation  informs  us  that  the  pressure  he  employed 
was  of  the  moderate  kind  described  as  pressure  iL 

It  is  obvious,  however,  that  this  pulse-type  is  com- 
posite, inasmuch  as  its  several  features  must  have 
been  obtained  with  difierent  degrees  of  pressure ; 
and  also  essentially  composite,  as  pulses  are  when  felt 
with  several  fingers  concurrently  (see  p.  144). 
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As  to  the  clinical  value  of  the  type  very  little  need 
be  said.  Head  affections  and  injuries,  and  cerebral 
excitation  by  congestion,  by  drugs,  or  by  stimulants, 
often  provide  us  with  pulses  exactly  such  as  Fouquet 
describes,  and  in  this  case  his  imagination  did  not 
fer  outstep  observation. 

The  Outtural  or  Throat-Pulse. 

The  annexed  figure  shows  some  of  the  points 
described  by  Fouquet : 

"  Ce  Pouls  est  caract^ris^  par  une  Eminence  ou  renflement 
considerable  en  forme  d'onde,  de  la  partie  un  pen  post^riertre  de 
Tart^re  ou  de  Tespace  pulsant,  et  par  la  duret^  le  mouvement  libre 
et  en  quelque  fa9on  d^tacb^  de  Tautre  partie  qui  retient  sa  forme 
cylindrique  assez  d^pouiU^e  en  s'^l^vant  avec  force,  le  tout  k  peu 
prte  comme  dans  le  Pouls  capital.'' 

Fig.  176. 

in 


The  throat-pulse  diflfers  from  the  head-pulse  in 
presenting  less  of  a  peripheral  rise,  and  a  more  decided 
and  centred  proximal  swelling,  often  encroaching  on 
the  distal  region  of  the  pulse  : 

'^  Sous  ce  renflement  meme  on  sent  I'art^re  conservant  sa  forme 
ronde  ou  cylindrique,  comme  si  elle  ^tait  enguain^e  dans  une  autre 
art^re  vuide,  dont  les  parois  seroient  tr^-minces,  tr^-d61i^  et 
renflees  par  le  milieu,  c'est  aussi  ce  qui  fait  paroitre  ce  Pouls  un 
peu  redofMS  et  un  peu  ondoyant  .  .  .  ." 

"  .  .  .  .  Dans  la  partie  la  plus  dure  et  la  plus  6troite  de  Fart^re, 
c'est-A-dire  dans  son  extr^mit^  digitale  on  sent  quelquef ois  comme 
uneesp^ce  de  ncetid  mobile  onbourkt  tr^s-16ger,  quipaioft  environner 
Tart^re  en  suivant  le  mouvement  progreesif  de  la  colonne  du  sang, 
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k  ohaque  diastole,*  et  qui  commence  k  environ  T^idroit  de  Fart^re 
ou  porte  le  medius,  en  s'effa9ant  de  plus  en  plus  dans  sa  progres- 
sion." 

Fouquet  remarks  that  the  features  of  this  pulse 
might  have  been  almost  compounded  of  those  of  the 
capital  and  of  the  pectoral  varieties. 

Comments. 

The  features  so  €wx;urately  described  are  those 
which  may  be  obtained  in  any  pulse  fairly  strong  and 
full,  by  using,  for  palpation,  three  or  four  fingers. 
The  fact  that  the  middle  finger  is  the  centre  of 
sensation  shows  that  pressure  iii  must  have  been 
employed.  The  double  feeling,  as  of  a  bulging  sheath 
around  a  cylindrical  artery,  must  have  been  obtained 
either  through  a  rapid  variation  in  the  pressure  of 
the  fingers,  or  more  probably  as  part  of  a  blended 
sensation,  the  intermediate  fingers  perceiving  the 
ictus,  and  the  distal  finger  the  cylindrical  shape  of  a 
rather  tense  vessel.  In  the  distinct  appreciation 
of  these  overlapping  sensations  we  have  another 
proof  of  Fouquet's  keen  powers  of  observation,  which 
are  also  shown  in  his  remarks  on  the  **  travelling 
knot "  felt  in  the  artery. 

The  Pectoral  or  Chest-Pulse. 

This  variety  is  easily  recognised  by  its  ample  rise, 
its  fiilness,  and  its  suppleness. 

*^  II  est  principalement  marqu6  par  on  sotd^vement  on  ^l^vation 
du  milieu  de  Tart^re  ou  espace  pulsant,  qui  paroit  sous  les  doigts 
comme  une  petite  montagne  unie,  Hen  figur^  et  un  pen  molette, 

*  *<  Diastole  "  is  used  by  Fonqnet  in  the  arterial  sense. 
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rune  et  Tautre  eztrSmit^  de  TarUre  se  mouvant  au  niveau  de  leur 
plan  et  sous  la  forme  ordinaire  ou  naturelle;  en  sorte  que  le 
profil  superieur  de  Tart^re  derive  une  esp^ce  d'arc." 


"  This  was  probably  the  pulse  described  by  the 
ancients  as  pulsics  eminuUy  prominuli.  The  "  little 
mountain  in  the  pulse "  is  more  sharply  contoured, 
although  with  increased  hardness  such  as  belongs  to 
"  irritation,"  in  pleurisy,  haemoptysis,  penetrating 
chest  wounds,  etc.  ;  but  in  pneumonia  it  is  much 
softer  as  well  as  wider,  so  that  the  pulsating  surface 
feels  like  a  small  gut  inflated  with  air  at  each  beat. 
The  pectoral  pulse  is  also  observed  on  the  off-days  of 
malarial  fevers,  probably  under  the  influence  of  cin- 
chona, known  to  give  rise  to  a  tall  and  strong  pulse 
which  is  at  the  same  time  soft." 

Comments. 

Every  physician  will  subscribe  to  the  accuracy  of 
this  description  in  connection  with  many  acute  or 
subacute  affections  of  the  chest.  Renewed  clinical 
investigations  into  the  tactile  characters  of  morbid 
pulses  may  perhaps  in  the  future  lead  to  this  pulse- 
type  being  once  more  recognised. 

The  Bpismstrlo  or  Stomaoli-Palse. 

Fouquet  describes  the  stomach-pulse  as  the  main 
type  of  the  epigastric  group  of  pulses,  comprising  the 
hepatic,  the  splenic,  and  the  colic  pulses. 
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'*Le  Pools  de  Teetomac  ou  stomachal  est  invariablement 
caract^ris^  par  une  petite  ^minenoe  qui  s'^l^ve  entre  Tindez  et  le 
m^dius  ;  oette  Eminence  paroit  indme  quelquefois  entrer  ou  monter 
assez  avant  dans  Tintervalle  des  extrSmit^s  de  ces  deux  doigts,  k 
peu  pr^  comme  une  petite  piramide  dont  la  pointe  serait  mousse 
on  un  peu  arrondie," 

Fig.  178. 


Belonging  to  the  inferior  (subphrenic)  variety,  this 
pulse  is  much  less  tall ;  it  is  cylindrical  throughout 
except  where  it  rises  into  a  small  pyramid.  More- 
over it  is  usually  stiff,  and  contracted  as  though  by 
spasm,  and  displaying  "irritation,"  although  the 
beats  are  of  moderate  size  and  not  unequal.  Nausea, 
vomiting,  and  cardialgia  occasion  more  and  more 
contraction  with  stiffness,  to  which  are  added  in- 
equality and  "  concentration."  The  immediate  ap- 
proach of  vomiting,  as  may  be  easily  observed  after 
the  use  of  emetics,  and  after  the  first  effects  of  the 
dose,  causes  a  remarkable  change  : 

''  La  petite  Eminence  piramidale  paroit  comme  s'airondir  avec 
unesp^cedetremblotementdeTart^remel^de  convulsion  ....  tPai 
observe  dans  plusieurs  occasions  une  espdce  d*  aecensiis  et  de 
descensus  du  Pouls  stomachal  tr^  marqu6s.  Dans  le  premier  cas 
r^minence  piramidale  f  rappe  beaucoup  plus  vers  le  c6t^  du  m^diusy 
et  presque  point  sur  le  c6t^  de  Vindex  ;  elle  paroit  m^me  vouloir 
s'^tendre,  s'^lorgir  et  s'arrondir  de  plus  en  plus  comme  pour  se 
fondre  ou  se  transformer  en  pectoraly  en  gagnant  toujours  vers  le 
m^dius  ....  on  pourrait  le  qualifier  de  PotUs  du  oardia  ou  Pouls 
stomachal  sup^riefu/r" 

''Dans  le  second  cas,  la  petite  Eminence  piramidale  fait  le 
contraire ;  elle  paroit  se  retr6cir  et  s'afiTaisser  en  se  rangeant  de 
plus  en  plus  du  c6t^  de  Vindex,  et  ne  se  faisant  presque  pas  sentir 
du  c6t^  du  medius  ....  on  pourrait  Tappeller  de  son  contmste 
avec  I'autre,  Pauls  stomachal  i/nferieiwr. 
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''Le  caract^re  stomachal  est  fortement  marqu6  sur  le  Pouls 
apr^  le  repas,  malgr^  le  trouble  et  Tesp^ce  de  convulsion  febrile 
qu'j  r^pand  le  travail  de  la  digestion.  tPajouterai  que  la  sen- 
sation de  la  faim  modifie  encore  le  Pouls  au  caract^re  stomachal  : 
il  depend  d'un  chacun  de  reconnoitre  le  fait." 

A  description  of  the  iDfluence  produced  on  the 
pulse  by  drinking  is  interesting  in  connection  with 
the  attention  given  by  modem  physiologists,  and  in 
particular  by  Dr.  Lauder  Brunton,  to  the  agency  of 
sipping  in  its  relation  to  cardiac  action : 

"  Chez  ces  sujets  les  mieux  constitu^s  et  les  mieuz  portans,  j'ai 
observe  plusieurs  fois  que  la  boisson  d'un  verre  d'eau  ou  de 
ptisane  ordinaire  troubloit  soudainement  le  calme  ou  la  s^r^nite 
du  Pouls,  et  lui  imprimoit  le  caract^re  particulier  quoique 
momentan^  du  stomachal  ou  m^me  de  PirUestinaly  lorsque  oette 
boisson  venoit  k  occasioner  quelque  detente  dans  le  bas-ventre  ou 
quelque  mouvement  d'entrailles ;  ce  ph^nom^ne  m'a  paru  beaucoup 
plus  sensible  ou  plus  ais^  k  observer  sur  les  Pouls  des  convalesoens^' 
{loc,  cit,  pp.  36-37). 

Comments. 

We  have  found  Fouquet's  observations  so  correct 
hitherto  that  we  expect  him  to  be  right  in  a  matter 
of  direct  experiment  repeated/  as  that  of  emesis, 
almost  every  day  in  his  practice.  We  cannot  follow 
him  in  the  distinction  which  he  draws  between  the 
superior  and  the  inferior  stomach-pulse.  These  dif- 
ferences we  note  as  probably  real,  but  we  do  not 
trust  the  localisation. 

The  descriptions  are  remarkable  for  their  graphic 
precision.  We  notice  the  expression  ''frappe  beau- 
coup  plus  vers  le  cSte  du  mddiuSy'  etc.,  which  supplies 
an  adequate  and  complete  picture  of  the  distal  ictus. 
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The  Hepatic  or  XiiTer  Pulse. 

It  is  much  to  his  credit  that  Fouquet  devotes  but 
a  few  lines  to  the  description  of  this  variety,  in  ad- 
dition to  the  illustration  supplied. 

FiG.  179. 


''  Ce  caract^re  est  remarquable  par  une  eminence  k  peu  pr^  la 
memo  dans  le  fond  que  celle  da  PoiUs  de  Testomac  et  qui  s'^l^ve 
au  m^me  endroit,  en  frappant  6galement  entre  le  doigt  indice  et 
celui  du  milieu.  Cette  Eminence  differe  pourtant  de  celle  du 
stomachal  par  quelques  circonstances ;  elle  n'est  ni  si  marquee,  ni 
si  forte,  ni  si  61ev^e ;  elle  est  plus  Idgere,  plus  r^tr^ie,  plus  seche, 
ainsi  que  le  porte  la  Fig.  5*. 

"  D^ailleurs,  Tart^re  est  dans  ce  Poulft  incomparablement  plus 
tendue,  plus  r^tr^cie  et  plus  concentr^e  que  dans  le  stomachal ; 
les  pulsations  moins  vivos  et  plus  irr^guli^res." 

The  Splenic  or  Spleen-Pulse. 

This  variety  also  belongs  to  the  epigastric  class  of 
pulses  : 

"  C'est  toujours  ime  petite  Eminence  qui  frappe  ou  s'^Uve  entre 
le  mHiua  et  Vindex  comme  dans  le  stomachal,  mais  qui  parott 
monter  ou  s'allonger  un  peu  plus  dans  Tintervalle  de  ces  deux 


doigts,  comme  si  elle  6toit  ou  plus  haute  ou  moins  arrondie;  08 
qui  la  distingue  sur-tout,  c'est  qu'elle  parott  couple  verticalament 
du  c6t^  qui  r^pond  a  Tindex,  et  que  vers  la  base  ou  le  pied  de  cette 
coupe  verticale,  on  sent  comme  une  6chancrure,  tandis  que  du 
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c6t^  oppose  elle  conserve  sa  d^clinaison  josques  sous  le  medius, 
comme  une  moiti6  d'un  petit  pectoral." 

"  On  trouve  souvent  dans  ce  Pouls  I'extrSmit^  digitale  de  Tart^re 
fort  r^tr^cie  comme  dans  rintettindl ;  mais  la  partie  post^riertre  on 
brachiale  reste  large  on  conserve  son  diam^tre  naturel." 

Comments. 

If  we  overlook  the  localisation  and  the  name,  the 
description,  for  its  own  sake,  excites  our  astonishment. 
Such  an  expression  as  the  "  half  of  a  small  pectoral 
pulse"  proclaims  that  Fouquet's  mental  conception  of 
the  shape  of  his  tactile  pulse-wave  was  as  clear  as 
that  we  now  have  of  the  sphygmographic  pulse- wave. 
It  seems  the  more  incredible  that  impressions  capable 
of  so  definite  an  expression  should  have  been,  as  far 
as  we  know,  exclusively  obtained  and  described  by 
one  man,  125  years  ago,  and  never  noticed  again  to 
the  present  day,  in  spite  of  his  lucid  description. 

The  vertical  line,  which  he  depicts  in  words  more 
fiilly  than  in  the  engraving,  and  the  indentation  at 
its  base  suggest  to  us  the  first  dawning  upon  him  of 
a  perception,  soon  to  be  more  completely  realised. 
He  perceives  that  the  ictus  does  not  travel  onwards ; 
and  he  is  beginning  to  perceive  that  its  march  is 
retrograda 
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THE    ABDOMINAL    AND    THE    HEMORR- 
HAGIC PULSES  OF  FOUQUET— WITH 
CRITICISMS. 

The  Abdominal  Pulse  and,  In  Particular,  Its 
Intestinal  Varlet j. 

FouQUBT  includes  in  a  capacious  group  the  pulses 
corresponding  to  all  the  organs,  (even  the  kidneys), 
contained  within  the  abdomen.  The  general  ah- 
dominal  feature  of  the  pulse  is  "  concentration,  hard- 
ness, and  contraction  of  the  artery  especially  in  its 
digital  portion,  and  briskness  of  its  pulsations  witii 
inequality."  The  intestinal  feature  is  more  fiilly 
described  : 

"On  distingue  d'abord  un  r^tr^cissement  singulier  du  bout 
digital  de  Fart^re.  LA  se  trouve,  dans  presque  toutes  les  polsatioDs, 
oomme  un  ossolet  ou  petit  grain  de  sezame  mal  f orm^,  qui  depuis 

Fig.  181. 
7 


^Q^ 


j^/gimmim 


environ  le  point  de  Tart^re  qui  r^pond  k  Fintervalle  entre  lee  boats 
du  TnJ^iua  et  de  Vindex  (quoiqu'en  se  rapprochant  davantage  de 
ce  dernier)  qui,  dis-je,  depuis  cet  endroit  od  il  se  fait  sentir  sous 
une  forme  k  peu  pr^s  globuleuse,  se  porteroit  oa  glisseroit  avec 


Digitized  by 


Google 


FOUQUETS  PULSES  CRITICISED.  488 

rapidity  k  travers  Fart^re  sous  tout  rindez,  josque  par  de-Ik 
Tapophyse  du  rayon,  en  paroissant  s'allonger  ou  s'amin9ir  de  plus 
en  plus  dans  oe  trajet,  en  forme  de  petit  dart  ou  d'aiguille ; 
semblable  en  quelque  sorte  k  un  globule  ductile  tel  que  quelques 
observateurs  se  plaisent  k  repr^senter  les  globules  sanguins,  qui  se 
modifieroit  de  la  mani^re  ezpos6e  pour  passer  k  travers  cette 
extr^mite  r^tr^ie  de  I'art^re,  comme  k  travers  un  vaisseau 
capillaire  ou  lymphatique.  On  pourrait  encore  se  peindre 
I'impression  de  ce  globule  dans  sa  forme  et  ses  mouvemens,  par 
Teizemple  d'une  6pingle  dont  la  t^te  frapperoit  le  bout  du  doigt 
indioe,  k  commencer  environ  au  cot^  qui  avoisine  le  m^dius,  ou 
mSme  k  I'intervalle  entre  ces  deux  doigts,  et  le  reste  ou  la  hanse 
s'^tendroit  ult^rieurement  vers  la  main  du  malade,  en  paroissant 
f  uir  sous  le  doigt  comme  un  petit  trait  ou  une  aiguille  fine.'' 

Fig.  182. 

B 


"  Dans  ce  Pouls  Tart^re  est  fort  r^tr^cie  et  fort  roide,  sur-tout 
k  Feztr^mit^  digitale  qui  renf erme  le  petit  dard ;  .  . .  .  bien  souvent 
lapartiepost^rieureou  brachiale  se  sent  4  peine;  .  . . — d'autrefois 
fl  faut  pressor  fortement  les  doigts,  pour  reconnoitre  Textr^mit^ 
digitale  qui  ne  donne  que  comme  un  petit  filet  dur  dans  ses 
pulsations.'' 

The  Pulse  of  Aseltes. 

The  pulse  of  Ascites  is  harder  and  more  tense  and 
contracted  than  the  intestinal  puke.  The  distal  end 
of  the  artery  is  more  contracted  than  the  proximal, 
and  the  pulse  is  unequal,  with  usually  a  slight  fre- 
mitus at  its  termination* 

Owing  to  the  pressure  on  the  diaphragm,  and  to 
the  cough  and  expectoration  due  to  the  resulting 
serous  accumulations,  a  pectoral  quality  is  often 
combined  with  this  pulse, 

2e 
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The  Renal  Fnlee. 

Concerning  the  renal  pvlse  Fouquet  says : 

"  Nous  n'avons  p4  d^opUTrir  sur  le  Pouls  des  iirines  des  signes 
assez  m^haniques  ou  assc^  distincts,  pour  les  r6pr^senter  par  des 
figures  ou  les  dessiner  oomme  les  autres  pouls.  Tout  ce  que  dous 
avons  a  remarquer  sur  ce  Pouls,  c*est  qu*il  est  souvent  dur,  serre ; 
....  Dans  quelques  flux  d'urineoccasionn^s  par  Tusage  des  rem^es 
diur^tiques  et  aperitifs,  oe  Pouls  avoit  beaucoup  de  durete  et  une 
esp^ce  de  g^ne  dans  ses  pulsations.  H  paroissoit  k  ce  Pouls  qu*on 
faisoit,  pour  ainsi  dire,  violence  k  la  nature  ou  qu'elle  se  faisoit 
violence  k  elle  meme." 

Comments. 

Judged  in  the  light  of  our  present  knowledge 
Fouquet's  descriptions  are  remarkably  correct.  To 
the  present  day  we  speak  of  the  filiform  or  wiry  pulse 
of  peritonitis ;  only,  Fouquet  was  also  able  to  recog- 
nise the  ictus,  which  our  description  neglects.  His 
remarks  on  the  mechanical  effects  of  ascites,  and  on 
the  resulting  modification  of  the  pulse  are  true  to 
nature.  His  reticence  as  to  the  renal  pulse  is  dis- 
tinctive of  his  accuracy  of  observation.  The  one 
character  which  he  discovers  in  it  is  that  which  now 
often  guides  our  diagnosis  in  the  absence  of  other 
helps  :  "  it  is  hard  and  it  is  laboured." 

The  written  description  of  the  intestinal  pulse  does 
not  in  its  entirety  agree  with  the  drawing ;  it  does, 
however,  agree  with  the  latter  in  its  concluding  part. 
It  is  noteworthy  that  the  simile  of  the  pin,  and  the 
drawing  itself,  both  suggest  that  the  round  body  or 
head  is  felt  under  the  index,  but  that  it  is  not  felt 
elsewhere,  and  that  it  is  the  point  and  the  shank  of 
the  pin  which  appear  to  escape  towards  the  hand. 
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The  Pulse  of  Diaphoresis. 

The  name  Pulsus  Undosvs  belonged  to  this  pulse 
in  antiquity ;  Solano  calls  it  inciduus.  Fouquet  pro- 
poses to  term  it  in  a  more  general  way,  the  Pulse  of 
the  cutaneous  organ^  or  of  the  periphery  of  the  body, 
an  expression  which  reminds  us  of  the  recent  remarks 
of  von  Frey  (see  p.  252)  on  the  dicrotic  pulse.  Here 
again,  as  in  the  renal  pulse,  Fouquet  finds  nothing  to 
delineate,  and  little  to  describe. 

^'L'art^re  est  renfl^e  au  milieu  de  Tespace  pulsant  dans  la 
forme  k  peu  pr^  du  caract^re  pectoral,  mais  beaucoup  plus  que 
dans  ce  dernier  Pouls ;  elle  est  d'un  large,  quelquefois  mSme  d'un 
Mche  qui  la  fait  paroitre  comme  an^vrismatis^e ;  de  sorte  que  dans 
ses  premiers  soul^vements  ou  premieres  pulsations,  elle  fait  sous 
les  doigts  la  sensation  d'une  courbe  molle  et  un  peu  ondojante." 

This  pulse  is  observed  in  some  continued  fevers,  in 
small-pox  before  or  during  the  eruption,  in  various 
acute  maladies,  and  in  phthisis,  associated  with 
abundant  expectoration  and  night  sweats. 

The  dulses  of  Hadmorrhage. 

1.  The  Masai  Pulse. 

Fouquet  distinguishes  four  pulses  of  haemorrhage, 
the  nasal,  the  uterine,  the  haemorrhoidal,  and  the 
dysenteric.  In  some  cases  of  hsematemesis  he  had 
found  a  trace  of  the  same  pulse-character ;  but  from 
their  limited  number  he  could  not  venture  to  evolve 
a  special  type. 

'^  Le  Pouls  g6n6ral  des  h^morrhagies  est  principalement 
remarquable  dans  notre  m^thode  par  Pimpression  d'une  sorte  de 
petits  corps  ronds  ou  petits  grains  tr^s-fluidles  et  tr^-rapides 
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dans  leur  transition,  qui  se  font  sentir  k  Feztr^mit^  digitale  de 
Tart^re,  comme  k  la  file  Tun  de  Fautre ;  parvenus  k  environ  k 
base  de  Tapophyse  du  radius,  ces  petits  corps  ronds  semblent  se 
briser  en  heurtant  contre  cette  apophyse,  ou  se  diviser  et  se 
r^pandre  ck  et  Ik  en  6clat8  plus  ou  moins  nombreuz,  plus  on  moms 
marques ;  d'oii  r^ulte  dans  cet  endroit  e'est-^-dire,  au  bout  de 
Teztr^mit^  digitale  de  Tart^re,  une  esp^ce  de  fourmillemeDt  (dus 
ou  moins  sensible,  k  cbaque  diastole.  .  .  . 

Le  PotUa  naacd  simple,  se  fait  reconnoitre  pour  Fordinaire  par 
un  renflement  ou  ^largissement  de  la  partie  brachiale  de  Fart^re, 
et  par  une  esp^ce  d'applatissement  k  son  extrSmit6  digitale,  qui, 
sous  tout  Vindex  la  fait  paroitre  k  peu  prte  comme  un  petit  encan 
nerveux  ou  un  nerf  plus  ou  moins  applati.  A  Fendroit  mSme  de 
cet  applatissement,  on  sent  les  petits  corps  ronds,  dont  nous  avons 
part^  plus  haut,  qui  paroissent  comme  allonges,  en  filant  k  la 
queue  Fun  de  Fautre,  et  tr^-fiuxiles  ou  peu  marques  dans  leor 
forme,  tels  qu'on  pent  se  representor  des  gouttelettes  d'eau 
press^es  entre  deux  lames  quarries  de  verre,  qui  iroient  et 
viendroient  s^par^ment  entre  ces  deux  lames,  par  les  pressions 
alternatives  auz  angles  oppose. 

Fig.  183. 


*^  Ce  PouU  a  encore  cela  de  particulier  que  les  petits  corps  ronds 
semblent  heurter  contre  un  obstacle  vers  Fapopbjse  du  rayon  qui 
les  brise  et  en  refl^chit  les  ^lats  en  arri^re  sur  la  s^rie  meme  de 
ces  petits  corps ;  aussi  sur  quielques  Pouls,  Fart^re  en,  paroit-elle 
dans  son  extr^mit^  digitale  comme  leg^rement  festonn^e  si  onpeut 
employer  ce  terme,  k  sa  surface,  et  comme  d^chir^e  en  petits 
lambeaux  tout-^fait  au  bout,  quoique  le  plus  ordinairement  cela 
se  r^duise  k  un  fourmillement  grenu  tres-mea:x}u6,  un  peu  au- 
dela  du  doigt  indice  ou  au  c6t6  de  ce  doigt  vers  la  main,  lequel  four- 
millement semble  distendre  et  amindr  en  cet  endroit  les  parois  de 
Fart^re." 

*'  Quelquefois  on  diroit  qui  il  n'y  a  dans  la  portion  applatie  ou 
digitale  de  Fart^re  qu'un  ou  deux  de  ces  petits  corps  ronds  assez 
bien  form^  qui  passent  prestement  sous  les  doigts,  k  peu-pr^ 
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comme  s'ils  tenoient  au  bout  d'un  reesort  tr^-d^li^,  tr^mince, 
ou  languette  tr^-^lastique  qui  les  lanoe,  en  se  d^tendant,  contre  la 
pr^tendu  obstacle  de  Fapophise  du  radius." 

^^  Les  aocidens  particuliers  au  caract^re  du  Pouls  nazal,  sont 
l'616vation  des  Pouls  tupSrieura  ;  la  duret6  et  une  esp^ce  de  vuide 
dans  Fextr^mit^  applatie  de  I'art^re,  un  soul^vement  tout  a  fait  au 
bout  qui  approche  de  celui  du  capUalf  avec  de  la  roideur  et  une 
oertaine  fougue  dans  quelques  pulsations  ....  Quelquefois 
encore  ce  Pouls  se  trouve  fort  concentre,  embarrass^,  avec  un 
rebondisaement  obscur.  .  •  .  .  Le  dicrotus  appartient  sp^cialement 
au  Pouls  critique.'* 

The  nasal  pulse  is  also  observed  in  coryza,  etc. 
Haemorrhage  need  not  occur  unless  the  vessels  be 
predisposed  to  excretion.  Fouquet,  indeed,  recom- 
mends much  caution  in  venturing  to  predict  epistaxis. 

2.  Tlie  Uterine  Pulse. 

**  Ce  Pouls  est  en  g6n6ral  beaucoup  moins  ^lev^  et  moins  fort 
que  le  nazal,  quelquesfois  m^me  on  le  trouve  si  concentre  qu'il  est 
besoin  d'une  pression  particuli^re  des  doigte,  principalement  de 
rindexy  pour  sentir  les  petits  corps  on  le  fourmillement  grenu  de 
Textr^mit^  de  Tart^re.  Souvent  ce  Pouls  est  lent^  TeictrSmit^ 
digitale  de  Fart^re  n'y  est  pas  sensiblement  applatie  comme  dans 
le  nazcU,  elle  paroit  au  contraire  conserver  sa  forme  cylindrique  ; 
mais  aussi  est-elle  r6tr6cie,  un  peu  prof  onde,  et  ses  pulsations  un 
peu  in^gales  comme  dans  un  16ger  intesUnal.  De  plus,  les  petits 
corps  ronds  ne  sont  pour  Tordinaire  dans  ce  Pouls,  ni  si  sees  ni  si 
formes  que  dans  le  nazal/' 

Fig.  184. 

9 


Then  follow  remarkable  descriptions  of  the  varieties 
of  the  uterine  pulse ;  of  these  only  short  passages 
can  be  quoted : 

'*  Quelquefois  le  premier  de  ces  petits  corps  ronds  ou  le  plus 
sensible  fait  sur  les  doigts,  en  partant,  une  impression  k  peu  pr^s 
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^gale  a  celle  du  petit  bouton  de  la  sourdine  d'une  montre  qui  bat 
actuellement  et  dont  on  sent  en  mSme  temps  la  petite  detente." 

Fig.  186. 
10 


"  Sur  d'autres  on  remarque  oomme  une  esp^ce  d'intersection 
entre  le  premier  des  petits  corps  ronds  et  rextr^mit^  de  la 
languette  ^lastique  qui  les  lance  k  pen  pr^s  sv  Tintervalle  entre 
Vindex  et  le  doigt  du  milieu  en  se  rapprochant  d'avantage  de 
Pindex  ....  J'ai  encore  senti  dans  certains  de  ces  Pouls  oomme 
une  esp^oe  de  oassure  en  zic  zac,  tr^s-16gere,  tr^fugitive,  k 
TextrSmit^  digitale  de  Tart^re,  laquelle  revenoit  k  chaque  diastole. 


^*  D'autres  fois,  il  semble  que  la  colomne  du  sang  parvenue  k 
Feztr^mit^  digitale  de  Tart^re,  recule  en  arri^re  en  lan9ant  en  avant 
le  petit  corps  qui  se  brise  vers  Tapophyse  du  rayon,  etc " 

The  pulses  of  pregnancy,  of  the  lochia,  and  of  leu- 
corrhoea  are  sub-varieties  of  the  uterine. 


3.  The  BflDmorrlioidal  Pulse. 

Here  again  we  find  the  specific  character  of  the 
pulses  of  haemorrhage,  a  fine  formication  at  the  digital 
extremity  of  the  pulse.  The  distinguishing  features 
are  the  following  : — 

"  Les  petits  corps  ronds  paroissent  beaucoup  plus  petits  et  en 
m^me  temps  tr6s-secs,  le  fourmillement  semble  plus  resserr^  ou 
g'ezercer  dans  un  plus  petit  espace,  et  les  fragmens  des  petits 
corps  ronds  sont  trds-peu  marques ;  en  sorte  que  c'est  plut6t  on 
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leger  frdmissement  qu'uu  fourmillement  grenu  qui  se  fait  sentir 
sous  Pindex  et  par  de\k" 

Fig.  187. 


Moreover  the  artery  presents  a  swell  not  unlike, 
though  smaller  than,  that  special  to  the  pectoral 
pulse ;  and  at  the  same  time  some  hardness  and  con- 
traction of  the  distal  portion ;  the  proportion  as  to 
thickness  or  volume  between  the  distal  and  the 
proximal  portions  being  often  as  2  to  8.  The  rhythm 
is  sometimes  irregular  (impar  citatus). 

%m  The  DTmenterlo  Pulse. 

This  pulse  agrees  very  closely  with  the  preceding, 
but  has  less  height  and  fulness,  and  is  more  frequent 
and  unequal,  or  even  intermittent. 

"  On  y  sent  par  intervalles  Taiguille  ou  dard  de  Tintestinal 
vitd ;  les  petits  corps  ronds  et  leur  fragmens  sont  peu  sensibles, 
et  souvent  ces  fragmens  paroissent  assez  nombreuz  et  assez  fins, 
pour  figurer  le  bout  de  Tart^re  k  coth  de  Cindex  ou  aa-del4,  en 
une  esp^ce  de  petite  brosse  de  peintre,  ou  mani^re  de  petite 
aigr^te,  comme  s'ils  s'^parpilloient  en  diyergeant." 


A  similar  pulse  has  been  observed  by  Fouquet  in 
connection  with  the  colicky  pains  often  preceding  or 
accompanying  the  onset  of  a  menstruation. 

It  should  be  noted  that  in  violent  dysentery  the 
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pulse  is  apt  to  be  much  taller,  with  a  sort  of  rebound, 
more  frequent  and  tense,  and  the  small  round  bodies 
more  marked. 


Com/ments  on  the  Last  Four  Descriptions. 

The  pulse-sensations  described  by  Fouquet  under 
the  heading  of  the  Hsemorrhagic  Pulses,  and  tiie 
drawings  in  which  these  sensations  are  expressed, 
have  probably  excited  more  incredulity  and  ridicule 
than  the  apparently  less  imaginary  varieties  pre- 
viously detailed.  Fouquet's  powers  of  observation 
are  now  so  well  known  to  us  that  we  should  feel  it 
rash  to  doubt  their  correct  working  in  this  case.  It 
will  be  found  that  the  sensation  described  is  a 
reality,  though  one  of  the  similes  used,  that  of 
spherules,  is  somewhat  misleading.  The  other 
simile  will  be  recognised  by  the  dullest  touch.  The 
elaborate  descriptions  of  Fouquet  obviously  relate  to 
the  pulse-thrill,  of  which  he  has  probably  made 
observations  more  extensive  and  searching  than 
any  man.  When  in  the  future  closer  attention  is 
bestowed  upon  this  peculiarity  of  the  pulse,  we  may 
perhaps  discover  imsuspected  value  in  his  descrip- 
tions. For  the  present  it  is  clear  that  the  spherules 
which  he  delineates  are  the  eddies  producing  the 
thrill,  and' that  their  summit  would  convey  to  the 
finger  the  impression  of  a  number  of  convex  particles 
in  motion.  Fouquet's  mistake  was  merely  one  of 
interpretation. 

The  expression  "  petits  flots  "  constantly  recurs  in 
the  individual  accounts  of  cases,  as  in  the  following 
(loc.  cit.  p.  185): 
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*^  .  .  .  L'^l^vatdontombeetlaissesentirsousrmdioe,  4oommenoer 
dte  le  o6t6  voisin  du  m^dius,  une  fQe  de  petits  corps  ronds  ou  de 
petits  flots  bien  marques  qui  se  suivent  rapidement,  en  paroissant 
s'alloiiger  sous  ce  dernier  doigt,  et  vont  former  un  peu  au-del^ 
nn  f ourmillement  grenu  qui  semble  dilater  Tart^re,  en  cet  endroit.'' 

Had  Fouquet  been  content  with  the  notion  of 
wavelets,  his  description  of  the  pulse-thrill  would 
have  been  strictly  correct;  but  in  spite  of  this 
partial  misinterpretation,  the  objective  genuineness 
of  his  sensations  remaina 

Lastly,  it  is  in  connection  with  this  pulse,  the 
most  difficult  to  analyse  and  to  depict,  that  Fouquet 
becomes  dimly  conscious  of  a  retrograde  process 
under  the  finger.  The  following  statement  is  most 
explicit  in  this  connection  : 

''Dans  cette  extr^mit^  Ton  sent  une  train^  de  petits  corps 
ronds  ou  de  petits  flots  qui  sembleiit  aller  se  briser  vers  Tapophyse 
du  rayon,  en  faisant,  pour  ainsi  dire,  reouler  la  coUnme  du  sang^  et 
f ormant,  dans  cet  endroit,  un  fourmillement  grenu." 
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CHAPTER  IV. 

CONCLUDING  REMARKS  ON  FOUQUET 
AND  HIS  WORK. 

So  close  an  observer  cannot  fail  to  have  been  a 
good  physician,  and,  of  this,  indications  appear  in  the 
clinical  histories  appended  to  his  work.  As  a  thinker 
he  does  not  reveal  himself  to  ns ;  there  was  probably 
more  originality  in  the  man  than  is  allowed  to  tran- 
spire in  his  writings,  where  authority  is  used  as  a 
fulcrum  to  establish  the  correctness  of  his  views  with 
an  incredulous  profession.  Conflict  with  the  latter, 
and  the  striving  after  unanswerable  proofe  which  the 
physiology  of  his  day  was  incapable  of  giving,  con- 
fined his  attention  to  his  one  object  of  study,  and 
caused  him  to  accept  without  question  erroneous 
doctrines,  conformity  with  which  was  held  to  be  the 
only  test  for  the  value  of  new  ideas,  and  to  cling  the 
more  strongly  to  teachings  which  his  independent 
thought  might  otherwise  have  mistrusted. 

The  Theor  J  of  the  Organic  Pulses. 

This  faulty  basis  marred  the  clinical  usefiilness 
and  the  success  of  his  discoveries.  De  Borden's 
theory  of  the  organic  pulses  contained  a  greater  pro- 
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portion  of  tnith  than  it  is  generally  believed  to 
possess.  The  influence  of  particular  diseases  on  the 
pulse  is  undeniable,  as  for  instance  that  of  Bright's 
disease,  that  of  enteric  fever,  etc.,  and  their  recog- 
nised connection  with  certain  organs  goes  far  to 
justify  the  theory.  Unfortunately  the  latter  was 
urged  beyond  the  limits  of  general  conclusions.  The 
organic  influence  was  erroneously  thought  to  act 
directly  on  the  pulse,  whereas  its  action  is  on  the 
blood  or  on  the  nervous  system,  and  only  through 
these  on  the  pulse. 

In  the  measure  in  which  its  applications  were  of 
a  general  kind  the  theory  worked  "true."  In  broad 
outline,  the  pulse  varieties  described  as  the  Superior 
and  the  Inferior,  the  Pectoral,  the  Capital,  the  Intes- 
tinal, the  Renal,  and  the  Pulse  of  Diaphoresis,  all 
correspond  to  types  with  which  we  are  familiar. 
Definite  pulse-peculiarities  also  accompany  visceral 
haemorrhage.  Indeed,  without  renewed  study,  it 
would  be  rash  to  draw  the  limit  at  which  the  theory 
ceases  to  be  applicable. 

With  this  reservation,  the  organic  theory,  in  the 
detailed  application  which  was  attempted  by  Fouquet, 
is  wrong  and  utterly  misleading. 

It  remains  for  us  to  explain  how  this  fact  is  com- 
patible with  the  correctness  of  the  observations 
recorded  and  with  the  experience  and  skill  of  the 
observer. 

The  Faotitioiui  Mature  of  Some  of  the  Palse« 
Cliaraoters  Described  hj  Fouquet. 

Quite  unconsciously  Fouquet  was  something  more 
than  a  fine  observer — ^he  was  a  great  virtuoso  on  the 
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pulse.  The  pulse  may  be  played  on>  and  Fouquet 
acquired  unrivalled  proficiency  in  the  art,  without 
ever  suspecting  his  self-deception. 

The  remarks  on  Pulse-thrill  (see  p.  376)  give  a 
practical  illustration  in  point.  Any  one  can,  by 
sufficient  application  and  by  sufficiently  varied  tactile 
manoeuvres,  obtain  a  pulse-thrill  in  a  proportion  of 
subjects,  which  wUl  yield  no  thrill  with  the  ordinary 
methods.  Any  doubt  would  be  cleared  up  by 
Fouquet's  own  words  {loc.  dt.  p.  104) : 

*'I1  convient  maintenant  d'observer  que  pour  bien  saisir  le 
caract^re  du  Fouls  lUerin  suivant  notre  m^thode,  on  doit,  la  plfi- 
part  du  temps,  pencber  un  peu  en  avant  la  rang^e  des  doigts,  una 
f  ois  qu'ils  sont  plac^  sur  I'art^re,  et  presser  de  Vindex  un  peu  plus 
que  des  autres,  en  le  relevant  de  temps  en  temps  ou  suspendant 
la  pression  de  ce  doigt,  sans  n^anmoins  lui  faire  quitter  I'art^ ; 
en  un  mot,  varier  la  pression  des  doigts,  prindpalement  de  Vindex, 
jusqu'4  oe  qu'on  ait  bien  reconnu  tout  ce  qui  est  essentiel  an 
caract^re  qui  vient  d'etre  d^crit." 

By  using  four  fingers,  the  range  of  the  variations 
to  be  obtained  by  manipulations  was  much  increased. 
Had  Fouquet  used  one  finger  only,  he  would  have 
avoided  this  fallacy.  The  peculiarities  which  his 
method  enabled  him  not  only  to  observe,  but  also  to 
elicit,  were  doubtless  more  conspicuously,  as  well  as 
more  readily,  yielded  by  certain  pulses  ;  and  his  fine 
appreciation  was  thus  enabled  to  make  real  dis- 
tinctions as  well  as  those  which  were  unconsciously 
manufactured ;  and  again  spontaneously  objective 
features  of  the  pulse  (such  as  may  be  obvious  to  one 
finger)  dovetailed  with  others  purely  artificial.  Thus 
it  is  hard  to  say  of  any  one  of  the  types  that  it  is 
false  in  all  points.     This  obvious  partial  correctness 
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must  have  helped  to  confirm  him  in  a  belief  in  his 
own  results ;  and  these  probably  seldom  failed  him, 
since  he  was  generally  able  to  produce  by  the  touch 
the  pulse  character  he  was  expecting  to  find. 

Fouquet's  AohleTements. 

In  spite  of  these  mistakes,  Fouquet  achieved  a  great 
work  in  vindicating  for  the  touch  a  province  which 
had  been  almost  wholly  neglected  since  Galen,  and 
which  was  in  this  century  to  be  exclusively  claimed 
for  the  instrumental  method ;  and  he  made  good  the 
title,  by  himself  setting  the  first  example  of  a 
systematic  and  searching  tactile  analysia  None 
have  been  found  to  follow  it,  and  his  ideas  have  slept 
in  oblivion.  Still  after  upwards  of  a  century  his 
work  revives  fresh  and  fruitful,  fit  to  be  taken  up 
and  completed  by  a  generation  of  clinical  students 
more  able,  more  hopeful,  and  more  appreciative. 

We  cannot  more  fitly  conclude  this  imperfect  sur- 
vey than  with  a  passage  from  Fouquet's  own  epilogue 
{loc.  cit.  p.  126)  : 

**  Si  on  a  vii  un  observateur  se  tromper  r^ellement  dans  ses 
premiers  essais,  s'il  se  trompe  encore  quelquefois  en  cherehant  k 
perfectionner  une  invention,  il  n'y  a  rien  Ik  qui  ne  puisse  toumer 
au  profit  de  ceux  qui  viendront  apr^s  lui,  qui  se  tromperont 
d'autant  moins.*  Une  y6rit^  est  ordinairement  pay^e  de  mille 
erreurs,  et  elle  n'est  pas  ch^re  a  ce  prix :  mais  il  j  aurait  une 
injustice  affireuse  k  grossir  ses  erreurs  pr^entes  de  ses  erreurs 
pass^es.  Que  si  sa  perseverance  ne  vous  touche,  du  moins  ne 
m6rite-t-elle  pas  que  vous  le  d^couragi^s. 

''  Pour  ce  qui  me  regarde,  je  ne  pretends  pas  passer  pour  plus 

«  '*Si  non  erra^jset,  fecerat  ille  minus."    (Mart  Bpigr.) 
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habile  que  je  ne  suis ;  j'avoue  sinc^rement  que  je  me  sols  m^pris 
au  Pouls  et  que  je  m'y  m^prends  encore  quelquefois  (quoique  pins 
rarement  qu'oc  ne  s'obstine  k  le  publier),  soit  par  mon  imprudenoe, 
8oit  par  des  circonstanoes  qui  sont  audessiis  de  mes  forces.  Aprte 
un  pareil  aveu,  nous  nous  fl&tons  que  tout  Lecteur  impartial  et 
^lair6  rendra  justice  k  la  puret^  de  nos  intentions  en  publiant  cet 
ouvrage,  et  il  doit  pen  nous  importer  ce  qu'en  penseront  les 
autres/' 
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PART   VII. 

EPITOME  OF  RESULTS   AND  FINAL 
CONCLUSIONS. 

The    results    of   this    elementary    study   may   be 
looked  for  in  three  directions  : 

I.  In  connection  with  the  tactile  method ; 
11.  In  connection  with  the  theory  of  the  pulse ; 
III.  In  connection   with    the   practice  of  tactile 
sphygmology. 

I.    THE  ANALYTICAL   TACTILE   METHOD. 

The  chief  object  of  this  work  has  been  the  vindi- 
cation of  the  tactile  exploration  of  the  pulse  as  a 
means  of  scientific  analysis.  Methods  are  best  judged 
by  their  fruits.  The  chief  fruits  of  this  method  can 
only  be  developed  from  its  application  to  the  clinical 
study  of  disease,  which  has  not  been  attempted  in 
these  pages.  Thus  the  future  alone  can  show 
whether  the  attempt  has  been  successful.  Mean- 
while the  observations  which  have  served  as  a  basis 
in  the  elaboration  of  the  method,  and  as  tests  for  its 
efficiency,  although  few  in  number,  are  not  without 
weight.  These  may  fairly  be  classed  among  the 
results,  and  included  among  those  which  we  shall 
now  briefly  review. 
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n.    THE   BESULTS    BEARING   UPON  THEORY  OBTAINED 
BY  TACTILE  ANALYSIS. 

We  may  conveniently  divide  the  theoretical  results 
into  two  groups :  those  immediately  connected  with 
the  pulse- wave,  and  others  having  reference  to  the 
more  distant  relations  of  the  pulse  to  the  cardiac 
mechanisms.  The  connection  between  the  two  groups 
is  really  very  close,  since  according  to  some  autho- 
rities the  shape  of  the  pulse  is  explained  by  the 
mode  of  the  heart's  contraction,  whilst  others  look 
to  the  pulse  for  information  as  to  some  of  the  intra- 
cardial  events. 
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CHAPTER  L  . 

THE  TACTILE  METHOD  AS  ANALYZER  OF 
THE  PULSE-WAVE. 

Data  Supplied  by  the  Tactile  Method  as  to 
the  Nature  of  the  Pulse- Wave. 

A  Postulate. 

Before  any  of  the  conclusions  which  we  have  to 
submit  can  be  put  forward,  the  acceptance  of  the 
followmg  postulate  is  a  necessary  preliminary :  The 
ictiLsfelt  by  the  finger  is  identical  with  the  summit 
of  the  pulse-wave,  as  displayed  in  the  sphyg7nogra/m. 
If  this  be  granted,  tactile  analysis  is  capable  of 
supplying  most  valuable  data.  Indeed  the  touch 
affords  a  simple  answer  to  some  of  the  pulse  problems 
which  von  Kries  and  von  Frey  have  laboriously 
worked  out  by  instrumental  methods.  It  opens  up 
an  unsuspected  reserve  of  evidence,  upon  which  these 
observers  have  not  drawn,  and  which,  even  at  this 
stage,  may  provide  for,  their  views  that  obvious  de- 
monstration which  alone  secures  for  new  ideas  a 
general  recognition.  Lastly,  the  interpretation  of  the 
sphygmogram  is  another  work  needing  assistance  such 
as  this  method  can  give. 

2   F 
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\  AmoDg  the  general  features  of  the  pulse,  size^ 
i  strength,  consistence  and  rate  have  always  been,  hy 
common  consent,  within  the  competence  of  the  finger. 
Improvement  of  our  previous  knowledge  on  these 
points  was  the  only  need ;  and  this,  the  tactile 
method  has  to  a  large  extent  supplied*  I'he  nature 
of  theptdse-wave,  its  relative  time,  and  its  direction 
were  new  subjects  for  tactile  study  ;  it  is  chiefly  in 
this  direction  that  fresh  ground  has  been  broken. 


BlreetiOB  of  tlie  Fulse-WaTe. 

Since  Harvey's  demonstration  of  the  circulation 
the  direction  followed  by  the  intra-arterial  pulse- 
wave  has  been  self-evident.  That  of  the  pulse-beat 
seems  to  have  been  regarded  as  hardly  less  obvious. 
As  far  as  known  to  the  writer,  doubt  has  never 
been  felt  as  to  the  relation  existing  between  the 
ictus  and  the  pulse-wave.  At  any  rate  modem 
literature  contains  no  hint  that  the  beat  might  be 
anything  but  a  direct  expression  of  the  pulse-wave, 
strictly  identical  with  it  in  time,  and  therefore 
centrifugal. 

This  conclusion  appears  to  have  been  taken  for 
granted  by  physiologists,  since  the  question  is  not 
even  raised  by  the  numerous  observers  who  have 
recorded  their  experimental  estimates  of  the  time- 
intervals  corresponding  to  the  progress  of  the  wave 
from  proximal  to  distant  points.  The  most  recent 
author,  M.  von  Frey,  makes  no  mention  of  the  sub- 
ject. Von  Kries  is  also  silent,  and  this  is  the  more 
strange  since  he  reproduces  (loc.  cit.  p.  67)  and 
analyses  Hurthle's  sphygmograms,  in  which  the  facts 
are  displayed  which  raise  the  question. 


^y 


Digitized  by 


Google 


EPITOME  OF  RESULTS.  451 

The  tracings,  (Fig.  192,  p.  477)  copied  from  voa  1  / 
Kries'  book,  were  obtained  by  Hiirthle  from  a  ^ 
proximal  and  from  a  distal  point  of  the  carotid 
respectively.  They  show  that  the  summit  of  the 
wave  is  reached  earlier  at  the  periphery  than  at 
points  nearer  the  heart.  This  is  precisely  what  the 
tactile  method  has  taught  us  {cf.  p.  321)  in  the  case 
of  the  radial  artery. 

Tliis  then  is  our  first  important  contribution  to  the 
theory  of  the  puke- wave : 

(1)   Although   the  progress  of  the  pulse-wave  is 
centrifugal^  the  progress  of  the  pulse-beat  or  ictus  is 
centripetal ;  the  heat  is  felt  earliest  at  the  peripheral 
and  latest  at  the  central  end  of  arteries. 

As  seen  from  the  tracings,  this  can  be  demon- 
strated by  the  sphygmograph  also.  Our  next  point, 
however,  lies  beyond  its  scope.  The  instrument  is 
unable  to  show  us  the  direction  of  the  waves  which 
it  registers :  the  finger  does  this  with  ease  whenever 
the  waves  are  perceptible  to  the  touch.  Again  there 
is  no  selective  power,  in  the  sphygmograph,  for 
certain  waves  to  the  exclusion  of  others ;  all  are 
registered  alike,  without  any  possibility  of  distinction. 
This  double  disability  is  one  of  the  gravest  short- 
comings of  the  sphygmograph,  and  is  answerable  for 
much  delay  in  the  advance  of  our  knowledge  of  the 
pulse- wave. 

The  superiority  of  the  finger  as  an  instrument  of 
imalysis  shines  forth ;  and  we  are  provided  with  two 
further  results  in  confirmation  of  the  first : 

(2)  The  pulse-wave  and  the  pulse-heat  are  capable 
of  being  felt  as  distinct  from  each  other;  and 

(3)  Their  opposite  directions  can  be  identified. 
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The  melatiTe  Time  of  the  Pulse. 

The  earlier  time  of  the  beat  at  the  peripheral, 
instead  of  at  the  central  end  of  arteries  is,  up  to  the 
present  date,  an  exclusively  tactile  result,  and  much 
to  the  credit  of  the  method.  It  is  not  supported, 
but  directly  opposed,  by  the  accepted  experimental 
data.  Still  it  is  a  hard  fact,  and  should  be  capable 
of  an  objective  demonstration  even  more  striking  than 
that  given  on  p.  323.  Dr.  G.  A.  Buckmaster,  of 
St.  Greorge's  Hospital,  is  kindly  lending  his  skill  and 
physiological  experience  to  the  graphic  determination 
of  the  facts. 

The  conflict  in  results  is  more  apparent  than  real 
Donders'  method  by  air  conduction,  and  the  electro- 
magnetic method,  both  register  the  transit  of  the 
head  of  the  pulse-wave: — the  finger  is  concerned 
with  the  ictus  only.  Comparison  with  our  results  is 
therefore  only  possible  in  the  case  of  methods  which 
have  employed  the  finger  as  the  receiving  agent. 
E.  H.  Weber's  original  method  was  of  that  kind.  He 
estimated  the  velocity  of  the  pulse-wave  at  7*92  to 
9*24  metres  per  second. 

Although  most  probably  counting  the  moment  of 
the  pulse-beat,  he  did  not  succeed  in  timing  its  pro- 
gress, nor  has  any  physiologist,  so  far  as  known  to 
the  writer,  hitherto  timed  it.  His  method,  which 
was  copied  by  Donders,  Czermak,  and  others,  con- 
sisted in  observing  the  pulse  at  extreme  points  in  the 
body,  instead  of  at  extreme  points  in  any  one  arterial 
highway,  and  of  calculating  the  velocity  from  ob-, 
servations  taken  on  two  arteries,  instead  of  obtaining 
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the  result  directly  from  a  single  one.  E.  H.  Weber 
used  a  chronometer  beating  the  third  of  a  second, 
and  felt  the  pulse  of  the  External  maxillary  artery 
with  one  hand,  and  that  of  the  Dorsalis  pedis  artery 
with  the  other ;  he  found  an  interval  of  |  to  f  of  a 
second  between  them ;  but  no  appreciable  difference 
could  be  made  out  between  the  pulses  of  the  Ex- 
ternal maxillary  and  of  the  Axillary  arteries. 

Assuming  that  his  guide  was  the  pulse-beat  it  is 
equally  remarkable  that  he  should  have  failed  to 
recognize  the  centripetal  direction  of  the  beat,  and 
that,  from  the  centripetal  wave,  he  should  have  been 
able,  without  gross  error,  to  determine  the  velocity 
of  the  centrifugal  wave. 

Instrumental  registration  was  employed  by  later 
observers,  Czermak  using  sphygmographs,  and  in 
other  experiments  the  reflection  of  a  ray  of  light  on 
a  glass  surface  set  in  motion  by  the  artery;  and 
Lcmdois,  electro  magnets.  All  those  observations, 
however,  were  made  on  two  arteries  belonging  to 
different  arterial  districts,  and  this  was  also  the  case 
with  Grunmach's  experiments. 

Alone  Hurthle*  confined  himself  to  a  single 
artery,  the  external  carotid,  taking  tracings  from  its 
proximal  extremity,  and  from  the  point  of  origin  of 
the  lingual  artery.  He  seems  to  have  concluded  that 
the  summit  of  the  wave  occurred  earlier  at  the 
proximal  extremity;  but  his  tracings  do  not  afford 
complete  evidence  on  this  point.  (See  Fig.  104, 
p.  226.) 

The  discrepancies  in  the  estimates  obtained  with 

•  Pfliiger*8  "  Archiv,"  Bd.  ilvii. 
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varioxis  methods  by  various  observers,  are  in  part< 
due  to  true  variations  in  the  intra-arterial  velocities, 
from  causes  {cf.  p.  200)  which  have  been  pointed  out 
by  von  Kries  and  others. 

But  with  any  method  it  must  be  difficult  to  en- 
sure that  in  each  experiment  the  earliest  phase  of 
the  pulse- wave  is  registered.  The  inherent  doubt  as 
to  whether  the  first  arterial  movement  registered 
was  also  the  earliest  intra-arterial  wave-movement, 
and  the  uncertainty  as  to  the  extent  of  the  possible 
delay  in  each  case,  cannot  but  cause  diffidence  in 
connection  with  the  great  disparity  in  the  figures  of 
various  observers,  {e.g.  E.  H.  Weber,  9'24  metres 
per  sec, ;  Garrod,  9-1 0*8  ;  Grashey,  8*5  ;  Moens,  8-3, 
and  with  diminished  pressure  during  Valsalva's  ex- 
periment, 7*3)  (Landois'  Physiology). 

Von  Frey  (Zoc.  cit.  p.  127)  has  reckoned  out  and 
tabulated  the  velocities  (in  the  upper  and  the  lower 
limb  respectively)  corresponding  to  the  figures  ob- 
tained by  the  several  experimenters : 

VBLOCmBS   OP  THE   PuLSE-WaVE — ^IN   MSTRES  PBB  SeCOHD. 

In  the 
lower  limb. 

1116 
6-48 

11-  0 
6-88 
6-20 
6-69 

The  comparative  evenness  in  velocity  obtained  in 
the  two  limbs  by  Landois,  Keyt,  and  Edgren  must 
raise  a  suspicion  that  such  disparities  as  those  found 


Czermak . 

In  the 
upper  limb. 
.     6-70 

LandoiB  . 

.     5-77 

Grunmach 

.     9-  0 

Keyt       . 
Edgren    . 

.     7-87 

(7-68 

•  |7-82 
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by  Grunmach,  and  especially  by  Czermak,  were  due 
to  some  fundamental  error  in  experiment ;  especially 
as  they  find  the  wave  travelling  faster  in  the  lower 
extremity  than  in  the  upper. 

This  radical  contradiction  between  authorities 
seems  to  have  been  accepted  aa  a  mystery  beyond 
the  pale  of  discussion.  The  clue  to  its  explanation 
is  probably  contained  in  the  following  fact  contributed 
by  the  tactile  method  : 

(4)  Althov^h  the  pulse-wave  reaches  the  periphery 
latest,  the  pulse-beat  occurs  earliest  at  the  periphery ; 
and,  within  the  same  arterial  conduction^  earlier 
at  any  more  distal  than  at  any  more  proximal 
spot. 

An  interesting  corollary,  which  at  the  same  time 
affords  striking  confirmation  to  the  observation 
that  the  distal  beat  occurs  earlier  than  the  proximal, 
is  also  derived  from  the  method : 

(5)  The  anastomotic  heat  at  the  wrist ^  although 
sometimes  later,  is  most  often  earlier  than  the 
brachial  beat. 

Passing  over  minor  gains  we  learn  the  important 
fact  that : 

(6)  The  touch  can  appreciate  extremely  small 
differences  in  tim^. 

And  moreover : 

(7)  The  visual  perception  of  the  beat  is  markedly 
delayed  as  compared  vnth  the  tactile  perception. 

The  Xode  of  Prodaotloa  of  the  Pulse- Wa^e. 

The  preceding  statements  concerning  the  time 
and  direction  of  the  pulse-beat  have  a  far-reaching 
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significance.  If  confirmed  by  experiment  they  pledge 
us  to  one  of  the  theories  of  the  pulse- wave;  nay, 
they  are  in  themselves  a  practical  confirmation  of  the 
theoretical  and  experimental  evidence  accumulated 
in  favour  of  the  peripheral  rebound  theory,  and  which 
can  be  summed  up  as  follows : 

Speaking  of  the  first  of  the  two  predicrotic  waves,  von  Kries 
{loo,  cit,  p.  95)  says  :  *'  Dass  gerade  hier  die  riicklaufige  Welle  zur 
Beobachtung  kommt,  und  dass  dieselbe  gelegentlich  die  Form 
eines  markierten  Gipfels  im  Sphygmogramm  annehmen  kann. 
Unter  diesen  XJmstSnden  kOnnte  man  also  sagen,  dass  gewisse 
Formen  des  ersten  Zwischenschlages  als  Ausdruck  der  einmal 
reflectierten  riicklaufigen  Welle  anzusehen  sind."  He  therefore 
regards  the  wave  immediately  adjoining  the  main  summit  as  a 
wave  of  peripheral  rebound,  whilst  the  second  predicrotic  wave  is, 
according  to  him,  a  descending  wave  of  rebound. 

Since  the  dicrotic  wave  is  unquestionably  also  a 
reflected  wave,  the  pulse-wave  is  essentially  made 
up  of  reflected  waves.  Although  this  view  was 
formed  and  formulated  before  the  tactile  method  was 
thought  of,  still  the  latter  has  supplied  the  practical 
confirmation;  and  the  foUowing  statement  may  be 
reckoned  as  one  of  its  fruits : 

(8)  The  configuration  of  the  pulse-tracing  aiises 
from  the  conjunction  with  the  systolic  wave  of  a 
series  of  rebound-waves  y  the  first  of  which  is  reflected 
from  the  periphery. 

So  strongly  does    tactile    analysis  support  this 
view,  that  throughout  these  pages   our  &cts  have 
been  recorded  in  terms  of  the  peripheral  theory  of 
the  pulse-wave.      Our   adhesion   to  this  theory  is 
therefore  a  foregone  conclusion. 
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CHAPTER  II. 

THE  TACTILE  METHOD  IN    CONNECTION 

WITH  THE  HEABT  AND  WITH 

BLOOD-PRESSURE. 

Data  Supplied  by  the  Taotlle  Method  as  to 
the  Medhanism  of  the  Cardlao  Ssrstole. 

The  acceptance  of  the  peripheral  theory  practically 
excludes  the  central  theory.  Tactile  analysis  of  the 
pulse  provides  us,  however,  with  something  more 
than  merely  negative  arguments.  Any  cardiac 
events  capable  of  arterial  transmission  must  keep 
accurate  step  with  the  heart- wave.  If  the  ictus  be 
entitled  to  the  name  of  percussion- wave  (in  the 
sense  of  systolic  percussion)  or  to  that  of  papillary 
wave,  it  must  satisfy  this  test  throughout  the 
arterial  system.  The  foregoing  observations  would 
show  that  it  does  not.  Far  from  running  hand-in- 
hand  with  the  systolic  wave,  the  ictus  has  been 
found  to  take  an  opposite  course.  The  retrograde 
march  of  the  ictus  would  therefore  enable  us  to  state 
in  general  terms  that : 

(9)  The  percussion-wave  is  not  directly  produced 
by  the  cardiac  systole,  or  by  the  contraction  of  the 
-papillary  muscles ;  and  that 
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(10)  Concltisions  hosed  upon  the  configurcUion  of 
the  early  part  of  the  sphygmogram,  as  to  the  mode 
of  the  cardiac  contraction^  loA^k  secure  foundation. 

If  this  be  true  in  the  case  of  the  ictus,  the 
probability  is  great  that  it  is  also  true  of  the  pre- 
dicrotic  wave.  But  the  tactile  method  not  being  com- 
petent to  judge  of  the  latt-er,  we  are  restricted  to  the 
a  fortiori  argument.  The  absence  of  this  wave  in 
some  pulses  and  its  accentuation  in  others  are  satis- 
factorily explained  in  the  theory  of  peripheral 
rebound,  less  easily  in  the  central  theory. 


Other  BesQlts  bearing  cm  the  Theory  of 
the  Pulse- Wave. 

Siorotisot. 

The  contributions  of  the  tactile  method  to  this 
subject  have  hitherto  been  indirect  only,  yet  impor- 
tant. Suggestions  have  been  made  which  are  based 
upon,  and  derive  their ,  probability  from,  our  better 
acquaintance  with  other  arterial  rebounds.  It  would 
be  premature,  however,  to  put  forward  as  proved 
these  and  other  points  of  theory  which  may  even- 
tually be  seen  to  have  owed  their  proof  to  the  tactile 
method. 

Tbe  Obanrss  in  the  Pulse  due  to  Posture. 

In  this  wide  class  one  instance  only  has  been 
cdngled  out  for  study  by  physiologists,  and  to  this  we 
have  confined  our  attention.     The  pulse-changes  in- 
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duced  in  the  radial  artery  by  raising  the  arm,  had 
given  rise  to  many  theories,  until  the  whole  subject 
was  a  hopeless  tangle.  For  this,  the  tactile  method 
has  the  credit  of  having  substituted  a  few  plain 
facts: 

(11)  The  changes  in  question  are  not  due  to  gram- 
tation ; 

(12)  They  are  equally  obtainable,  by  the  same 
movements,  in  an  absolutely  horizontal,  instead  of  a 
vertical,  position,  of  the  whole  body  and  of  the  limb ; 

(13)  They  are  not  special  to  the  m,ovem^nt  and 
posture  in  question ;  but  may  be  also  obtained  at  will 
with  the  arm  dependent,  and  in  other  positions ; 

(14)  They  are  induced  by  constriction  of  the 
artery;  their  features  are  those  of  the  pulse  of 
stenosis. 

(15)  Arterial  constriction  is  partly  due  to  pressure 
of  the  contracting  muscles,  partly  as  an  indirect  re- 
sult, to  the  tension  of  fibrous  structures  and  of 
tendons. 

(16)  Constriction  sufficient  to  obliterate  the  pulse 
m^ay  be  brought  about  by  raising  the  arm  in  a  special 
way,  or  by  definite  contraction  of  the  muscles  without 
any  elevation  of  the  arm. 

(17)  The  changes  usually  described  have  not  th 
value  of  a  definite  and  independent  arterial  condi- 
tion ;  they  are  merely  a  stage  on  the  way  to  arterial 
obliteration.  The  results  of  individual  experiments 
a/re  therefore  essentially  variable. 

It  is  needless  to  point  out  that  these  fiwjts  ikcili- 
tate  a  correct  interpretation  of  the  sphygmogram, 
and  that  they  throw  light  upon  the  subject  of  pulse- 
pressure. 
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Pulse-PreMiiire. 

Important  conclusions  are  contained  in  the  facts 
stated  below : 

(18)  PuLse-pressure  in  one  limb  is  not  always  a 
safe  guide  to  the  general  pulse-pressure  of  the  hody^ 
nor  even  to  that  of  the  other  limb. 

(19)  The  pulse-pressure,  wheresoever  determined^ 
fnay  he  purely  local,  and  therefore  due  to  local 
causes. 

These  results  cannot  be  claimed  aa  exclusively  due 
to  the  tactile  method;  the  demonstration  only  is 
new. 

Zts  &esistratioB. 

Again,  of  late,  the  &ilure  of  the  sphygmogram  as 
a  record  of  pressure  has  been  more  widely  recognised, 
but  the  tactile  method  has  brought  into  great  pro- 
minence  the  fact  that  : 

(20)  The  sphygmograph  is  incapable  of  indicating 
the  direction  of  the  waves  of  pressure  which  it  registers. 

Of  this  the  demonstration  has  been  given  in  a 
very  striking  way  by  our  observations  on  the  proxi- 
mal and  distal  ictus,  and  on  the  anastomotic  pulse : 
events  of  which  the  sphymograph  entirely  fails  to 
notice  the  direction. 

(21)  The  construction  of  the  sphygmograph  lays 
it  specially  open  to  faulty  registration  of  the  degree 
of  pulse-pressure. 

.  Marey  (loc.  cit  p.  286),  in  selecting  the  shape  and 
size  of  the  button  of  the  sphygmograph,  had  in  view 
to  cover  as  much  of  the  artery  as  possible,  and  thus 
to  obtain  a  greater  rise  of  the  lever,  and  the  registra- 
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tion  of  vibrations  otherwise  scarcely  appreciable  to 
the  finger.  This  is  not  an  unmixed  gain,  so  long  as 
the  derivation  and  direction  of  the  vibrations  are  not 
indicated. 

It  will  be  noticed  that  the  shape  and  curvature  of 
the  button  are  precisely  such  as  would  give  to  the 
proximal  or  the  distal  ictus  a  special  advantage  in 
registration  over  the  more  central  pulse.    And  again, 

Fio.  189. 


A.  Diagram  of  an  arterj  resting  on  bone  ;  showing  the  waj 
in  which  the  waves  take  effect  on  the  batton,  in  spite  of  the 
pressure  used. 


as  we  have  learnt  fi-om  palpation,  we  shall  be  dealing 
with  a  different  kind  of  pulse  at  each  variation  of 
extra-arterial  pressure. 

If  it  be  attempted  to  determine  the  intra-arterial 
pressure  by  loading  the  lever  progressively  to  the 
point  of  obliteration,  the  pressure  of  the  button 
would  tend  to  obliterate  only  the  central  portion 
of  the  pulse ;  the  sides  of  the  button  would  remain 
subject  to  the  lateral  influence  of  the  ictus.  Even 
though  it  may  not  be  lifted  by  this  influence,  the 
lever  may  be  sufficiently  disturbed  to  record  oscilla- 
tions. 
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The  diagrams  represent  the  two  cases  which  loay 


occur. 


If  the  artery  rests  on  bone  as  in  (A),  although  ob- 
literation may  be  effected  in  a  line  with  the  vertical 
axis  of  the  button,  the  lateral  portions  (a)  and  (a) 
will  not  be  obliterated ;  and  the  lever  may  move, 
though  hardly  any  blood  passes.  An  accurate  record 
of  the  pressure  is  not  obtained. 

If  the  ivory  button  should  not  be  resisted  by  bone, 

Fig.  190. 


B.  Diagram  of  an  artery  sopported  by  soft  parts.    The  pres- 
sare  from  the  bntton  is  in  large  part  expended  upon  the- latter. 

but  by  soft  parts,  though  complete  occlusion  may  be 

ultimately  achieved,  it  will  be  impossible  to  tell  how 

much  of  the  pressure  employed  went  to  neutralise 

the  intra-arterial  pressure,  and  how  much  was  used 

in   condensing   the   soft  parts  and  depressing  the 

artery. 

Zts  Mature. 

From  tactile  observation  alone,  showing  the  ascend- 
ing direction  of  the  ictus,  it  was  possible  to  have  traced 
the  intra-arterial  pressure  to  one  of  its  sources. 
This,  however,  had  already  been  achieved,  on  much 
more  difficult  lines  of  research,  by  von  Kries,  von 
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Frey,  and  others.  The  tactile  method  may,  at  any 
rate,  be  said  to  have  furnished  the  demonstration  of 
the  view  that : 

(22)  Some  part  of  the  intra-arterial  pressure  is 
due  to  the  summation  of  the  peripheral  rebounds. 

The  tactile  method  has  also  been  the  means  of 
supplying  confirmatory  evidence  that : 

(23)  The  duration  of  the  pressure,  and  therefm^e 
of  the  arterial  tension,  also  partly  depends  on  re- 
hounds. 

The  SsrstoUo  Pulse-Pressure. 

Tactile  observations,  combined  with  a  study  of 
sphygmographic  tracings,  have  suggested  that : 

(24)  It  is  desirable  to  emphasize  the  distinction 
hetween  systolic  pulse-pressure  and  mean  pulse- 
pressure. 

The  combination  of  a  high  systolic  pressure  at  the 
onset,  with  a  low  pressure  during  the  remainder  of 
the  wave,  is  the  rule  in  the  fully  "  dicrotic  "  pulse, 
and  in  aortic  regurgitation.  Pressure,  in  the  case  of 
the  dicrotic  pulse,  is  absorbed  in  the  capillary  dis- 
trict, rather  than  deficient  at  the  heart  (allowance 
being  made  for  the  smallness  of  the  ventricular  out- 
put). In  aortic  reflux,  in  spite  of  a  large  output, 
pressure  fails  centrally,  after  the  systole,  but  it  is 
also  lost  peripherally  into  the  capillary  system;  a 
double  depression  which  causes  this  to  be  the  most 
extreme  instance  of  an  abrupt  fall  of  the  systolic 
pressura 

Pulse-Pressure  in  delation  to  the  Perlpherj. 

Some  idea  of  the  extent  to  which  the  arterioles 
(as  originally  shown  by  Sir  George  Johnson)  and  the 
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capillaries  are  capable  of  disposing  of  the  "^intra- 
arterial pressure,  may  be  gained  by  closing  the  way 
to  the  capillaries.  It  has  been  shown  that»  1^ 
pressing  the  finger  firmly  on  the  pulse,  a  proximal 
ictus  is  developed : 

(25)  The  relative  strength  of  this  ictus  will  he 
{ccBteris  paribus)  greater^  as  compared  vnth  the 
previous  strength  of  the  pulsey  according  to  the 
a/mount  of  pressure  previously  absorbed  by  the 
capillaries. 

To  Dr.  George  Oliver  belongs  the  credit  of  having 
based  on  this  variation  in  the  size  *  of  the  proximal 
ictus  an  important  method  of  investigation,  from 
which  much  future  result  may  be  expected,  and  to 
which  we  already  owe  valuable  contributions  to  the 
study  of  the  variations  in  arterial  pressure  induced 
by  attitude,  temperature,  etc. 

Other  BesQlts  more  strlotly  OUnioaL 

The  necessity  for  a  preliminary  review  of  recent 
theories,  the  elaboration  of  the  details  of  the  tactile 
method,  and  its  still  immature  state  have  hitherto 
deprived  the  writer  of  all  opportunity  of  applying  it 
to  its  ultimate  object,  the  study  of  disease.  Until  this 
has  been  done  practical  contributions  bearing  upon 
clinical  work  must  be  few.  To  this  class  may  be 
reckoned,  in  addition  to  the  more  usefiil  results,  the 
observations  which  have  been  made  on  the  Radial 
Thrill  and  on  the  Radial  Anastomotic  Pulse. 


*  In  connection  with  the  results  of  blocking  thearterj,  see  pp.  158,  163, 
(vaso-paraljsis— proximal  ictus,  etc.) 
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The  SaOlal  Thrill. 

Pulse-thrill  has  been  shown  to  exist  in  some  pulses 
almost  independently  of  the  observer.  At  least,  it 
may  be  elicited  by  the  mere  application  of  the  finger 
at  definite  pointa     These  cases  are  exceptional. 

(2G)  As  a  rule  the  radial  jpulse-ihrill  is  the  result 
of  some  special  manipulation;  it  is  an  artificial 
product. 

The  most  familiar  pulse-thrills,  such  as  those  of  the 
carotid,  of  the  brachial,  and  of  the  popliteal  arteries 
are  due  to  accidental  pressure  occasioned  by  the 
attitudes  of  the  body  or  of  the  limbs. 

The  3Ra41al  Anastomotic  Pulse. 

Hitherto,  the  study  of  the  anastomotic  pulse  be- 
longs exclusively  to  the  tactile  method.  We  have 
found  that : 

(27)  An  anastomotic  pulse  is  more  comm^mly 
perceptible  in  adults  than  in  children,  and  can  he 
recognised  in  a  majority  of  the  former. 

(28)  When  allowed  to  ascend  the  distal  end  of  the 
radial  artery ,  hy  an  artificial  excluMon  of  the  direct 
pulse  from  the  latter,  the  anastomotic  pulse  presents 
all  the  attributes  of  the  ordinary  descending  radial 
pulse. 

(29)  The  ascending  pulse  acquires,  hotvever,  in  its 
passage  through  the  narrow  channels  of  anastomosis 
a  stenotic  character. 

(30)  The  distal  rebound  {from  the  hand)  instead 
of  being  in  conflict,  is  identical  in  direction,  with  the 
pulse-wave  in  its  radial  course. 

2g 
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(31)  In  spite  of  its  longer  journey,  and  of  all  re- 
tarding influences,  the  anastomotic  pulse  commonly 
gives  to  the  obliterating  finger  an  earlier  stroke  than 
that  communicated  to  the  proocimal  side  of  the  same 

finger  by  the  ordinary  descending  pulse. 

(32)  In  other  cases  the  time  of  the  two  events  is 
reversed;  in  a  few  only  it  is  identical. 

(33)  When  the  direct  radial  pulse  is  not  stopped 
by  an  artificial  block,  the  anastomotic  reflux  is  sup- 
pressed by  the  stronger  descending  current ;  but  the 
anastomotic  wave  probably  ascends  the  radial  artery. 
The  ejffect  of  the  suppressed  current  would  be  to  raise 
the  intra-arterial  mean  pressure;  and  that  of  the 
wave,  to  increase  the  intra-arterial  systolic  pressure. 
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CHAPTER  HI. 

THE    PRACTICE    OF    TACTILE 
SPHYGMOLOGY. 

The  Practical  MsTHODa 

1.  Feellnr  the  Pulse. 

OuB  conclusions  relating  to  method  are  simple  and 
briefly  stated ;  their  importance  lies  in  the  future 
work  they  are  to  govern.  The  sum  of  the  lessons 
conveyed  in  this  study  is  given  in  two  words: 
Analysis — Definition.  Our  great  object  is  to  analyse 
the  pulse ;  and  our  first  need  towards  that  end, 
definiteness  and,  therefore,  singleness  of  impressions. 

Hence  our  great  rule : 

(34)  Never  icse  more  than  one  finger  to  the  pulse 
except  fiyr  special  objects. 

The  accident  that  there  should  be,  at  this  date, 
something  novel  to  record  in  pulse-sensations  seems 
to  be  entirely  due  to  the  neglect  of  this  rule  ;  and  to 
the  general  adoption  of  the  opposite  rule,  which 
effectually  prevented  Fouquet,  and  has  effectually 
prevented  other  observers,  I'rom  perceiving  important 
tactile  features  of  the  pulse. 
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The  detaib  of  the  method  will  be  found  under  the 
correspondmg  headings. 

2.  DetermtBlnr  the  Presence  or  Absence  of  the 
Anastomotic  Pulse. 

(35)  To  recognise  the  presence  of  an  anastomotic 
pulse  the  single  finger  usnally  suffices.  To  ascertain 
conchisively  its  absence  two  Jlnget's  are  needed,  and 
it  is  safest  to  use  both  hands. 

This  rule,  virtually  contained  in  the  earlier  state- 
ments by  Ozanam,  Douglas  Powell,  and  others,  needs 
to  be  stated  here  in  connection  with  the  description 
of  the  following  operation. 

3.  Bstimatlnr  Pulse-Pressure  or  Arterial-Tension. 

This  may  be  done  by  obliterating  the  pulse,  that 
is,  closing  the  artery  by  pressure.  In  carrying  this 
out  according  to  the  old  method,  the  possibility  of 
an  anastomotic  pulsation  being  mistaken  for  the 
direct  pulse,  and  of  the  pressure  being  thus  over- 
estimated, had  led  to  two  fingers  and  even  three 
being  used.  This,  as  it  was  thought,  necessary  pre- 
caution is  a  rational  explanation  for  the  survival,  up 
to  the  present  day,  of  the  faulty  method  of  multiple 
fingering,  which  formerly  rested  mainly  on  tradition 
and  on  a  belief  that  more  could  be  felt  of  the  pulse 
in  proportion  to  the  number  of  the  fingers  used. 

In  view  of  the  importance  of  using  one  finger  only 
for  palpation,  any  method  of  satisfactorily  performing 
with  a  single  finger  the  universally  needed  test  for 
pulse-pressure  would  be  a  great  gain.  This  is 
supplied  by  the  tactile  method.  The  new  process 
for  roughly  estimating  pidse-pressure  is  based  on  the 
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peculiarities  of  the  three  kinds  of  ictus ;  we  are,  how- 
ever, more  specially  concerned  with  the  proximal,  and 
with  the  distal  ictus  only. 

The  appearance  of  the  proximal  ictus,  that  is,  the 
perception  of  a  beat  on  the  heart-side  of  the  finger,  is 
a  reliable  proof  that  the  progress  of  the  pulse- wave 
has  been  stopped ;  and  this  again  implies  that  the 
way  through  the  artery  has  been  so  much  reduced  as 
no  longer  to  transmit  a  wave  sufficient  to  yield  a 
perceptible  distal  rebound.  For  all  practical  purposes 
this  means  that  the  intra-arterial  pressure  has 
been  overcome  by  the  extra-arterial  pressure.  In  the 
majority  of  subjects  a  moderate  pressure  of  the  finger 
will  dispose  of  the  distal  ictus,  and  at  the  same 
moment  the  proximal  ictus  will  be  felt,  the  ampli- 
tude of  which  will  afford  collateral  evidence  of  the 
successftil  obliteration  of  the  artery.  In  a  smaller 
number,  considerably  pressure  will  be  needed  to 
suppress  the  distal  ictus ;  and  a  doubt  may  arise  as 
to  its  possibly  anastomotic  character.  This  doubt  is 
usually  set  aside  by  the  observation  that  the  full- 
sized  proximal  ictus  has  meanwhile  come  into  play. 

A  single  finger  will  thus  suffice  to  decide  both  the 
question  as  to  tension,  and  also  that  as  to  the 
existence  of  any  markedly  anastomotic  pulsation. 
Nevertheless,  instances  may  occur,  but  their  number 
will  be  very  small,  in  which  the  observer  will  not 
feel  satisfied  until  he  has  applied  the  classical  test 
for  the  presence  of  the  anastomotic  wave.  If  it  should 
be  absent,  or  hardly  perceptible,  the  case  falls  into 
the  usual  category,  and  may  be  dealt  with  confidently 
with  one  finger.  Thus  the  rule  for  estimating  arterial 
tension  may  be  stated  as  follows : 
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(36)  Apply  the  index  finger  lightly.  Having 
found  the  distal  icttcs,  gradiudly  increase  the  pressure 
until  the  distal  ictus  vanishes ;  and  at  that  moment 
watch  for  the  ictus  at  the  proximal  side  of  the  finger. 
The  amount  of  pressure  used  urill  he  a  measure  of 
the  tension  of  the  pidse. 

The  chief  recommendatious  of  this  method  are  its 
simplicity  and  its  definiteness.  It  is  purely  com- 
parative, and  aims  merely  at  an  approximative  result ; 
but  it  is  so  readily  performed  that  a  succession  of 
cases  can  be  rapidly  compared,  and  a  standard 
qui(^y  arrived  at.  With  the  sphygmometer  it  does 
not  pretend  to  compete ;  but  it  is  next  best  to  an 
instrumental  method  in  precision,  whilst  open  to 
none  of  the  attendant  objections.  With  its  aid  a 
practical  estimate  is  gained  of  the  tension  of  the 
pulse,  without  any  eflTort ;  for  the  operation,  capable 
of  repetition  many  times  in  a  minute,  consists  simply 
in  a  systematic  variation  of  the  pressure  of  the  finger ; 
whilst  the  same  position  of  the  finger  enables  us  to 
judge  of  almost  all  the  qualities  of  the  pulse. 

A  slight  qualification  is  needed  in  the  previous 
statements.  A  short  interval  does  occur  between  the 
relatively  sudden  disappearance  of  the  distal  ictus 
and  the  full  strength  of  the  proximal  ictus,  and  this 
is  occupied  by  the  intermediate  ictus.  In  the  soft 
pulse  the  first  event  needs  slight  pressure  and  time, 
the  second  event  a  very  slight  addition  of  both ;  the 
intermediate  ictus  is  fugitive  and  almost  impalpable. 

But  the  tense  artery,  which  has  long  and  strongly 
resisted  compression,  will  need  an  appreciable  incre- 
ment of  pressure  to  obliterate  it  completely  as  far  as 
the  proximal  border  of  the  finger.   Until  this  is  done 
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the  intermediate  ictus  will  continue  to  be  felt,  and 
the  proximal  ictus  will  not  acquire  its  full  strength. 
From  these  observations  we  derive  a  supplementary 
rule: 

(37)  Whenever^  duHng  gradual  application  of 
pressure,  a  marked  iutemiediate  ictus  is  obtained, 
ive  have  further  evidence  of  sustained  pulse-pressure. 
The  full  extent  of  the  latter  is  to  he  measured  by  tJie 
disappearance  of  the  intei^mediate  ictus,  tvhich  co- 
inddes  tvith  the  moment  of  complete  evolution  of  tJie 
proximal  ictus. 

The  duration  of  the  intermediate  ictus  thus  acts  as 
a  confirmatory  test  for  the  correctness  of  the  result 
obtained  under  the  preceding  rule. 


Palpation  with  the  Thumb ;  and  Palpation 
with  Several  Fingers. 

The  general  rule  which  has  been  laid  down  should 
not  be  taken  to  imply  that  no  advantage  is  to  be  ob- 
tained by  examining  the  pulse  over  a  greater  length 
than  can  be  covered  by  the  tip  of  one  finger.  On 
the  contrary,  this  procedure  will  be  found  a  most 
useful  adjunct  to  the  ordinary  method,  in  the  ana- 
lytical study  of  the  pulse,  as  soon  as  the  elements 
of  tactile  sphygmology  shall  have  been  thoroughly 
grasped.  It  enables  us  to  follow  the  waves  in  their 
progress ;  whereas  the  single  finger  takes  cognisance 
of  their  trarosit  only.  There  are  two  ways  in 
which  this  can  be  done :  by  applying  the  length  of 
the  thumb  to  the  radial  artery  ;  or  by  placing  on  it 
the  tip   of  two  or  three  fingers.    With  either  of 
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these  methods  many  of  the  peculiarities  which  have 
been  described  may  be  verified. 

(1)  The  thumb  is  more  often  applied  with  its  base 
at  the  wrist  and  its  extremity  towards  the  elbow. 
This  position  will  enable  it  to  feel  the  proximal  ictus 
with  great  nicety.  The  same  is  true  of  the  index 
finger  laid,  in  the  same  direction,  flat  over  the  length 
of  the  artery.  The  distal  ictus  will,  however,  not  be 
obtainable.  If  the  thumb,  or  the  finger,  be  placed  in 
the  opposite  direction,  with  the  tip  at  the  base  of  the 
styloid  process,  the  distal  ictus  will  be  perceived 
excellently  ;  and  the  proximal  ictus  can  also  be  felt 
by  the  base  of  the  phalanx  where  this  rises  fix)m  its 
contact  with  the  arm.  Indeed,  there  is  no  better 
method  for  a^fine  tactile  appreciation  of  the  ictus ; 
the  latter  striking  a  very  sensitive  surface,  a  little  in 
advance  of  the  end  of  the  bony  phalanx  by  which 
pressure  is  exerted.  The  same  mode  of  palpation  is 
specially  adapted  for  the  study  of  the  intermediate 
ictus,  which,  in  the  ordinary  method,  is  a  little  diffi- 
cult to  secure.  The  travelling  events,  however,  are 
those  which  it  most  helps  us  to  perceive — viz.,  the 
systolic  pulse-wave  and  the  wave  of  the  ictus,  in 
their  opposite  propagation. 

(2)  The  second  method,  which  uses  the  tips  of 
several  fingers  in  loose  order,  supplies  us  with  a 
number  of  tactile  combinations,  and  with  an  almost 
inexhaustible  variety  of  observations.  The  various 
kinds  of  ictus,  the  anastomotic  pulse,  the  pulse-thrill, 
are  all  within  its  competence.  The  greatest  service 
which  it  renders  us  is  in  the  appreciation  of  the 
fundamental  fact  of  sphygmology,  which  we  must 
once  more  record : 
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(38)  The  ictus  travels,  in  all  arteries  accessible 
to  the  touch,  in  the  sha/pe  of  a  wave  from  the 
periphery  towards  the  hea/rt;  its  direction  being 
opposed  to  that  of  the  systolic  pulse-wave. 

If  four  fingers  be  applied  to  the  radial  artery  this 
retrograde  march  becomes  very  obvious,  especially  if 
they  be  slightly  spaced  from  each  other ;  each  event 
is  then  perceived  eight  times  in  its  transit,  as  it 
reaches  and  as  it  leaves  each  of  the  fingers  in  sue- 
cession.  The  perceptions  may  be  too  rapid  to  be 
individualised,  but  they  are  consolidated  by  their 
repetition  into  a  conclusion  which  leaves  no  doubt 
whatever  in  the  mind.  Indeed,  since  even  with  one 
finger  the  direction  of  the  waves  can  be  made  out, 
how  much  easier  must  this  be  when  a  longer  section 
of  their  journey  is  observed.  There  is  in  the  feeling 
of  the  wave  rolling  under  finger  after  finger  a  com- 
pleteness of  sensory  evidence  which  nothing  can 
equal ;  but  much  experience  in  the  modulation  of 
finger-pressure  is  essential,  failing  which  the  oppo- 
site waves  might  both  be  allowed  to  come  into 
play  simultaneously ;  or,  imconsciously,  the  pressure 
corresponding  to  one  of  them  might  develop  into 
that  calling  forth  the  other  wave.  Rather  less  risk, 
in  this  respect,  attaches  to  the  alternative  method  of 
using  only  the  two  extreme  fingers  in  the  row, 
namely,  one  for  observing  the  moment  of  entrance, 
the  other  for  observing  the  moment  of  disappearance 
of  the  wave.  And  it  is  to  be  noted  tliat  with  the 
preceding  arrangement  also,  all  tactile  judgments 
are  largely  based  upon  the  perception  of  the  interval 
between  these  two  extreme  moments  of  time. 
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The  Methods  for  Observing  the  Priority 

between  Two  Polse-Bvents  without 

Xostnunental  Aid. 

The  objection  to  sphygmographic  time-determin- 
ations is  that  we  have  no  means  of  identifying  some 
of  the  events  which  are  being  automatically  timed. 
.The  pressure  made,  and  the  results  of  pressure  re- 
gistered by  the  button  of  the  instrument  lie  outside 
our  cognisance.  To  time  whilst  we  feel  is  more 
satisfactory,  so  long  as  our  timing  is  sufficiently 
accurate.  In  carrying  out  this  indication,  the  finger 
arrangement  in  question  assists  us  greatly.  The  ring 
finger  or  the  littie  finger,  and  the  thumb  or  the 
index,  are  placed  respectively  at  the  two  distant 
points  of  observation,  and  two  moments  of  time  only 
are  kept  in  mind,  that  of  the  occurrence  of  the  sen- 
sation under  one  finger,  and  that  of  its  cessation 
under  the  other. 

The  correct  perception  of  intervals  of  time,  so  brief 
as  to  strike  us  at  first  as  synchronous,  is  rendered 
possible  by  a  simple  method  which  deserves  to  be 
reckoned  among  the  practical  gains  firom  tactile 
sphygmology. 

(39)  If  two  tactile  perceptions  he  almost  synchro- 
710US,  so  as  to  partly  overlap,  a  distinction  in  time 
may  he  wxxde  hetween  them^  hy  concentrating  the 
attention  in  turns  upon  each  of  them^  say  first  upon 
(B).  If  (B)  should  not  possess prioHty,  tJien  the  other 
perception  will  he  completely  extinguished ;  a  single 
sensation,  that  at  {B\  will  he  felt  If  the  attention 
be  now  concentrated  on  {A\  this,  heing  the  earlier 
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of  the  two  sensations,  will  of  course  he  felt ;  hut  (B) 
will  assert  itself  also,  hecause,  after  [A)  ha^  ceased, 
it  will  hold  the  field  alone. 

(40)  With  the  help  of  these  two  devices  we  can 
now  approach  our  last  and  most  difficult  experiment, 
thus  far,  our  highest  achievement  in  tactile  analysis. 


A   FINAL   EXPERIMENT. 

The  Time  of  the  Ictus,  and  of  the  Wave^ 
Studied  in  the  Carotid. 

Although  not  a  very  convenient  pulse  to  feel,  the 
carotid  has  the  advantage  of  a  very  large  wave  and 
of  an  unmistakable  ictus. 

Experiment  xlv. 

If  the  finger  of  one  hand  be  placed  at  the  origin  of 
the  external  carotid,  and  a  finger  of  the  other  hand 
over  the  vessel  at  the  upper  level  of  the  larynx,  the 
following  succession  of  events  may  be  recognised  : 

(1)  On  deep  pressure  the  rush  of  the  wave  is 
readily  traced  in  a  centrifugal  direction,  and  the 
distal  finger  i^  receives  the  later  impact. 

(2)  If  the  pressure  be  now  reduced  as  much  as 
this  can  be  done  without  losing  touch  of  the  pulse, 
the  beat  or  ictus  will  be  felt  instead  of  the  wave  ;  and 
the  order  in  which  it  will  strike  the  fingers  is  exactly 
the  reverse  of  what  it  had  been  for  the  wave.  In 
this  case  the  proximal  finger,  Cf  is  perceptibly  the 
last  to  receive  the  stroke. 
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(3)  Any  observer  will  probably  succeed  in  tracing 
the  tactile  distinction  between  the  two  objects,  and 
the  contradiction  in  their  time.  The  third  observa- 
tion is  much  more  difficult.  It  aims  at  feding  the 
ictus  in  the  wave.  It  must  therefore  be  made  with 
the  stronger  pressure  of  the  finger.  The  wave  is  fdt 
as  in  the  first  instance ;   but  the  attention   must 


Diagram  constructed  from  the  tactile  impressions  of  two 
fingers  placed  on  the  carotid  arteiy,  Cf  near  its  origin,  and 
/>/near  its  bifurcation ;  showing  disparity  both  in  the  dora- 
tion  of  the  wave  and  in  the  time  of  the  ictus. 

be  entirely  withdrawn  from  its  onset  and  progress, 
and  intently  bent  upon  its  finish.  The  apparently 
abrupt  cessation  of  the  wave  corresponds  to  the  ictus, 
and  will  be  felt  by  Df  before  being  felt  by  Cf. 

In  this  way  the  touch  is  able,  in  the  case  of  the 
carotid  pulse,  to  analyse  so  clearly  the  first  part  of 
the  wave,  that  a  diagram  could  be  drawn  by  the 
observer  of  the  relative  time  of  the  events,  showing 
for  each  finger  a  rise  and  a  subsequent  summit,  the 
rise  beginning  at  a  later  moment,  and  the  summit 
occurring  at  an  earlier  moment  for  ZJ/'than  for  Cf; 
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in  other  words,  the  curve  for  Df  will  be  of  smaller 
width,  especially  at  its  upper  part,  than  the  curve 
for  Cf. 

This  diagrammatic  representation  of  tactile  events 
is  the  nearest  approach  we  have  arrived  at,  to  an 
imitation  of  the  tracings  of  the  instrumental  method ; 
and  it  would  be  interesting  to  be  able  to  compare  it 
with  a  sphygmographic  tracing  in  this  particular  case. 

Fig.  192. 


Unfortunatdy  we  know  of  only  one  set  of  sphygmo- 
grams  taken  simultaneously  at  different  spots  of  the 
carotid,  those  of  Hurthle  (Fig.  192) ;  and  these  are 
not  explicit  on  the  point  at  issue.  Nevertheless  it 
may  be  observed  that  the  wave  (reckoned  from  its 
foot  to  the  later  summit)  is  broader  at  Cf  than  at 
D/,  and  that  the  later  summit  for  Df  suffers  de- 
cidedly less  relative  delay  than  the  onset  of  the 
wave. 

The  carotid  artery  has  been  selected  for  this  final 
experiment  because  in  the  radial  pulse,  owing  to  the 
small  calibre  and  the  remoteness  of  the  artery,  the 
first  part  of  the  wave  is  much  narrower,  and  its 
events  less  tangible  and  less  easy  to  analyse. 
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CONCLUDING  REMARKS  ON  THE  FUTURE 
OF  TACTILE  SPHYGMOLOGY. 

Our  task  is  in  great  part  achieved,  since  we  have 
secured  recognition  for  the  large  share  which  should 
belong  to  the  touch  in  clinical  sphygmology,  and 
established  a  few  fundamental  facts  in  such  a  way 
that  we  can  await  without  anxiety  the  verdict  of 
instrumental  verification,  when  this  can  be  obtained — 
for  it  would  be  rash  to  assume  that  existing  instru- 
ments are  able  to  deal  with  the  more  delicate  tactile 
experiments  claiming  registration. 

Whilst  in  progress  the  study  has  grown  beyond 
expectation,  and  already  exceeds  the  lines  of  this 
elementary  sketch.  Limits  are  not  easily  assigned  to 
its  future  development.  Physiology  will  find  in 
tactile  analysis  many  a  suggestive  problem.  It  is 
needless  to  enumerate  the  multiple  lines  of  research 
opened  up  in  connection  with  the  theory  of  the  pulse. 
Any  one  of  the  questions  raised  in  these  pages  might 
become  the  starting-point  for  systematic  investi- 
gations, the  end  of  which  cannot  be  even  guessed, 
and  which  might  call  into  existence  novel  instru- 
mental methods.  Indeed,  as  we  write,  this  has 
already  been  fulfilled  in  one  striking  instance.     Dr. 
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George  Oliver  s  investigation,  so  fruitful  and  yet  only 
begun,  is  pr€U3tically  based  on  one  of  tbe  phenomena 
of  tactile  sphygmology,  important  in  itself,  as  they 
all  must  be,  but  not  claiming  a  very  prominent 
position  in  connection  with  the  theory  of  the  natural 
pulse.  This  is  probably  but  a  foretaste  of  still  richer 
harvests  which  the  major  issues  might  yield  to  patient 
investigation.  The  ictus,  pure  and  simple,  needs  to 
be  studied  as  to  its  time  and  direction,  as  to  its 
velocity  and  duration  and  other  characters,  imder 
varying  physiological  circumstances ;  and  in  its  many- 
sided  relations  to  the  cardiac,  capillary,  and  venous 
influences.  The  forms  of  ictus  which  are  termed 
artificial,  because  modified  by  the  pressure  of  the 
finger,  will  supply  additional  series  of  inquiry. 

Again,  the  anastomotic  events  and  the  pulse-thrill 
are  studies  hitherto  barely  outlined. 

In  addition  to  inquiries  such  as  these,  which  may 
be  classed  as  novel,  the  old  stock  of  unanswered 
questions  remains,  calling  for  renewed  attempts  at 
solution. 

Beyond  all  this  lies  the  vast  and  practically  inex- 
haustible field  of  pathology y  a  soil  left  virgin  still  at 
the  close  of  this  inquiry. 

Looking,  then,  towards  the  future,  we  no  longer 
fear  a  continuance  of  the  neglect  and  stagnation  which 
have  prevailed  in  the  past.  Neither  the  material 
nor  the  means  need  fail  us  in  the  progressive  culti- 
vation of  clinical  sphygmology.  An  opposite  danger 
might  be  thought  to  threaten,  that  of  too  wide  an 
expansion  and  too  minute  a  detail.  This  is  an  evil 
which  carries  its  own  cure.  Distinct  and  even 
divergent  as  may  be,  at  their  origin,  the  paths  of 
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research,  we  see  them  rapidly  conveige  and  ultimately 
join.  This  assured  concurrence  of  all  isolated  efforts 
towards  a  final  unity  in  results  should  encourage 
individual  observation.  Investigation  cannot  be  too 
much  varied,  nor  can  the  workers  be  too  many. 
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Inertia  theory,  236,  243 


I 


Habdnbsb,  26,  45,  224 
Heart-waves,  218 


Johnson,  Sib  Geobqe,  463 


Kbyt,  199,  200,  454 
Krehl,  203,  207,  225,  248,  277 
Kries,  v.,  167,  183,  184,   185.   188^ 
190,  192,  194,  203-207,  218,  222, 
224,  225,  241,  247,  261,  279,  309. 
372,  405,  449,  450,  451,  453 


Digitized  by 


Google 


484 


INDEX. 


LANDOlf,  188.  234,  238,  256,  261, 

453 
lupine,  167 
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Plateau  systolique,  278 
Plethysmogram,  181,  231,  233 
Poisseuille,  22,  30 
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Sipping,  influence  on  pulse,  429 
Solano's  critical  pulses,  419 
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with  arm  raiied,  404,  410 
Sphygmograph,  13,  216,  460-2 
Sphygmographic  events,  217 

site  of  rebounds,  384 
Sphygmometer,  49,  180 
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ThriU,  140,  820,  372-881,  465 

anastomotic,  177 

varieties  at  wrist,  374 
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Velocity  curve,  181 
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negative  phase,  289^291 
pressure,  279,  284,  287 
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ssrstolic  phases,  268 
Venules,  388 
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Wabdbop,  416 

Watt,  6 

Wave,  analysed,  449 

compound,  187 

direction,  192, 196,  215,  278 

interference,  187 
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